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“SMA, 2.9mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADMARK OF THE ANRITSU COMPANY. 
**4.85mm, 2.4mm & V CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE V CONNECTOR IS A TRADEMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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“SMA, 2.9mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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*SMA, 2.9mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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“SMA, 2.9mm, 3.5mm & K CONNECTORS WILL MATE MECHANICALLY & ELECTRICALLY TO EACH OTHER. THE K CONNECTOR IS A TRADMARK OF THE ANRITSU COMPANY. 


SPECIFICATIONS SHOWN ARE INTENDED FOR IDENTIFICATION PURPOSES ONLY 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. ‘ 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM | 
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2.4mm FEMALE TO: PAGE NO. 
2.4em MALE 93 
2.4m MALE TO: 
2.4mm FEMALE 93 
2.4mm MALE 14,93 
2.9mm MALE 14,93 
SMA MALE 93 
2.9mm FEMALE BULKHEAD TO: 
2.9mm MALE 92 
£ TO: 
2.4mm MALE 14,93 
2.9mm FEMALE BULKHEAD 92 
2.9mm MALE 14,92 
2 
3.5m MALE 91 
3.5mm MALE 91 
3.5mm MALE TO: 
3.5mm FEMALE 91 
3.5mm FEMALE BULKHEAD 91 
3.5mm MALE 91 
3/4"-20 TWIWAXIAL MALE TO: 
3/4"-20. TWINAXIAL MALE 102 
af 
7/16 MALE 7 
N MALE 71 
SMA MALE 71 
2 ee KHEAD TO: 
“75 OHM BNC" MALE 75 
"75 OWM BNC" FEMALE TO: 
"75 OHM BNC” FEMALE 76 
“75 OHM BNC” MALE 76 
“75 OHM BNC” MALE RIGHT ANGLE TO: 
“75 OHM BNC" MALE 74 
“75 OHM BNC" MALE RIGHT ANGLE 75 
"75 OHM BNC” FEMALE 76 
"75 OHM BNC" FEMALE BULKHEAD 75 
“75 OWM BNC" MALE 74 
"75 OHM BNC" MALE RIGHT ANGLE 74 
“75 OHM N" MALE 73 
"75 OHM SMB" PLUG 67,93 
"75 OHM SMC” PLUG 67,93 
“75 OWM TNC" MALE 42 
“MINI 75 OHM SMB" PLUG 68 
"75 OWM N" MALE TO: 
“75 OWM BNC” MALE 73 
“75 OHM N" MALE 73 
“75 OWM SMB" PLUG TO: 
"75 OHM BNC” MALE 67,93 
"75 OHM SMB” PLUG 67 
"75 OHM SMC" PLUG TO: 
"75 OWM BNC” MALE 67,93 
"75 OWM SMC“ PLUG 67 
"75 OHM TNC" MALE TO: 
"75 OWM BNC” MALE 42 
“75 OHM TNC” MALE 42 
ALLIGATOR CLIPS TO: 
BANANA PLUG 21 
BNC MALE 79 
Ld TO 
ALLIGATOR CLIPS 21 
BANANA PLUG 22 
BNC MALE 22 
UHF MALE 21 
EAD TO: 
BNC MALE 20 


CABLE ASSEMBLY SELECTION LIST 


BNC FEMALE TO: PAGE NO. 
BNC FEMALE 21 
BNC MALE 19 

BNC MALE RIGHT ANGLE TO: 

BNC MALE vv 
BNC MALE RIGHT ANGLE 18 
BNC MALE TO: 
ALLIGATOR CLIPS 79 
BANANA PLUG 22 
BNC FEMALE 19 
BNC FEMALE BULKHEAD 20 
BNC MALE 15,16 
BNC MALE RIGHT ANGLE 17 
FME JACK 103 
GR874 69 
MINIATURE ALLIGATOR CLIPS 80 
MINIATURE STACKING BANANA PLUGS 80 
W MALE 23 
REVERSE POLARITY SMA MALE 97 
REVERSE POLARITY TNC MALE 99 
SAFETY HOOKS 80 
SMA MALE 26 
SMA MALE RIGHT ANGLE 25 
SMB PLUG 24 
SMC PLUG 24 
STACKING TIP PLUGS 80 
STANDARD STACKING BANANA PLUGS 80 
TNC MALE 89 
UHF MALE 94 
UNTERMINATED WIRES 80 

BNC TWINAX MALE TO: 

BNC TWINAX MALE 102 

C MALE TO: 

C MALE 90 

FME JACK TO: 

BNC MALE 103 
FME JACK 103 

GR874 TO: 

BNC MALE 69 
GR874 69 
WN MALE 69 

HN MALE TO: 

HN MALE 60 

LC MALE TO: 

LC MALE 79 

MCX PLUG RIGHT ANGLE TO: 

MCX PLUG 70 
MCX PLUG RIGHT ANGLE 70 

MCX PLUG TO: 

MCX PLUG 70 
MCX PLUG RIGHT ANGLE 70 

MHY MALE TO: 

MHV MALE 57 
SHV PLUG 58 

“MINI 75 OHM SMB" PLUG RIGHT ANGLE TO: 
“MINI 75 OHM SMB" PLUG 68 
“MINI 75 OHM SMB” PLUG RT< 68 

“MINI 75 OHM SMB" PLUG TO: 

“75 OHM BNC” MALE 68 
“MINI 75 OHM SMB" PLUG 68 
“MINI 75 OHM SMB” PLUG RT< 68 

MINI UHF MALE TO: 

MINI UHF MALE 72 
N MALE 72 
SMA MALE 72 

MINIATURE ALLIGATOR CLIPS TO: 

BNC MALE 80 

MINIATURE STACKING BANANA PLUGS TO: 
BNC MALE 80 


MMCX PLUG RIGHT ANGLE TO: PAGE NO. 
MMCX PLUG 96 
MMCX PLUG TO: 
MMCX PLUG 96 
MMCX PLUG RIGHT ANGLE %6 
SMA MALE 96 
N FEMALE BULKHEAD TO: 
N MALE 53,54 
WN MALE RIGHT ANGLE 55 
SMA MALE 43,44 
N FEMALE TO: 
WN MALE 51,52 
WN MALE RIGHT ANGLE TO: 
N FEMALE BULKHEAD 55 
N MALE 49 
N MALE RIGHT ANGLE 50 
N MALE TO: 
7/16 MALE 71 
BNC MALE 23 
GREB74 69 
MINI UHF MALE 72 
WN FEMALE 51,52 
FEMALE BULKHEAD §3,54 
N MALE 12,47,48 
WN MALE RIGHT ANGLE 49 
REVERSE POLARITY SMA MALE 97 
REVERSE POLARITY TNC MALE 99 
SMA MALE 11,45,46 
TNC MALE 4 56 


REVERSE POLARITY SMA MALE TO: 


SMA MALE TO: PAGE NO. 
2.4mm MALE 93 
7/16 MALE 71 
BNC MALE 26 
MINI UHF MALE 72 
MCX PLUG 96 
N FEMALE BULKHEAD 43,44 
N MALE 11,45,46 
REVERSE POLARITY SMA MALE 100 
REVERSE POLARITY TNC MALE 98 
REVERSE THREAD SMA MALE 101 
SMA FEMALE 33,34 
SMA FEMALE BULKHEAD 10,35,36 
SMA MALE 7,27,28 
SMA MALE RIGHT ANGLE 8,29,30 
SMB PLUG 66 
SMC PLUG 86 
TWC MALE 13,87 ,88 

SMB JACK BULKHEAD TO; 
SMB PLUG 64 
SMB PLUG RIGHT ANGLE 65 
SMB_PLUG RIGHT ANGLE TO: 
SMB JACK BULKHEAD 65 
SMB PLUG 62 
SMB PLUG RIGHT ANGLE 63 
SMB PLUG TO: 
BNC MALE 24 
SMA MALE 66 
SMB JACK BULKHEAD 64 
SMB PLUG 61 
SMB PLUG RIGHT ANGLE 62 
SMC_JACK BULKHEAD TO: 
SMC PLUG 85 
SMC PLUG RIGHT ANGLE 84 


SMC_PLUG RIGHT ANGLE TO: 
SMC JACK BULKHEAD 84 
SMC PLUG 82 
SMC PLUG RIGHT ANGLE 83 


SMC_PLUG TO: 
BNC MALE 24 
SMA MALE 86 
SMC JACK BULKHEAD 85 
SMC PLUG 81 
SMC PLUG RIGHT ANGLE 82 


SSMB PLUG RIGHT ANGLE TO: 
SMB PLUG RIGHT ANGLE 69 


SSMB PLUG TO: 
SSMB PLUG 69 


STACKING TIP PLUGS TO: 
BNC MALE 80 


STANDARD STACKING BANANA PLUGS TO: 
BNC MALE 


BNC MALE 97 

W MALE 97 

SMA MALE 100 

TNC MALE 100 
REVERSE POLARITY TNC MALE TO: 

BNC MALE 99 

N MALE 99 

SMA MALE 98 

TNC MALE 98 
REVERSE THREAD SMA MALE TO: 

REVERSE THREAD SMA MALE 101 

SMA MALE 101 
SAFETY HOOKS TO: 

BNC MALE 80 
SC_MALE TO: 

SC MALE 95 
SHY PLUG TO: 

MHV MALE 58 

SHY PLUG 59 
SMA_FEMALE 2 HOLE PANEL MOUNT TO: 

SMA FEMALE 2 HOLE PANEL MOUNT 41 
SMA FEMALE 4 HOLE PANEL MOUNT TO: 

SMA FEMALE 4 HOLE PANEL MOUNT 41 
SMA_FEMALE BULKHEAD TO: 

SMA FEMALE BULKHEAD 40 

SMA MALE 10,35,36 

SMA MALE RIGHT ANGLE 10, 37,38 
SMA_FEMALE TO: 

SMA FEMALE 39 

SMA MALE 33,34 
SHA MALE RIGHT ANGLE TO: 

BNC MALE 25 

SMA FEMALE BULKHEAD 10,37,38 

SMA MALE 8,29,30 

SMA MALE RIGHT ANGLE 9,31,32 


TNC MALE TO: 
BNC MALE 89 
N MALE 56 
REVERSE POLARITY SMA MALE 100 
REVERSE POLARITY TNC MALE 98 
SMA MALE 13,87 ,88 
TNC MALE 13,77,78 
VHF MALE TO: 
BANANA PLUG 21 
BNC MALE 94 
UHF MALE 25 
UNTERMINATED WIRES TO: 
BNC MALE 80 


MOST CUSTOM CABLE ASSEMBLIES CAN BE SHIPPED IN LESS THAN 24 HOURS 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7454 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO DISCONTINUITIES FOR 


26.5 GHz FLEXIBLE CABLE ASSEMBLIES 
SMA MALE TO SMA MALE 


BETTER ELECTRICAL PERFORMANCE THRU 26.5 GHz (35.0 GHz WHEN MATED WITH A K* CONNECTOR.) + 
*THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


Performance 


dB Loss / 100’ 


a me 
910 11 12 13 14 15 16 17 18 19 20 21 22 23 24 25 26 


Frequency in GHz 


VSWR 


ELECTRICAL PROPERTIES 
Impedance 

Velocity of Propagation 
Cut Off Frequency 


Max Operating Voltage 
Nominal Capacitance 


RF Shielding 

MECHANICAL PROPERTIES 
Bend Radius 

Weight 

Temp Range 

Inner Conductor 

Dielectric 

Outer Conductor 

Jacket 

Model No. Length 1-24 
PE34286-6 6" $40.00 
PE34286-12 12" 42.00 
PE34286-18 18" 44.00 
PE34286-24 24" 46.00 
PE34286-30 30” 48.00 
PE34286-36 36" 50.00 
PE34286-48 48" 54.00 
PE34286-60 60" 58.00 
PE34286-72 72" 62.00 


910 111213 14 15 16 17 18 19 20 21 22 23.24 25 26 


PaGeERSeZau 
H+ bac aenae tn 


Frequency in GHz 


50 + 1 OHM 

69.5% 

35.0 GHz 

1900 Volts RMS 
29.4 pf/ft 

Greater than 90 dB 


Minimum 1.0 Inch 

-4 oz/ft 

~55°F + 400°F 

SIL PLT CU Clad Steel .036" Dia. 
PTFE .116" Dia. 

SIL_PLT Copper Ribbon .125" Dia. 
FEP .150" Dia. 


25-49 50-99 100 + 
$37.20 $34.40 $32.00 
39.06 36.12 33.60 
40.92 37.84 35.20 
42.78 39.56 36.80 
44.64 41.28 38.40 
46.50 43.00 40.00 
50.22 46.44 43.20 
53.94 49.88 46.40 
57.66 53.32 49.60 


Performance 


GB Loss / 100’ 


VSWR 


ELECTRICAL PROPERTIES 
NON-MAGNETIC 

Impedance 

Velocity of Propagation 
Cut Off Frequency 

Max Operating Voltage | 
Nominal Capacitance 

RF Shielding 


50 + 1 OHM 

69.5% 

35.0 GHz 

1900 Volts RMS 
29.4 pf/ft 

Greater than 90 dB 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch ? 

Weight -6 oz/ft 

Temp Range -55°F + 400°F i 

Inner Conductor SIL PLT Beryllium CU .036" Dia. 

Dielectric PTFE .116" Dia. # 

Outer Conductor SIL PLT Copper Ribbon .140" 

Jacket FEP .165" Dia. 
Model No. Length 1-24 25-49 50-99 100 + 
PE3790-6 6" $50.00 $46.50 $43.00 $40.00 
PE3790-12 12" 53.00 49.29 45.58 42.40 
PE3790-18 18” 56.00 52.08 48.16 44.80 
PE3790-24 24" 59.00 54.87 50.74 47.20 — 
PE3790-30 30” 62.00 57.66 53.32 49.60. 
PE3790-36 36" 65.00 60.45 55.90 52.00 
PE3790-48 48" 71.00 66.03 61.06 56.80 
PE3790-60 60” 77.00 71.61 66.22 61.60 
PE3790-72 72" 83.00 77.19 71.38 66.40 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM — 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 


U.S.A. 


26.5 GHz FLEXIBLE CABLE ASSEMBLIES 8 
SMA MALE TO SMA MALE RIGHT ANGLE 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO DISCONTINUITIES FOR BETTER 


ELECTRICAL PERFORMANCE THRU 26.5 GHz. 


Performance 


Attenuation 
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dB Loss / 100' 
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Frequency in GHz 
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Frequency in GHz 


Pepe nance 


Attenuation 
—— —- 


’ ELECTRICAL PROPERTIES 
Impedance 50 + 1 OHM 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


RF Shielding 


Greater than 90 dB 


o 
= 
o 
n 
o 
_ 
a 
ne) 
ie 
= 
7) 
> iv ; i 
SNES 9 GES ; 5 6 7 8 970 11121314151 1617 “Tcl Perfomance 26 
Frequency in GHz 
ELECTRICAL PROPERTIES 
NON-MAGNETIC 
Impedance 50 + 1 OHM 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch 

Weight -4 oz/ft 

Temp Range -55°F + 400°F 

Inner Conductor SIL PLT CU Clad Steel .036" Dia. 

Dieletric PTFE .116" Dia. 

Outer Conductor SIL PLT Copper Ribbon .125" Dia. 

Jacket FEP .150" Dia. 
Model No. Length 1-24 25-49 50-99 100 + 
PE35418-6 6" $60.00 $55.80 $51.60 $48.00 
PE35418-12 12" 62.00 57.66 53.32 49.60 
PE35418-18 18” 64.00 59.52 55.04 51.20 
PE35418-24 24" 66.00 61.38 56.76 52.80 
PE35418-30 30" 68.00 63.24 58.48 54.40 
PE35418-36 36" 70.00 65.10 60.20 56.00 
PE35418-48 48" 74.00 68.82 63.64 59.20 
PE35418-60 60" 78.00 72.54 67.08 62.40 
PE35418-72 72" 82.00 76.26 70.52 65.60 


RF Shielding Greater than 90 dB 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch 

Weight -6 oz/ft 

Temp Range -55°F + 400°F 

Inner Conductor SIL PLT Beryllium CU .036" Dia. 

Dieletric PTFE .116" Dia. 

Outer Conductor SIL PLT Copper Ribbon .140" Dia. 

Jacket FEP .165" Dia. 
Model No. Length 1-24 25-49 50-99 100 + 
PE35420-6 6" $80.00 $74.40 $68.80 $64.00 
PE35420-12 12" 83.00 77.19 71.38 66.40 
PE35420-18 18" 86.00 79.98 73.96 68.80 
PE35420-24 24" 89.00 82.77 76.54 71.20 
PE35420-30 30" 92.00 85.56 79.12 73.60 
PE35420-36 36" 95.00 88.35 81.70 76.00 
PE35420-48 48" 101.00 93.93 86.86 80.80 
PE35420-60 60" 107.00 99.51 92.02 85.60 
PE35420-72 ph Aes 113.00 105.09 97.18 90.40 


PASTERNACK ENTERPRISES 


POST OFFICE BOX 16759 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 U.S.A. 


26.5 GHz FLEXIBLE CABLE ASSEMBLIES 
SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


THE CABLE BECOMES AN INTEGRAL PART OF THE SMA CONNECTOR RESULTING IN NO DISCONTINUITIES FOR BETTER 
ELECTRICAL PERFORMANCE THRU 26.5 GHz. 


Attenuation 


jabaaunae 


dB Loss / 100' 


violas 


VSWR 


Frequency 


ELECTRICAL PROPERTIES 


Impedance 


Velocity of Propagation 


Cut Off Frequency 


Max Operating Voltage 


Nominal Capacitance 


RF Shielding 


SIL PLT CU Clad Steel .036" Dia. 


1234 5 6 7 8 9101112131415 1617 TE 1920 2122 23 24 25 26 


in GHz 


PREECE EEE 


Re ee ee 
Bef Ps a sas re 


50 + 1 OHM 


69.5% 


35.0 GHz 


1900 Volts RMS 


29.4 pf/ft 


Greater than 90 dB 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch 
Weight 4 oz/ft | 
Temp Range -55°F + 400°F 
Inner Conductor 

Dieletric PTFE .116" Dia. 


Outer Conductor 
Jacket 


Model No. Length 


PE35422-6 

PE35422-12 
PE35422-18 
PE35422-24 
PE35422-30 
PE35422-36 
PE35422-48 
PE35422-60 
PE35422-72 


SIL PLT Copper Ribbon .125" Dia. 
FEP .150" Dia. 


1-24 
$80.00 
82.00 
84.00 
86.00 
88.00 
90.00 
94.00 
98.00 
102.00 


25-49 
$74.40 
76.26 
78.12 
79.98 
81.84 
83.70 
87.42 
91.14 
94.86 


50-99 
$68.80 
70.52 
72.24 
73.96 
75.68 
77.40 
80.84 
84.28 
87.72 


meee 1} 
1 2 ee 
Frequency in GHz 


Performance Attenuation 
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Frequency in GHz 

ELECTRICAL PROPERTIES 
NON-MAGNETIC 
Impedance 50 + 1 OHM 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 
RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES 
Bend Radius Minimum 1.0 Inch 
Weight -6 oz/ft 
Temp Range -55°F + 400°F 
Inner Conductor SIL PLT Beryllium CU .036" Dia. 
Dieletric PTFE .116" Dia. 


Outer Conductor 
Jacket 


PE35424-6 

PE35424-12 
PE35424-18 
PE35424-24 
PE35424-30 
PE35424-36 
PE35424-48 
PE35424-60 
PE35424-72 


-00 $93.00 $86.00 
00 


-00 98.58 91.16 
-00 101.37 93.74 
-00 104.16 96.32 
-00 106.95 98.90 
-00 112.53 104.06 
-00 118.11 109.22 
-00 123.69 114.38 


SIL PLT Copper Ribbon .140" He 
FEP .165" Dia. 


95.79 88.58 


el 


| a mel 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. R 
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26.5 GHz FLEXIBLE CABLE ASSEMBLIES 10 


ao ettormance Attenuation 
aor] 
o 70-4 
oS so 
St 
ELECTRICAL PROPERTIES Ba 
Impedance . 50 + 1 OHM oe 
Velocity of Propagation 69.5% Kes =F 
Cut Off Frequency 35.0 GHz O23 4 5 6 7 B 910 111213 14 15 16 1718 19 20 2122 23 24 25 26 
Max Operating Voltage 1900 Volts RMS Frequency in GHz 
Nominal Capacitance 29.4 pf/ft VSWR 
RF Shielding Greater than 90 dB . Aauuewam 
HES EG wR Ree 
ARR SARK See Ree 
; Pe ROOT On (sto NiG bolt ope (tet Al | 
MECHANICAL PROPERTIES . Seep ope ENE 
Bend Radius Minimum 1.0 Inch Bape aSCRees a 
TTT TT TT Tei tT TTT TT typicat Pertormance 
Weight -4 oz/ft 
Temp Range -55°F + 400°F 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. 
Dieletric PTFE .116" Dia. 
Outer Conductor ; SIL PLT Copper Ribbon .125" Dia. 
Jacket FEP .150" Dia. > 


SMA MALE RIGHT ANGLE 
TO SMA FEMALE BULKHEAD 


SMA MALE TO 
SMA FEMALE BULKHEAD 


Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE35475-6 6" $55.00 $51.15 $47.30 $44.00 PE35421-6 6" $70.00 $65.10 $60.20 $56.00 
PE35475-12 bas, 57.00 53.01 49.02 45.60 PE35421-12 Ye 72.00 66.96 61.92 57.60 
PE35475-18 18" 59/00 54.87 50.74 47.20 PE35421-18 18" 74.00 68.82 63.64 59.20 
PE35475-24 24" 61.00 56.73 52.46 48.80 PE35421-24 24" 76.00 70.68 65.36 60.80 
PE35475-30 30" 63.00 58.59 54.18 50.40 PE35421-30 30” 78.00 72.54 67.08 62.40 
PE35475-36 36" 65.00 60.45 55.90 52.00 PE35421-36 36" 80.00 74.40 68.80 64.00 
PE35475-48 48" 69.00 64.17 59.34 55.20 PE35421-48 48" 84.00 78.12 72.24 67.20 
PE35475-60 60" 73.00 67.89 62.78 58.40 PE35421-60 60" 88.00 81.84 75.68 70.40 

PE35421-72 72" 92.00 85.56 79.12 73.60 


PE35475-72 72" 77.00 71.61 66.22 61.60 


PASTERNACK ENTERPRISES _ POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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18 GHz FLEXIBLE CABLE ASSEMBLIES 


N MALE TO SMA MALE 


f 
ees a 
RR ¥ 
Ay 
aa Performance uy 
5 8 4. 
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Frequency in GHz 
30, VSWR ] 
1.2! ‘ 
[J 12 a H 
et By 
Ww 4 
0 P ool —L : 
' 123 45 6 7 8 910 1112 13 14 15 16 17 1819 4 12 3 4 5 6 7 8 910 111213 14 15 16 17 1819 ‘ 
Frequency in GHz Frequency in GHz : 
ELECTRICAL PROPERTIES ELECTRICAL PROPERTIES 
Impedance 50 + 1 OHM NON-MAGNETIC 
Velocity of Propagation 69.5% Impedance 50 + 1 OHM 
Cut Off Frequency 35.0 GHz Velocity of Propagation 69.5% 
Max Operating Voltage 1900 Volts RMS Cut Off Frequency 35.0 GHz q 
Nominal Capacitance 29.4 pf/ft Max Operating Voltage 1900 Volts RMS : 
RF Shielding Greater than 90 dB Nominal Capacitance 29.4 pf/ft 
? RF Shielding Greater than 90 dB aK 
MECHANICAL PROPERTIES MECHANICAL PROPERTIES 4 
Bend Radius Minimum 1.0 Inch Bend Radius Minimum 1.0 Inch : 
Weight .4 oz/ft Weight .6 oz/ft - 
Temp Range -55°F + 400°F Temp Range -55°F + 400°F 3 
Inner Conductor SIL PLT CU Clad Steel .036" Dia. Inner Conductor SIL PLT Beryllium CU .036" Dia. 
Dielectric PTFE .116" Dia. Dielectric PTFE .116”" Dia. 2 
Outer Conductor SIL PLT Copper Ribbon .125" Dia. Outer Conductor SIL PLT Copper Ribbon .140" Dis 
Jacket FEP .150" Dia. Jacket FEP .165”" Dia. ‘ 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE33231-6 6” $55.00 $51.15 $47.30 $44.00 PE33233-6 6” $60.00 $55.80 $51.60 $48.00 
PE33231-12 12" 57.00 53.01 49.02 45.60 PE33233-12 12" 63.00 58.59 54.18 by : 
PE33231-18 18" 59.00 54.87 50.74 47.20 PE33233-18 18" 66.00 61.38 56.76 52.80 . 
PE33231-24 24" 61.00 56.73 52.46 48.80 PE33233-24 24" 69.00 64.17 59.34 55.20 
PE33231-30 30" 63.00 58.59 54.18 50.40 PE33233-30 30" 72.00 66.96 61.92 57.60 
PE33231-36 36" 65.00 60.45 55.90 52.00 PE33233-36 36" 75.00 69.75 64.50 60.00 
PE33231-48 48" 69.00 64.17 59.34 55.20 PE33233-48 48" 81.00 75.33 69.66 64.80 
PE33231-60 60" 73.00 67.89 62.78 58.40 PE33233-60 60" 87.00 80.91 74.82 69.60 
PE33231-72 72" 77.00 71.61 66.22 61.60 PE33233-72 Fae 93.00 86.49 79.98 74.40 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. y 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM 


WEB ADDRESS: PASTERNACK.COM 


dB Loss / 100’ 


ELECTRICAL PROPERTIES 
Impedance 

Velocity of Propagation 
Cut Off Frequency 

Max Operating Voltage 


_ Nominal Capacitance 


RF Shielding 

MECHANICAL PROPERTIES 

Bend Radius 

Height 

Temp Range 

Inner Conductor 

Dielectric 

Outer Conductor 

Jacket 

Model No. Length 1-24 

PE33232-6 6" $60.00 
| PE33232-12 12” 62.00 
_ PE33232-18 18” 64.00 
| PE33232-24 24" 66.00 
_ PE33232-30 30” 68.00 

PE33232-36 36” 70.00 

PE33232-48 48" 74.00 

PE33232-60 60" 78.00 

PE33232-72 72" 82.00 


PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 


18 GHz FLEXIBLE CABLE ASSEMBLIES 


N MALE TO N MALE 


0 111213 14 15 1617 18 19 
Frequency in GHz 


50 + 1 OHM 

69.5% 

35.0 GHz 

1900 Volts RMS 
29.4 pf/ft 

Greater than 90 dB 


Minimum 1.0 Inch 

-4 oz/ft 

-55°F + 400°F 

SIL PLT CU Clad Steel 
PTFE .116" Dia. 


SIL PLT Copper Ribbon .125" Dia. 


FEP .150" Dia. 


25-49 50-99 100 + 
$55.80 $51.60 $48.00 
57.66 53.32 49.60 
59.52 55.04 51.20 
61.38 56.76 52.80 
63.24 58.48 54.40 
65.10 60.20 56.00 
68.82 63.64 59.20 
72.54 67.08 62.40 
76.26 70.52 65.60 


FAX: (949) 261-7451 


-036" Dia. 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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8 910 111213 14 15 1617 18 19 
Frequency in GHz 
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= 
Sa ao ee 
Peete bet rich 
e |_| Typical Performance | 
0.0 123 45 6 7 8 910 11121314 15 16 17 18 19 
Frequency in GHz 
ELECTRICAL PROPERTIES 
NON-MAGNETIC 
Impedance 50 + 1 OHM 
Velocity of Propagation 69.5% 
Cut Off Frequency 35.0 GHz 
Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


RF Shielding 

MECHANICAL PROPERTIES 
Bend Radius 

Weight 

Temp Range 

Inner Conductor 

Dielectric 

Outer Conductor 

Jacket 

Model No. Length 1-24 
PE35028-6 6" $65.00 
PE35028-12 12" 68.00 
PE35028-18 18" 71.00 
PE35028-24 24" 74.00 
PE35028-30 30" 77.00 
PE35028-36 36” 80.00 
PE35028-48 48” 86.00 
PE35028-60 60” 92.00 
PE35028-72 72s 98.00 


IRVINE, CA 92623-6759 


Greater than 90 dB 


Minimum 1.0 Inch 

-6 oz/ft 

-55°F + 400°F 

SIL PLT Beryllium CU .036" Dia. 
PTFE .116" Dia. 

SIL PLT Copper Ribbon .140" Dia 
FEP .165" Dia. 


25-49 50-99 100 + 
$60.45 $55.90 $52.00 
63.24 58.48 54.40 
66.03 61.06 56.80 
68.82 63.64 59.20 
71.61 66.22 61.60 
74.40 68.80 64.00 
79.98 73.96 68.80 
85.56 79.12 73.60 
91.14 84.28 78.40 


U.S.A. 


RF Shielding 


13 


ELECTRICAL PROPERTIES 

Impedance 50 + 1 OHM 
Velocity of Propagation 69.5% 

Cut Off Frequency 35.0 GHz 

Max Operating Voltage 1900 Volts RMS 
Nominal Capacitance 29.4 pf/ft 


Greater than 90 dB 


MECHANICAL PROPERTIES 

Bend Radius Minimum 1.0 Inch 

Weight -4 oz/ft 

Temp Range -55°F + 400°F 

Inner Conductor SIL PLT CU Clad Steel .036" Dia. 
Dieletric PTFE .116" Dia. 

Outer Conductor SIL PLT Copper Ribbon .125" Dia. 
Jacket FEP .150" Dia. 


TNC MALE TO TNC MALE 


18 GHz FLEXIBLE CABLE ASSEMBLIES 


Performance Attenuation 
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0 111213 14 15 16 17 18 19 
Frequency in GHz 


TNC MALE TO SMA MALE 


Model No. Length 1-24 25-4 50-99 100 + Model No. 100 + 
PE35423-6 6" $70.00 $65.10 $60.20 $56.00 PE35419-6 $48.00 
PE35423-12 12" 72.00 66.96 61.92 57.60 PE35419-12 49.60 
PE35423-18 18" 74.00 68.82 63.64 59.20 PE35419-18 51.20 
PE35423-24 24" 76.00 70.68 65.36 60.80 PE35419-24 52.80 
PE35423-30 30" 78.00 72.54 67.08 62.40 PE35419-30 54.40 
PE35423-36 36" 80.00 74.40 68.80 64.00 PE35419-36 56.00 
PE35423-48 48" 84.00 78.12 72.24 67.20 PE35419-48 59.20 
PE35423-60 60" 88.00 81.84 75.68 70.40 PE35419-60 62.40 
PE35423-72 72" 92.00 85.56 79.12 73.60 PE35419-72 65.60 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PAST ERNACK.COM 
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40 GHz FLEXIBLE CABLE ASSEMBLIES 14 


ELECTRICAL PROPERTIES 

Impedance 50 + 2 OHM 

Velocity of Propagation 69.5% 

Cut Off Frequency 60.0 GHz 

Max. Operating Voltage 1500 Volts RMS 

Nominal Capacitance 29.4 pf/ft 

RF Shielding Greater than 90 dB 
MECHANICAL PROPERTIES 

Bend Radius Minimum 1/2 Inch 

Weight -175 oz/ft 

Temp Range -55°F + 400°F } 
Inner Conductor SIL PLT CU Clad Steel .020” Dia. 
Dielectric PTFE .066" Dia. 

Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. 
Jacket FEP .095" Dia. 


2.9mm MALE TO 2.9mm MALE 2.9mm MALE TO 2.4mm MALE 


era Gam 
| peemrnenrenerret | 
Rs (oe J 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35591-6 6" $60.00 $55.80 $51.60 $48.00 PE35606-6 6" $66.00 $61.38 $56.76 $52.80 
PE35591-12 12° 62.00 57.66 53.32 49.60 PE35606-12 bee 68.00 63.24 58.48 54.40 
PE35591-18 18" 64.00 59.52 55.04 51.20 PE35606-18 18" 70.00 65.10 60.20 56.00 
PE35591-24 24" 66.00 61.38 56.76 52.80 PE35606-24 24" 72.00 66.96 61.92 57.60 
PE35591-30 30” 68.00 63.24 58.48 54.40 PE35606-30 30" 74.00 68.82 63.64 59.20 
PE35591-36 36” 70.00 65.10 60.20 56.00 PE35606-36 36” 76.00 70.68 65.36 60.80 
PE35591-48 48" 74.00 68.82 63.64 59.20 PE35606-48 48" 80.00 74.40 68.80 64.00 
PE35591-60 60" 78.00 72.54 67.08 62.40 PE35606-60 60" 84.00 78.12 72.24 67.20 
PE35591-72 72" 82.00 76.26 70.52 65.60 PE35606-72 ven 88.00 81.84 75.68 70.40 


50 GHz FLEXIBLE CABLE ASSEMBLIES 
2.4mm MALE TO 2.4mm MALE 


ELECTRICAL PROPERTIES 
Impedance 50 + 2 OHM 
Velocity of Propagation 69.5% 
Cut Off Frequency 60.0 GHz 
Model No. Length 1-24 25-49 0-99 100+ aahie peinhalans bige a aes 
PE35611-6 6" $70.00 $65.10 $60.20 $56.00 Oey Serer eace six? 
PE35611-12 12". 72.00 = 66.96 ~—s- 61.92 Ss 57.60 RF Shielding Greater than 90 dB 
PE35611-18 18" 74.00 68.82 63.64 59.20 
PE35611-24 24" 76.00 70.68 65.36 60.80 MECHANICAL PROPERTIES 
PE35611-30 30" 78.00 72.54 67.08 62.40 Bend Radius Minimum 1/2 Inch 
PE35611-36 36" 80.00 74.40 68.80 64.00 Weight _175 oz/ft 
PE35611-48 48" 84.00 78.12 72.24 67.20 Temp Range -55°F + 400°F 
PE35611-60 60" 88.00 81.84 75.68 70.40 Inner Conductor SIL PLT CU Clad Steel .020" Dia. 
PE35611-72 72" 92.00 85.56 79.12 73.60 Salortric PTFE 066" Dia. 
Outer Conductor SIL PLT CU Ribbon & BRAID .080" Dia. 
Jacket FEP .095" Dia. 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


BNC MALE TO BNC MALE 


All cable assemblies on this page utilize standard 50 ohm interface connectors 
52 OHM, RG8A/U COAX 50 OHM, RG174A/U COAX 2 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100+ 
PE3807-12 12" $28.60 $26.60 $24.60 $22.88 PE3538-12 12" $17.60 $16.37 $15.14 $14.08 
PE3807-24 24” 29.44 27.3 25.32 23.55 PE3538-24 24" 17. 16.57 15.33 14.26 
PE3807-36 36" 30.28 28.16 26.04 24.22 PE3538-36 36" 18.04 16.78 15.51 14.43 
PE3807-48 43" 31.12 28.94 26.76 24.90 PE3538-48 48" 18.26 16.98 15.70 14.61 
PE3807-60 60" 31.96 29.72 27.49 25.57 PE3538-60 60" 18.48 17.19 15.89 14.78 
PE3807-72 72” 32.80 30.50 28.21 26.24 PE3538-72 72" 18.70 17.39 16.08 14.96 
PE3807-XX Any Price Upon Request PES538-84 84" 18.92 17.60 16.27 18.14 
= 96" : 3 a * ' 
53.5 OHM, RGSSB/U COAX, DOUBLE SHIELDED PE3538-108 108" 19.36 18.00 16.65 15.49 ; 
Model No. Length 1-24 25-4 50-99 100 + PE3538-120 120" 19.58 18.21 16.84 - 15.66 * 
PE3583-12 12" $17.60 $16.37. $15.14 $14.08 PE3538-144 144" 19.80 18.41 17.03 15.84 : 
pE3563-24 26° 18.20 16.93 15.65 14.56 PE3538-XXX Any Price Upon Request : 
PE3583- y -80 17.48 16.17 15.04 : 
rae Ba ESS Hes ee oe 
PE3583- ° ; , Z ‘i Model No. enath 1-24 50-99 + , 
PE3583-72 72 20.60 =19.16 17.72 = =16.48 PE3470-12 12" $17.60 © $16.37 $15.14 $14.08 
PE3583-XX Any Price Upon Request PE3470-24 24" 18.40 17.11 15.82 14.72 
50 OHM, RG58C/U COAX PESA7O-36 36" 19.20 17.86 16.51 15.36 
PE3470-48 48 20.00 18.60 17.2 16.00 
Model No. Length 1-24 8625-49 = 50-99 100 + PE3470-60 60" 20.80 19.34 17.8 16.64 
PE3067-12 12" $13.20. $12.28 «$11.35 $10.56 PE3470-72 72” 21.60 20.09 18.58 17.28 
PE3067-18 18” 13S3P 0 12. 03 4250 16.78 PE3470-XX Any Price Upon Request 
E3067 -24 26° 13. 54 12.59 11.64 10.83 aa 130 
PE3067- : é 12.75 11.79 10.97 OHM, RG2 COAX 
PE3067-36 36" 13.88 12.91 11.94 11.10 Model No. Lenath 1-24 | 25-49 ” 100 + 
PE3067-48 48” 14.22. 13.22 «12.23 11.38 SETIMASTS = 
4 PE3749-12 12 $28.60 $26.60 $24.60 $22.88 
PE3067-60 60 14.56 13.54 12.52 11.65 « P 
k PE3749-24 24 29.44 27.38 25.32 ~ 23.55 
PE3067-72 72 14.90 13.86 12.81 11.92 * { 
4 PE3749-36 36 30.28 28.16 26.04 24.22 
PE3067-84 84 15.24 14.17. 13.11 =12.19 < 
i PE3749-48 48 31.12 28.94 26.76 24.90 
PE3067-96 96 15.58 14.49 13.40 12.46 . 
Ms PE3749-60 60 31.96 29.72 27.49 25.57 
PE3067-108 108 15.92 14.81 13.69 12.74 r. 
PE3067-120 120" = '16.26 15.12 13.98 13.01 A eiggl | 7a ARO Ce Oe eee 
PE3067-144 144" 16.94 15.75 18.57 13.55 y "9 Nica 
PE3067-XXX Any Price Upon Request 50 RG214/U COAX, DOUBLE SHIELDED i 
75 OHM, RG5S9B/U COAX Model No. Length 1-24 = 25-4 50-99 100 + 
Model No. Length 1-24 25-49 50-99 100+ PE3906-12 12”. $31.90 $29.67. $27.43 $25.52 
PE3075-12 12" $14.30 $13.30 $12.30 $11.44 PE3906-24 24" 34. 32.4 30.01 27,92 
PE3075-18 18" 14.47 13.46 = 12.44 = :11.58 PE3906-36 36” 37.90 35.25 32.59 30.32 
PE3075-24 24" 14.64 13.62 12.59 11.71 PE3906-48 48" 40.90 38.04 35.17 32.72 
PE3075-30 30" «14.81 13.77, 12.74 = 11.85 PE3906-60 60 43.90 40.83 37.75 35.12 
PE3075-36 36" 14.98 13.93 12.88 11.98 PE3906-72 72" 46.90 43.62 40.33 37.52 
selhegere 48” 18.32 _ 14.25 13.18 =~ :12..26 PE3906-XX Any Price Upon Request 
PE3075-60 60" 5.66 14.56 13.47 12.53 
PE3075-72 72" 16.00 14.88 + «13.76 + = 12.80 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
PE3075-84 “ 16.34 15.20 14.05 13.07 Model No. Length 1-24 25-49 50-99 + 
P *. - -6 -51 4. 13.34 PE3087-12 12” 17.60 $16.37 $15.14 $14.08 
PE3075-108 108” 17.02 15.83 14.64 13.62 PE3087-24 24" me aie Te 08 ase 
PE3075-120 120" 17.36 16.14 14.93 13.89 PE3087-36 36" 19.80 18.41 17.03 15.84 
PE3075-144 144” 17.70 16.46 15.22 14.16 PE3087-48 43” 20.90 19.44 17.97 16.72 tt 
PE3075-XXX Any Price Upon Request PE3087-60 60" 22.00 20.46 = 7 
PE3087-72 72 23.10 21.48 19. i , 
33 OHM, RG62A/U COAX PE3087-84 Ba" «24.20 «22.51 20.81 «19.36 
Model No. Length 1-24 25-49 50-99 100+ PE3087-96 96" 25.30 23.53 21.76 20.24 
PE3081-12 12" $16.50 $15.35 $14.19 $13.20 PE3087-108 108" 26.40 24.55 22.70 21.12 , 
PE3081-24 24" 16.84 15.66 14.48 13.47 PE3087-120 120" 27.50 25.58 23.65 22.00 
PE3081-36 36" 17.18 15.98 14.77 13.74 PE3087-144 144" 28.60 26.60 24.60 22.88 
peceeriae 48" rater aed ae 14.02 PE3087-XXX Any Price Upon Request 
-60 60” 7s 16. 15.3 14.29 ¢ 
PE3081-72 72" 18.20 16.93 15.65 14.56 wolpapt ees igi ne 
PE3081-XX Any Price Upon Request Model No. Length 1-24 25-49 50-99 100 + » 
50 OHM, RG1428/U COAX, DOUBLE SHIELDED pees 0 ae) ee 
Model No. Length 1-24 25-49 50-99 . 100+ PE3584-36 36" 19.20 17.8 16.51 15.36 — 
PE3495-12 12". $17.60 $16.37 $15.14 $14.08 PE3584-48 48" 20.00 18.60 17.20 16.00 
PE3495-24 24" 19.80 18.41 17.03 15.84 PE3584-60 60” 20.80 19.34 17.89 16.64 
PE3495-36 36" 22.00 20.46 18.92 17.60 PE3584-72 72" 21.60 20.09 18.58 17.28 A 
PE3495-48 48” 24.20 22.51 20.81 19.36 PE3584-XX Any Price Upon Request ; 
PE3495-60 60" 26.40 24.55 22.70 21.12 
PE3495-72 72" 28.60 26.60 24.60 22.88 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
PE3495-XX Any Price Upon Request Model No. Length 1-24 25-49 50-99 100 + 
75 OHM, RG179B/U COAX PE3582-12 12" $17.60 $16.37 $15.14 $14.08 
Model ho. Feeuths cog iapae d 0-99 Fs PE3S82-24 24" 19.80 18.41 17.03 15.84 
Hodel_No. kength 1-24 25-2. 30-9) 10+ PE3582-36 36 22.00 20.46 18.92 17.60 
PE3705-12 12 $17.60 $16.37 $15.14 $14.08 PE3582-48 ” 24.20 22.51 20.81 19.36 . 
PE3705-24 24" 18.40 17.11 15.82 14.72 PE3582-60 60" 26.40 24.55 22.70 21.12 . 
pE3795-36 ss 19.29 17:38 36.51 15.36 PE3582-72 72” 28.60 26.60 24.60 -88 
- “ 5. : ‘ -00 - a 
PE3705-60 60" 20.80 19.34 17.89 16.64 opener ag i. er | 
PE3705-72 72" 21.60 20.09 18.58 17.28 
PE3705-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CC 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. 
PE3445-6 

PE3445-12 
PE3445-18 
PE3445-24 
PE3445-36 
PE3445-48 
PE3445-60 
PE3445-XX 


Length 1-24 
6" $36.30 
12" 37.80 
18" 39.30 
24" 40.80 
36" 43.80 
48" 46.80 
60" 49.80 
Any 


25-49 = 50-99 
$33.76 $31.22 
35.15 32.51 
36.55 33.80 
37.94 35.09 
40.73 37.67 
43.52 40.25 
46.31 42.83 


Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. 


PE34164-6 

PE34164-12 
PE34164-18 
PE34164-24 
PE34164-36 
PE34164-48 
PE34164-60 
PE34164-XX 


50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 


Model No. 
PE3462-6 

PE3462-12 
PE3462-18 
PE3462-24 
PE3462-36 
PE3462-48 
PE3462-60 
PE3462-XX 


Length 1-24 
6" $40.70 
izs 42.20 
18" 43.70 
24" 45.20 
36" 48.20 
48" 51.20 
60" 54.20 
Any 


Length 1-24 
6" $40.70 
12° 42.20 
18" 43.70 
24" 45.20 
36" 48.20 
48" 51.20 
60" 54.20 
Any 


25-49 50-99 
$37.85 $35.00 
39.25 36.29 
40.64 37.58 
42.04 38.87 
44.83 41.45 
47.62 44.03 
50.41 46.61 


Price Upon Request 


25-49 50-99 
$37.85 $35.00 
39.25 36.29 
40.64 37.58 
42.04 38.87 
44.83 41.45 
47.62 44.03 
50.41 46.61 


Price Upon Request 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. 
PE34177-6 

PE34177-12 
PE34177-18 
PE34177-24 
PE34177-36 
PE34177-48 
PE34177-60 
PE34177-XX 


Length 1-24 
"$44.00 
12" 45.5) 
18" 47.00 
24" 48.50 
36" 51.50 
48" 54.50 
60” 57.50 
Any 


25-49 50-99 
$40.92 $37.84 
42.3; 39.13 
43.71 40.42 
45.11 41.71 
47.90 44.29 
50.69 46 .87 
53.48 49.45 


Price Upon Request 


100 + 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. 
PE34168-6 

PE34168-12 
PE34168-18 
PE34168-24 
PE34168-36 
PE34168-48 
PE34168-60 
PE34168-XX 


Length 1-24 
6" $49.50 
12" 51.00 
18" 52.50 
24" 54.00 
36" 57.00 
48" 60.00 
60" 63.00 
Any 


25-49 50-99 
$46.04 $42.57 
47.43 43.86 
48.83 45.15 
50.22 46.44 
53.01 49.02 
55.80 51.60 
58.59 54.18 


Price Upon Request 


30 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 


Model No. 
PE34173-6 

PE34173-12 
PE34173-18 
PE34173-24 
PE34173-36 
PE34173-48 
PE34173-60 
PE34173-XX 


Length 1-24 
6" $49.50 
12" 51.00 
18” 52.50 
24" 54.00 
36" 57.00 
48" 60.00 
60" 63.00 
Any 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


25-49 50-99 
$46.04 $42.57 
47.43 43.86 
48.83 45.15 
50.22 46.44 
53.01 49.02 
55.80 51.60 
58.59 54.18 


Price Upon Request 


ad 


. 
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POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
BNC MALE TO BNC MALE 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. 


PE3678-6 

PE3678-12 
PE3678-18 
PE3678-24 
PE3678-36 
PE3678-48 
PE3678-60 
PE3678-XX 


Length 


1-24 
$37.40 
38.90 


25-49 50-99 
$34.78 $32.16 
36.18 33.45 
37.57 34.74 
38.97 36.03 
41.76 38.61 
44.55 41.19 
47.34 43.77 


Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model __No. 


PE34162-6 

PE34162-12 
PE34162-18 
PE34162-24 
PE34162-36 
PE34162-48 
PE34162-60 
PE34162-XX 


50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 


Length 


6" 


1-24 
$41.80 
43.30 
44.80 
46.30 
49.30 
52.30 
55.30 


25-49 = 50-99 
$38.87 $35.95 
40.27 37.24 
41.66 38.53 
43.06 39.82 
45.85 42.40 
48.64 44.98 
51.43 47.56 


Price Upon Request 


Model No. Length 1-24 25-49 50-99 
PE3776-6 6" $41.80 $38.87 $35.95 
PE3776-12 128 43.30 40.27 37.24 
PE3776-18- 18" 44.80 41.66 38.53 
PE3776-24 24" 46.30 43.06 39.82 
PE3776-36 36" 49.30 45.85 42.40 
PE3776-48 48" 52.30 48.64 44.98 
PE3776-60 60" 55.30 51.43 47.56 
PE3776-XX Any Price Upon Request 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 
PE34170-6 6" $55.00 $51.15 $47.30 
PE34170-12 12" 58.00 53.94 49.88 
PE34170-18 18" 61.00 56.73 52.46 
PE34170-24 24" 64.00 59.52 55.04 
PE34170-36 36" 70.00 65.10 60.20 
PE34170-48 48" 76.00 70.68 65.36 
PE34170-60 60° 82.00 76.26 70.52 
PE34170-XX Any Price Upon Request 
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Model No. 


PE34175-6 

PE34175-12 
PE34175-18 
PE34175-24 
PE34175-36 
PE34175-48 
PE34175-60 
PE34175-XX 


50 OHM, PE-SR401FL (250” RE-SHAPABLE) 
Length 


Model __No. 
PE34166-6 

PE34166-12 
PE34166-18 
PE34166-24 
PE34166-36 
PE34166-48 
PE34166-60 
PE34166-XX 


Length 
6". 


6" 
izs 


1-24 


1-24 


IRVINE, CA 92623-6759 


25-49 50-99 
$56.27 $52.03 
59.06 54.61 
61.85 57.19 
64.64 59.77 
70.22 64.93 
75.80 70.09 
81.38 75.25 


Price Upon Request 


25-49 = 50-99 
$56.27 $52.03 
59.06 54.61 
61.85 57.19 
64.64 59.77 
70.22 64.93 
75.80 70.09 
81.38 75.25 


Price Upon Request 


USA. 


Model No. Length 1-24 25-49 re 100 _+ Length = 25-49 = 550-99 100 + 
PE3327-12 12" $36.30 $33.76 $31.22 $29.04 PE3330-12 12° $37.40 $34.78 $32.16 $29.92 
PE3327-24 24" 37.14 34.54 31.94 29.71 PE3330-24 24" 39.40 36.64 33.88 31.52 
PE3327-36 36" 37.98 35.32 32.66 30.38 PE3330-36 36" 41.40 38.50 35.60 33.12 
PE3327-48 48" 38.82 36.10 33.39 31.06 PE3330-48 48" 43.40 40.36 37.32 34.72 
PE3327-60 60" 39.66 36.88 34.11 31.73 PE3330-60 60" 45.40 42.22 39.04 36.32 
PE3327-72 72" 40.50 37.67 34.83 32.40 PE3330-72 ve~ 47.40 44.08 40.76 37.92 
PE3327-XX Any Price Upon Request PE3330-XX Any Price Upon Request 

50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. 1:24 25-49 50-99 + Mode} No, Lenath = 1-24 «25-49 = 50-99 100 + 
PE3020-12 12" $20.90 $19.44 $17.97 $16.72 PE3355-12 12" $36.30 $33.76 $31.22 $29.04 
PE3020-24 24" 21.24 19.7 18.27 16.99 PE3355-24 24" 37.14 34.54 31.94 29.71 
PE3020-36 36" 21.58 20.07 18.56 17.26 PE3355-36 36" 37.98 35.32 32.66 30.38 
PE3020-48 48" 21.92 20.39 18.85 17.54 PE3355-48 48" 38.82 36.10 33.39 31.06 
PE3020-60 60” 22.26 20.70 19.14 17.81 PE3355-60 60” 39.66 36.88 34.11 31,73 
PE3020-72 Vt be 22.60 21.02 19.44 18.08 PE3355-72 72" 40.50 37.67 34.83 32.40 
PE3020-XX Any Price Upon Request PE3355-XX Any Price Upon Request 

75 OHM, RG59B/U COAX 50 OHM, RG214/0 COAX, DOUBLE SHIELDED 
Model No. Length 1-24 «25-49 = 0-99 100 + t 1-24 «=—.25-49— §0-99 100 + 
PE3508-12 12" $23.10 $21.48 $19.87 $18.48 PE3325-12 12" $37.40 $34.78 $32.16 $29.92 
PE3508-24 24" 23.44 21.80 20.16 18.75 PE3325-24 24" 40.40 37.57 34.74 32.32 
PE3508-36 36" 23.78 22.12 20.45 19.02 PE3325-36 36” 43.40 40. 37.32° 34.72 
PE3508-48 48" 24.12 22.43 20.74 19.30 PE3325-48 48" 46.40 43.15 39.90 37.12 
PE3508-60 60" 24.46 22.75 21.04 19.57 PE3325-60 60" 49.40 45.94 42.48 39.52 
PE3508-72 72" 24.80 23.06 21.33 19.84 PE3325-72 72" 52.40 48.73 45.06 41.92 
PE3508-XX Any Price Upon Request PE3325-XX Any Price Upon Request 

50 OHM, RG1428/U COAX, DOUBLE SHIELDED 50 OHM, RG223/¥ COAX, DOUBLE SHIELDED 

Model No. Length 1-24 =25-49 = 550-99 100 + Length 1-24 «=625-49 «50-99 | 100 + 
PE3082-12 br de $27.50 $25.58 $23.65 $22.00 PE3689-12 12" $26.40 $24.55 $22.70 $21.12 
PE3082-24 24" 29.70 27.62 25.54 23.76 PE3689-24 24" 27.50 25.58 23.65 22.00 
PE3082-36 36" 31.90 29.67 27.43 25.52 PE3689-36 36” 28.60 26.60 24.60 22.88 
PE3082-48 48" 34.10 31.71 29.33 27.28 PE3689-48 48" 29.70 27.62 25.54 23.76 
PE3082-60 60” 36.30 33.76 31.22 29.04 PE3689-60 60" 30.80 28.64 26.49 24.64 
PE3082-72 72" 38.50 35.81 33.11 30.80 PE3689-72 72" 31.90 29.67 27.43 25.52 
PE3082-XX Any Price Upon Request PE3689-XX Any Price Upon Request _ 

50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100+ Model Wo. Length 1-24 25-49 50-99 100+ 
PE3460-12 iz $28.60 $26.60 $24.60 $22.88 PE3332-12 I $29.70 $27.62 $25.54 $23.76 
PE3460-24 24" 28.82 26. 24.79 23.06 PE3332-24 24" 30.50 28.37 26.23 24.40 
PE3460-36 36" 29.04 27.01 24.97 23.23 PE3332-36 36" 31.30 29.11 26.92 25.04 
PE3460-48 48" 29.26 27.21 25.16 23.41 PE3332-48 48" 32.10 29.85 27.61 25.68 
PE3460-60 60" 29.48 27.42 25.35 23.58 PE3332-60 60" 32.90 30.60 28.29 26.32 
PE3460-72 72" 29.70 27.62 25.54 23.76 PE3332-72 72" 33.70 31.34 28.98 26.96 
PE3460-XX Any Price Upon Request PE3332-XX Any Price Upon Request 

75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. ength 1-24 «25-49 «= §0-99 100 + Length 1-24 25-49 §=—650-99 | 10 + 
PE3054-12 32° $29.70 $27.62 $25.54 $23.76 PE3358-12 12” $37.40 $34.78 $32.16 $29.92 
PE3054-24 24" 30.50 28.37 26.23 24.40 PE3358-24 24" 39.40 36.6 33.88 31.52 
PE3054-36 36" 31.30 29.11 26.92 25.04 PE3358-36 36" 41.40 38.50 35.60 33.12 
PE3054-48 48" 32.10 29.85 27.61 25.68 PE3358-48 48" 43.40 40.36 37.32 34.72 
PE3054-60 60" 32.90 30.60 28.29 26.32 PE3358-60 60" 45.40 42.22 39.04 36.32 
PE3054-72 72" 33.70 31.34 28.98 26.96 PE3358-72 72" 47.40 44.08 40.76 37.92 
PE3054-XX Any Price Upon Request PE3358-XX Any Price Upon Request 

50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-438 50-99 100+ Model No. Length 1-24. 25-49 50-99 100% 
PE3113-12 12” $29.70 $27.62 $25.54 $23.76 PE3116-12 12” $27.50 $25.58 $23.65 $22.00 
PE3113-24 24" 30.50 28.37 26.23 24.40 PE3116-24 24" 29.70 27 .62 25.54 23.76 
PE3113-36 36" 31.30 29.11 26.92 25.04 PE3116-36 36" 31.90 29.67 27.43 25.52 
PE3113-48 48” 32.10 29.85 27.61 25.68 PE3116-48 48" 34.10 31.71 29.33 28 
PE3113-60 60" 32.90 30.60 28.29 26.32 PE3116-60 60” 36.30 33.76 31.22 29.04 
PE3113-72 1° 33.70 31.34 28.98 76.96 PE3116-72 la 38.50 35.81 33.11 30.80 
PE3113-XX Any Price Upon Request PE3116-XX Any Price Upon Request 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


~~ 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. 
PE3378-12 
PE3378-24 
PE3378-36 
PE3378-48 
PE3378-60 
PE3378-72 
PE3378-XX 


Model No. 
PE3025-12 
PE3025-24 
PE3025-36 
PE3025-48 
PE3025-60 
PE3025-72 
PE3025-XX 


Model No. 
PE3935-12 
PE3935-24 
PE3935-36 
PE3935-48 
PE3935-60 
PE3935-72 
PE3935-XX 


BNC MALE RIGHT ANGLE TO BNC MALE RIGHT ANGLE 


52 OHM, RG8A/U COAX 
Length 1-24 =. 25-49 50-99 100 + 
12" $44.00 $40.92 $37.84 $35.20 
24 44.84 41.70 38.56 35.87 
36" 45.68 42.48 39.28 36.54 
48" 46.52 43.26 40.01 37.22 
60" 47.36 44.04 40.73 37.89 
6A 48.20 44.83 41.45 38.56 
Any Price Upon Request 
50 OHM, RG58C/U COAX 
Length 1-24 25-49 50-99 100 + 
12°. $28.60 $26.60 $24.60 $22.88 
24 28.94 26.91 24,89 23.15 
36" 29.28 27.23 25.18 23.42 
ig 29.62 27.55 25.47 23.70 
60" 29.96 27.86 25.77 23.97 
i 2 30.30 28.18 26.06 24.24 
Any Price Upon Request 
75 OHM, RGS9B/U COAX 
Length 1-24 25-49 50-99 100 + 
12” $30.80 $28.64 $26.49 $24.64 
24" 31.14 28.96 26.78 24.91 
36" 31.48 29.28 27.07 25.18 
48" 31.82 29.59 27.37 25.46 
60" 32.16 29.91 27.66 25.73 
72" 32.50 30.23 27.95 26.00 
Any Price Upon Request 


ee eee Conk, BOUDLE SNELDED 


mera 


Model _No. 
PE3373-12 
PE3373-24 
PE3373-36 
PE3373-48 
PE3373-60 
PE3373-72 
PE3373-XX 


Model _No. 
PE3366-12 
PE3366-24 
PE3366-36 
PE3366-48 
PE3366-60 
PE3366-72 
PE3366-XX 


jel No. 


PE3351-12 
PE3351-24 
PE3351-36 
PE3351-48 
PE3351-60 
PE3351-72 
PE3351-XX 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Length 1-24 = -25-4 30-99 = =100 + 
12° $34.10 $31.71 $29.33 $27.28 
24" 36.30 33.7 31.22 29.04 
36" 38.50 35.81 33.11 30.80 
48" 40.70 37.85 35.00 32.56 
60" 42.90 39.90 36.89 34.32 
72" 45.10 41.94 38.79 36.08 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length 1-24 «25-49 = 50-99 100 + 
; Ve $37.40 $34.78 $32.16 $29.92 
24 37.62 34.99 32.35 30.10 
36" 37.84 35.19 32.54 30.27 
4g" 38.06 35.40 32.73 30.45 
60" 38.28 35.60 32.92 30.62 
72" 38.50 35.81 33.11 30.80 
Any Price Upon Request 
75 OHM, RG179B8/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $36.30 $33.76 $31.22 $29.04 
24 37.10 34.5 31.91 29.68 
36" 37.90 35.25 32.59 30.32 
48" 38.70 35.99 33.28 30.96 
60" 39.50 36.74 33.97 31.60 
72" 40.30 37.48 34.66 32.24 
Any Price Upon Request 
ool co egtl ep pepe 

Length 1-24 25-49 50-99 100 + 
has $36.30 $33.76 $31.22 $29.04 
24" 37.10 34.50 31.91 29.68 
36" 37.90 35.25 32.59 30.32 
48" 38.70 35.99 33.28 30.96 
60" 39.50 36.74 33.97 31.60 
72" 40.30 37.48 34.66 32.24 
Any Price Upon Request 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. 
PE3381-12 
PE3381-24 
PE3381-36 
PE3381-48 
PE3381-60 
PE3381-72 
PE3381-XX 


Model No. 
PE3384-12 
PE3384-24 
PE3384-36 
PE3384-48 
PE3384-60 
PE3384-72 
PE3384-XX 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. 
PE3370-12 
PE3370-24 
PE3370-36 
PE3370-48 
PE3370-60 
PE3370-72 
PE3370-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 
PE3816-12 
PE3816-24 
PE3816-36 
PE3816-48 
PE3816-60 
PE3816-72 
PE3816-XX 


Model No. 
PE3842-12 
PE3842-24 
PE3842-36 
PE3842-48 
PE3842-60 
PE3842-72 
PE3842-XX 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. 
PE3389-12 
PE3389-24 
PE3389-36 
PE3389-48 
PE3389-60 
PE3389-72 
PE3389-XX 


Model No. 


PE3458-12 
PE3458-24 
PE3458-36 
PE3458-48 
PE3458-60 
PE3458-72 
PE3458-XX 


POST OFFICE BOX 16759 


Length 1-24 25-49 50-99 
27 $40.70 $37.85 $35.00 
24" 42.70 39.71 36.7 
36" 44.70 41.57 38.44 
48" 46.70 43.43 40.16 
60” 48.70 45.29 41.88 
72" 50.70 47.15 43.60 
Any Price Upon Request 
50 OHM, RG213/U COAX 

Length 1-24 25-49 -99 
bag! $44.00 $40.92 $37.84 
24" 44.84 41.70 38.56 
36" 45.68 42.48 39.28 
48" 46.52 43.26 40.01 
60" 47.36 44.04 40.73 
if ae 48.20 44.83 41.45 
Any Price Upon Request 


Length 
12% 


1-24 
$44.00 
47.00 
50.00 
53.00 
56.00 
59.00 


25-49 


50-99 
$37.84 
40.42 
43.00 
45.58 


48.16 
50.74 


Price Upon Request 


Length 1-24 25-49 50-99 
12" $33.00 $30.69 $28.38 
24" 34.10 31.71 29.33 
36" 35.20 32.74 30.27 
48" 36.30 33.76 31.22 
60" 37.40 34.78 32.16 
72" 38.50 35.81 33.11 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12" $36.30 $33.76 $31.22 
24" 37.10 34.50 31.9 
36" 37.90 35.25 32.59 
48" 38.70 35.99 33.28 
60" 39.50 36.74 33.97 
72" 40.30 37.48 34.66 
Any Price Upon Request 


Length 1-24 25-49 50-99 
12% $40.70 $37.85 $35.00 
24" 42.70 39.7 36.72 
36" 44.70 41.57 38.44 
48" 46.70 43.43 40.16 
60" 48.70 45.29 41.88 
fan 50.70 47.15 43.60 
Any Price Upon Request 
RG400/U COAX, DOUBLE SHIELDED 

Length -24 5-4 50-99 
125 $34.10 $31.71 $29.33 
24" 36.30 33.76 31.22 
36" 38.50 35.81 33.11 
48" 40.70 37.85 35.00 
60" 42.90 39.90 36.89 
72" 45.10 41.94 38.79 
Any Price Upon Request 


IRVINE, CA 92623-6759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


U.S.A. 


100 + 
oes 


+ 
$32.56 
34 
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BNC MALE TO BNC FEMALE 


Model No. 


PE3360-12 
PE3360-24 
PE3360-36 
PE3360-48 
PE3360-60 
PE3360-72 
PE3360-XX 


Model No. 


PE3375-12 
PE3375-24 
PE3375-36 
PE3375-48 
PE3375-60 
PE3375-72 
PE3375-XX 


Model No. 
PE3047-12 
PE3047-24 
PE3047-36 
PE3047-48 
PE3047-60 
PE3047-72 
PE3047-XX 


Model No. 
PE3792-12 
PE3792-24 
PE3792-36 
PE3792-48 
PE3792-60 
PE3792-72 
PE3792-XX 


Model No. 
PE3368-12 
PE3368-24 
PE3368-36 
PE3368-48 
PE3368-60 
PE3368-72 
PE3368-XX 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model _No. 
PE3777-12 
PE3777-24 
PE3777-36 
PE3777-48 
PE3777-60 
PE3777-72 
PE3777-XX 


Model _No. 
PE3674-12 
PE3674-24 
PE3674-36 
PE3674-48 
PE3674-60 
PE3674-72 
PE3674-XX 


52 OHM, RGSA/U COAX 
Length 1-24 5-49 50-99 
12" $30.80 $28.64 $26.49 
24" 31.64 29.43 27.21 
36" 32.48 30.21 27.93 
48" 33.32 30.99 28.66 
60" 34.16 31.77 29.38 
72" 35.00 32.55 30.10 
Any Price Upon Request 
52 OHM, RG8A/U COAX 
Length 1-2 25-49 50-99 
12" $19.80 $18.41 $17.03 
24" 20.40 18.97 17.54 
36" 21.00 19.53 18.06 
48" 21.60 20.09 18.58 
60" 22.20 20.65 19.09 
12" 22.80 21.20 19.61 
Any Price Upon Request 
50 OHM, RGS8C/U COAX 
Length 1-24 25-49 50-99 
bb ts $15.40 $14.32 $13.24 
24" 15.74 14.64 13.54 
36" 16.08 14.95 13.83 
48" 16.42 15.27 14,12 
60" 16.76 15.59 14.41 
12n 17.10 15.90 14.71 
Any Price Upon Request 
75 OHM, RGS9B/U COAX 
Length 1-24 25-49 50-99 
12" $17.60 $16.37 $15.14 
24" 17.94 16.68 15.43 
36" 18.28 17.00 15.72 
48" 18.62 17.32 16.01 
60" 18.96 17.63 16.31 
72" 19.30 17.95 16.60 
Any Price Upon Request 
$3 OHM, RG62A/U COAX 
Length 1-24 25-49 50-99 
12" $17.60 $16.37 $15.14 
24" 17.94 16.68 15.43 
36" 18.28 17.00 15.72 
48" 18.62 17.32 16.01 
60” 18.96 17.63 16.31 
ME 19.30 17.95 16.60 
Any Price Upon Request 


Length 1-24 =25-49 “80-99 
12" $22.00 $20.46 $18.92 
24" 24.20 22.51 20.81 
36" 26.40 24.55 22.70 
48" 28.60 26.60 24.60 
60" 30.80 28.64 26.49 
72" + 33.00 30.69 28.38 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length 1-24 25-49 = 550-99 
12" $23.10 $21.48 $19.87 
24" 23.32 21.69 20.06 
36" 23.54 21.89 20.24 
48" 23.76 22.10 20.43 
60” 23.98 22.30 20.62 
72" 24.20 22.51 20.81 
Any Price Upon Request 


75 OHM, RG179B/U COAX 
Model _ No. Length 1-24 25-49 50-99 100 + 
PE3354-12 12" $22.00 $20.46 $18.92 $17.60 
PE3354-24 24" 22.80 21.20 19.61 18.24 
PE3354-36 36" 23.60 21.95 20.30 18.88 
PE3354-48 48" 24.40 22.69 20.98 19.52 
PE3354-60 60" 25.20 23.44 21.67 20.16 
PE3354-72 72" 26.00 24.18 22.36 20.80 
PE3354-XX Any Price Upon Request 
50 OHM, RGE188A/U COAX 
Model No. Length 1-24 25-49 50-99 + 
PE3901-12 12" $22.00 $20.46 $18.92 $17.60 
PE3901-24 24 22.80 21.20 19.61 18.24 
PE3901-36 36" 23.60 21.95 20.30' 18.88 
PE3901-48 48” 24.40 22.69 20.98 19.52 
PE3901-60 60” 25.20 23.44 21.67 20.16 
PE3901-72 7a" 26.00 24.18 22.36 20.80 
PE3901-XX Any Price Upon Request 
50 OHM, RG213/U COAX 
Model No. Length 1-24 «25-49 550-99 = 100 + 
PE3949-12 12" $30.80 $28.64 $26.49 $24.64 
PE3949-24 24 31.64 29.4 27.21 25.31 
PE3949-36 36" 32.48 30.21 27.93 25.98 
PE3949-48 438" 33.32 30.99 28.66 26.66 
PE3949-60 60" 34.16 31.77 29.38 27.33 
PE3949-72 aa, 35.00 32.55 30.10 28.00 
PE3949-XX Any Price Upon Request 
50 OHM, perrtiidrte rrger eae 
Model No. Length 1-24 50-99 100 + 
PE3371-12 12" $35.20 foe $30.27 $28.16 
PE3371-24 24" 38.20 35.53 32.85 30.56 
PE3371-36 36" 41.20 38.32 35.43 32.96 
PE3371-48 48" 44.20 41.11 38.01 35.36 * 
PE3371-60 60" 47.20 43.90 40.59 37.76 
PE3371-72 72" 50.20 46.69 43.17 40.16 
PE3371-XX Any Price Upon Request 
50 RG223/U COAX, DOUBLE SHIELDED | 
Model No. Length 1-24 25-49 50-99 100 + 
PE3606-12 12" $19.80 $18.41 $17.03 $15.84 
PE3606-24 24 20.90 19.44 17.97 16.72 
PE3606-36 36" 22.00 20.46 18.92 17.60 : 
PE3606-48 48" 23.10 21.48 19.87 18.48 
PE3606-60 60" 24.20 22.51 20.81 19.36 . 
PE3606-72 72" 25.30 23.53 21.76 20.24 . 
PE3606-XX Any Price Upon Request : 
| 
50 OHM, RG316/U COAX : 
Model No. Length 1-24 =25-49 50-99 100 + 
PE3079-12 12" $22.00 $20.46 $18.92 $17.60 
PE3079-24 24 22.80 21.20 19.61 18.24 
PE3079-36 36" 23.60 21.95 20.30 18.88 
PE3079-48 48" 24.40 22.69 20.98 19.52 
PE3079-60 60" 25.20 23.44 21.67 20.16 
PE3079-72 72" 26.00 24.18 22.36 20.80 é 
PE3079-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED i 
PE3627-12 12° $22.00 $20.46 $18.92 $17.60 ; 
PE3627-24 24 24.20 22.51 20.81 19.36 
PE3627-36 36" 26.40 24.55 22.70 21.12 a 
PE3627-48 48" 28.60 26.60 24.60 22.88 2 
PE3627-60 60" 30.80 28.64 26.49 24.64 
PE3627-72 72" 33.00 30.69 28.38 26.40 % 
PE3627-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 
WEB ADDRESS: PAST ERNACK.COM 


BNC MALE TO BNC FEMALE BULKHEAD 


USE MOUNTING HOLE B06 ON PAGE 196 
All cable assemblies on this page utilize standard 50 ohm interface connectors 
52 OHM, RG8A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3440-12 12" $36.30 $33.76 $31.22 $29.04 PE3446-12 32° $37.40 $34.78 $32.16 $29.92 
PE3440-24 24" 37.14 34.54 31.94 29.71 PE3446-24 24" 39.40 36.64 33.88 31.52 
PE3440-36 36" 37.98 35.32 32.66 30.38 PE3446-36 36" 41.40 38.50 35.60 33.12 
PE3440-48 48” 38.82 36.10 33.39 31.06 PE3446-48 48” 43.40 40.36 37.32 34.72 
PE3440-60 60" 39.66 36.88 34.11 31.73 PE3446-60 60" 45.40 42.22 39.04 36.32 
PE3440-72 72" 40.50 37.67 34.83 32.40 PE3446-72 124 47.40 44.08 40.76 37.92 
PE3440-XX Any Price Upon Request PE3446-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE3649-12 12? $20.90 $19.44 $17.97 $16.72 PE3450-12 12" $36.30 $33.76 $31.22 $29.04 
PE3649-24 24" 21.24 19.75 18.27 16.99 PE3450-24 24" 37.14 34.54 31.94 29.71 
PE3649-36 36" 21.58 20.07 18.56 17.26 PE3450-36 36" 37.98 35.32 32.66 30.38 
PE3649-48 48" 21.92 20.39 18.85 17.54 PE3450-48 48" 38.82 36.10 33.39 31.06 
PE3649-60 60" 22.26 20.70 19.14 17.81 PE3450-60 60" 39.66 36.88 34.11 31.73 
PE3649-72 72" 22.60 21.02 19.44 18.08 PE3450-72 72" 40.50 37.67 34.83 32.40 
PE3649-XX Any Price Upon Request PE3450-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3103-12 12" $22.00 $20.46 $18.92 $17.60 PE3427-12 12° $46.20 $42.97 $39.73 $36.96 
PE3103-24 24 22.34 20.78 19.21 17.87 PE3427-24 24" 49.20 45.76 42.31 39.36 
PE3103-36 36" 22.68 21.09 19.50 18.14 PE3427-36 36" 52.20 48.55 44.89 41.76 
PE3103-48 is 23.02 21.41 19.80 18.42 PE3427-48 48" 55.20 51.34 47.47 44.16 
PE3103-60 60" 23.36 21.72 20.09 18.69 PE3427-60 60" 58.20 54.13 50.05 46.56 
PE3103-72 72" 23.70 22.04 20.38 18.96 PE3427-72 72" 61.20 56.92 52.63 48.96 
PE3103-XX Any Price Upon Request PE3427-XX Any Price Upon Request 
~50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3436-12 12" $27.50 $25.58 $23.65 $22.00 PE3557-12 12” $25.30 $23.53 $21.76 $20.24 
PE3436-24 24" 29.70 27.62 25.5 23.76 PE3557-24 24" 26.40 24.55 22.70 21.12 
PE3436-36 36" 31.90 29.67 27.43 25.52 PE3557-36 36" 27.50 25.58 23.65 22.00 
PE3436-48 48" 34.10 31.71 29.33 27.28 PE3557-48 48" 28.60 26.60 24.60 22.88 
PE3436-60 60" 36.30 33.76 31.22 29.04 PE3557-60 60” 29.70 27.62 25.54 23.76 
PE3436-72 72" 38.50 35.81 33.11 30.80 PE3557-72 72" 30.80 28.64 26.49 24.64 
PE3436-XX Any Price Upon Request PE3557-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U, COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3431-12 122 $28.60 $26.60 $24.60 $22.88 PE3854-12 12" $28.60 $26.60 $24.60 $22.88 
PE3431-24 24" 28.82 26. 24.79 23.06 PE3854-24 24" 29.40 27.34 25.28 23.52 
PE3431-36 36" 29.04 27.01 24.97 23.23 PE3854-36 36" 30.20 28.09 25.97 24.16 
PE3431-48 48" 29.26 27.21 25.16 23.41 PE3854-48 « 48" 31.00 28.83 26.66 24.80 
PE3431-60 60" 29.48 27.42 25.35 23.58 PE3854-60 60" 31.80 29.57 27.35 25.44 
PE3431-72 72" 29.70 27.62 25.54 23.76 PE3854-72 Jan 32.60 30.32 28.04 26.08 
PE3431-XX Any Price Upon Request PE3854-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3413-12 12" $28.60 $26.60 $24.60 $22.88 PE3454-12 12" $37.40 $34.78 $32.16 $29.92 
PE3413-24 24" 29.40 27.34 25.28 23.52 PE3454-24 24" 39.40 36.64 33.88 31.52 
PE3413-36 36" 30.20 28.09 25.97 24.16 PE3454-36 36" 41.40 38.50 35.60 33.12 
PE3413-48 48" 31.00 28.83 26.66 24.80 PE3454-48 48" 43.40 40.36 37.32 34.72 
PE3413-60 60" 31.80 29.57 27.35 25.44 PE3454-60 60" 45.40 42.22 39.04 36.32 
PE3413-72 72" 32.60 30.32 28.04 26.08 PE3454-72 72" 47.40 44.08 40.76 37.92 
PE3413-XX Any Price Upon Request PE3454-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 $0-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3442-12 a2" $28.60 $26.60 $24.60 $22.88 PE3423-12° 12" $27.50 $25.58 $23.65 $22.00 
PE3442-24 24" 29.40 27.34 25.28 23.52 PE3423-24 24" 29.70 27.62 25.54 23.76 
PE3442-36 36" 30.20 28.09 25.97 24.16 PE3423-36 36" 31.90 29.67 27.43 25.52 
PE3442-48 48" 31.00 28.83 26.66 24.80 PE3423-48 48" 34.10 31.71 29.33 27.28 
PE3442-60 60" 31.80 29.57 27.35 25.44 PE3423-60 60" 36.30 33.76 31.22 29.04 
PE3442-72 we" 32.60 30.32 28.04 26.08 PE3423-72 72" 38.50 35.81 33.11 30.80 
PE3442-XX Any Price Upon Request PE3423-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 


U.S.A. 
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E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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BNC FEMALE TO BNC FEMALE 


50 
Model No. Length 1-24 25-49 50-99 100 + 4 = 50-99 100 + 
PE3052-12 12" $16.50 $15.35 $24.19- $13.20 PE3094-12 12" $24.20 $22.51 $20.81 $19.36 
PE3052-24 24" 16.84 15.66 14.48 13.47 PE3094-24 24" 25.00 23.25 21.50 20.00 
PE3052-36 36" 17.18 15.98 14.77 13.74 PE3094-36 . 25.80 23.99 22.19 20.64 
PE3052-48 48" 17.52 16.29 15.07 14.02 PE3094-48 48" 26.60 24.74 22.88 21.28 
PE3052-60 60" 17.86 16.61 15.36 14.29 PE3094-60 60" 27.40 25.48 23.56 21.92 
PE3052-72 72" 18.20 16.93 15.65 14.56 PE3094-72 72" 28.20 26.23 24.25 22.56 
PE3052-XX Any Price Upon Request PE3094-XX Any Price Upon Request 
rk) RG59B/U COAX 50 OHM, RG214/0 COAX, DOUBLE SHIELDED 
Mode) No. Length 1-24 25-49 50-99 100+ Mode} No. Length 1-24 «625-49 «= 550-99» 4.00 + 
PE3675-12 12" $19.80 $18.41 $17.03 $15.84 PE3953-12 12" $55.00 $51.15 $47.30 $44.00 
PE3675-24 4 20.14). (18.73: 5.17.32: 16:11 PE3953-24 24 58.00 53.94 49.88 46.40 
PE3675-36 = 20.48 19.05 17.61 16.38 PE3953-36 36" 61.00 56.73 52.46 48.80 
PE3675-48 4g" 20.82 19.36 17.91 16.66 PE3953-48 48” 64.00 59.52 55.04 51.20 
PE3675-60 60" 21.16 19.68 18.20 16.93 PE3953-60 60" 67.00 62.31 57.62 53.60 
PE3675-72 72" 21.50 20.00 18.49 17.20 PE3953-72 72" 70.00 65.10 60.20 56.00 
PE3675-XX Any Price Upon Request PE3953-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
50 OHM, RG142B/U COAX, — SHIELDED Lesath 1-24 25-89 50-99 Fi 
Medel No, = Length 2-28 50-99 100+ PE3364-12 12" $23.10 $21.48 $19.87 $18. 
PE3088-12 12 $24.20 oon $20.81 $19.36 PE3364-24 24 24.20 22.51 20:81 19. 
PE3088-36 36" 28.60 26.60 24.60 22.88 PE3364-48 a3" 26.40 28.55 22:90 21. 
pes0es-48 se 20-00 28.64 26.09 28.64 PE3364-60 60" 27.50 25.58 23.65 ‘ 
pes0as-72,s«sy2"=—Ss3820« 32745027 2BLa8 pESS64-72 72" 28.60 | 26.60 24.60 22. 
PE3088-XX Any "Price Upon Request ree. ey Ptice: Syed Mapes 
50 OHM, RG174A/U COAX . eee, Bee eee 
Model No. Length 1-24 25-49 «50-99 100+ Model No. Length 25-49 «8950-99 = 100 + 
PE3604-12 12" $24.20 $22.51 $20.81 + $19.36 PE3505-12 12” orn 20 $22.51 $20.81 $19.36 
PE3604-24 24" 24.42 22.71 «= 21.00 = 19.54 PE3505-24 24" 25.00 23.25 21.50 20.00 
PE3604-36 36" 24.64 22.92 21.19 19.71 PE3505-36 36" 25.80 23.99 22.19 64 
PE3604-48 48" 24.86 23.12 21.38 19.89 PE3505-48 48” 26.60 24.74 22.88 21.28 
PE3604-60 60" 25.08 23.32 21.57 20.06 PE3505-60 60" 27.40 25.48 23.56. 21.92 
PE3604-72 72" 25.30 23.53 21.76 20.24 PE3505-72 72" 28.20 26.23 24.25 , 
PE3604-XX Any Price Upon Request PE3505-XX Any Price Upon Request 


Model No. 
PE3502-12 «12° $17.60 $16.37 $15.14 $14.08 PE3010-12 12” $16.50 $15.35 $14.19 
PE3502-24 24 17.94 16.68 15.43 14.35 PE3010-24 24" 16.84 15.66 14.48 
PE3502-36 by 18.28 17.00 15.72 14.62 PE3010-36 36" 17.18 15.98 14.77 
PE3502-48 438" 18.62 17.32 16.01 14.90 PE3010-48 48” 17.52 16.29 15.07 
PE3502-60 60" 18.96 17.63 16.31 15.17 PE3010-60 60" 17.86 16.61 15.3% 
PE3502-72 7a 19.30 17.95 16.60 15.44 PE3010-72 72" 18.20 16.93 15.65 
PE3502-XX Any Price Upon Request PE3010-XX Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 RG223/U COAX, DOUBLE SHIELDED 
PE3164-12 12" $19.80 $18.41 $17.03 $15.84 PE34244-12 32" $19.80 $18.41 $17.03 
PE3164-24 24" 20.90 19.44 17.97 16.72 PE34244-24 24 20.90 19.44 17.97 
PE3164-36 36" 22.00 20.46 18.92 17.60 PE34244-36 Pe 22.00 20.46 18.92 
PE3164-48 48" 23.10 21.48 19.87 18.48 PE34244-48 48” 23.10 21.48 19.87 
PE3164-60 60" 24.20 22.51 20.81 19.36 PE34244-60 60” 24.20 22.51 20.81 
PE3164-72 72" 25.30 23.53 21.76 20.24 PE34244-72 72" 25.30 23.53 21.76 
PE3164-XX Any Price Upon Request ; PE34244-XX Any Price Upon Request 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RGS8C/U COAX 


Model No. Length 1-24 25-49 50-99 100 + 
PE3000-12 12" $15.40 $14.32 $13.24 $12.32 
PE3000-24 24 15.74 14.64 13.54 12.59 
PE3000-36 36" 16.08 14.95 13.83 12.86 
PE3000-48 48" 16.42 15.27 14.12 13.14 
PE3000-60 60" 16.76 15.59 14.41 13.41 
PE3000-72 72" 17.10 15.90 14.71 13.68 
PE3000-XX Any Price Upon Request 
5 2) CHM, RG1428/% COAX, BOUBLE SINELDED 
Length 1-24 25-49 50-99 100 + 
eg 12 12" $17.60 $16.37 $15.14 $14.08 
PE33440-24 24 19.80 18.41 17.03 15.84 
PE33440-36 36" 22.00 20.46 18.92 17.60 
PE33440-48 48" 24.20 22.51 20.81 19.36 
PE33440-60 60" 26.40 24.55 22.70 21.12 
PE33440-72 fe° 28.60 26.60 24.60 22.88 
PE33440-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34593-12 12% $17.60 $16.37 $15.14 $14.08 
PE34593-24 24 17.82 16.57 15.33 14.26 
PE34593-36 36" 18.04 16.78 15.51 14.43 
PE34593-48 . 18.26 16.98 15.70 14.61 
PE34593-60 60" 18.48 17.19 15.89 14.78 
PE34593-72 72" 18.70 17.39 16.08 14.96 
PE34593-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 50-99 100 + 
PE33442-12 12" $17.60 $16.37 $15.14 $14.08 
PE33442-24 24" 18.70 17.3 16.08 14.96 
PE33442-36 36" 19.80 18.41 17.03 15.84 
PE33442-48 48" 20.90 19.44 17.97 16.72 
PE33442-60 60" 22.00 20.46 18.92 17.60 
PE33442-72 72 23.10 21.48 19.87 18.48 
PE33442-XxX Any Price Upon Request 
50 OHM, RG316/U COAX 
Model_No. Length 1-24 =625-49 = 50-99 100 + 
PE34597-12 12° $18.70 $17.39 $16.08 $14.96 
PE34597-24 24" 19.50 18.14 16.77 15.60 
PE34597-36 36" 20.30 18.88 17.46 16.24 
PE34597-48 48" — = 21.10 19.62 18.15 16.88 
PE34597-60 60" 21.90 20.37 18.83 17.52 
PE34597-72 72" 22.70 21,11 19.52 18.16 
PE34597-XX Any Price Upon Request 
ee ee cee eet ELD 
Model_Wo. = Length 1-24 100 + 
PE34602-12 12" wes aca ‘ape $15.84 
PE34602-24 24" 21.80 20. 18.75 17.44 
PE34602-36 36" 23.80 22.13 20.47 19.04 
PE34602-48 48" 25.80 23.99 22.19 20.64 
PE34602-60 60" 27.80 25.85 23.91 22.24 
PE34602-72 72" 29.80 27.71 25.63 23.84 
PE34602-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
+ Length 1-24 25-49 50-99 100 + 
PE33444-12 12" $17.60 $16.37 $15.14 $14.08 
PE33444-24 24 19.80 18.4 17.03 15.84 
PE33444-36 36" 22.00 20.46 18.92 17.60 
PE33444-48 48" 24.20 22.51 20.81 19.36 
PE33444-60 60" 26.40 24.55 22.70 21.12 
PE33444-72 v2; 28.60 26.60 24.60 22.88 
PE33444-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. Length 1-24 
PE3005-12 12" $15.40 
PE3005-24 24" 15.74 
PE3005-36 36" 16.08 
PE3005-48 48" 16.42 
PE3005-60 60" 16.76 
PE3005-72 iss 17.10 
PE3005-XX Any 


25-49 50-99 100 + 
$14.32 $13.24 $12.32 
14.64 13.54 12.59 
14.95 13.83 12.86 
15.27 14.12 13.14 
15.59 14.41 13.41 
15.90 14.71 13.68 


Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE estar 


Model _ No. Length 1-24 25-49 100 + 
PE33446-12 125 $17.60 $16.37 eee $14.08 
PE33446-24 24" 19.80 18.41 / 17.03 15.84 
PE33446-36 36" 22.00 20.46 18.92 17.60 
PE33446-48 48" 24.20 22.51 20.81 19.36 
PE33446-60 60" 26.40 24.55 22.70 21.12 
PE33446-72 72" 28.60 26.60 24.60 22.88 
PE33446-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE34595-12 12" $17.60 $16.37 $15.14 $14.08 
PE34595-24 24" 17.82 16.57 15.33 14.26 
PE34595-36 36” 18.04 16.78 15.51 14.43 
PE34595-48 48" 18.26 16.98 15.70 14.61 
PE34595-60 60” 18.48 17.19 15.89 14.78 
PE34595-72 72" “18.70 17.39 16.08 14.96 
PE34595-XX Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model _ No. Length 1-24 25-4 50-99 100 + 
PE33449-12 123 $17.60 $16.37 $15.14 $14.08 
PE33449-24 24" 18.70 17.39 16.08 14,96 
PE33449-36 36" 19.80 18.41 17.03 15.84 
PE33449-48 48" 20.90 19.44 17.97 16.72 
PE33449-60 60" 22.00 20.46 18.92 17.60 
PE33449-72 if 23.10 21.48 19.87 18.48 
PE33449-XX Any Price Upon Request 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 0-99 100 + 
PE34600-12 12” $18.70 $17.39 $16.08 $14.96 
PE34600-24 24" 19.50 18.14 16.77 15.60 
PE34600-36 36" 20.30 18.88 17.46 16.24 
PE34600-48 48" 21.10 19.62 18.15 16.88 
PE34600-60 60" 21.90 20.37 18.83 17.52 
PE34600-72 rf ae 22.70 21.11 19.52 18.16 
PE34600-XX Any Price Upon Request 

50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34604-12 12" $19.80 $18.41 $17.03 $15.84 
PE34604-24 24" 21.80 20.27 18.75 17.44 
PE34604-36 36" 23.80 22.13 20.47 19.04 
PE34604-48 48" 25.80 23.99 22.19 20.64 
PE34604-60 60" 27.80 25.85 23.91 22.24 
PE34604-72 425 29.80 27.71 25.63 23.84 
PE34604-XX Any Price Upon Request 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model _ No. Length 1-24 25-49 50-99 100 + 
PE33454-12 a ¥ ded $17.60 $16.37 $15.14 $14.08 
PE33454-24 24" 19.80 18.41 17.03 15.84 
PE33454-36 36" 22.00 20.46 18.92 17.60 
PE33454-48 48" 24.20 22.51 20.81 19.36 
PE33454-60 60" 26.40 24.55 22.70 21.12 
PE33454-72 Tan 28.60 26.60 24.60 22.88 
PE33454-XX Any Price Upon Request 


IRVINE, CA 92623-6759 


\ 


U.S.A. 


Model No. Length 1-24 25-49 50-99 100+ 


PE3252-12 12" $31.90 $29.67 $27.43 $25.52 
PE3252-24 24" 32.70 30.41 28.12 26.16 
PE3252-36 36" 33.50 31.16 28.81 26.80 
PE3252-48 48" 34.30 31.90 29.50 27.44 
PE3252-60 60” 35.10 32.64 30.19 28.08 
PE3252-72 72" 35.90 33.39 30.87 28.72 
PE3252-XX Any Price Upon Request 


53.5 OHM, RGS5B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 


PE3477-12 12 $22.00 $20.46 $18.92 $17.60 
PE3477-24 24" 22.60 21.02 19.44 18.08 
PE3477-36 36" 23.20 21.58 19.95 18.56 
PE3477-48 48" 23.80 22.13 20.47 19.04 
PE3477-60 60" 24.40 22.69 20.98 19.52 
PE3477-72 12" 25.00 23.25 21.50 20.00 
PE3477-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3042-12 12" = $17.60 §=$16.37 $15.14 $14.08 
PE3042-24 24" 17.94 16.68 15.43 14.35 
PE3042-36 36" 18.28 17.00 15.72 14.62 
PE3042-48 48" 18.62 17.32 16.01 14.90 
PE3042-60 60" 18.96 17.63 16.31 15.17 
PE3042-72 72" 19.30 17.95 16.60 15.44 
PE3042-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


BNC MALE TO N MALE 


maga dom libaricreee yp iiges 
Model No. Length 1-24 «625-49 = §0-99 100 + 
PE3097-12 12" $33.00 $30.69 $28.38 $26.40 
PE3097-24 24" 36.00 33.48 30.96 28.80 
PE3097-36 36” 39.00 36.27 33.54 31.20 
PE3097-48 48" 42.00 39.06 36.12 33.60 
PE3097-60 60" 45.00 41.85 38.70 36.00 
PE3097-72" 72" 48.00 44.64 41.28 38.40 
PE3097-XX Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 = 0-99 100 + 
PE3476-12 12" $19.80 $18.41 $17.03 $15.84 
PE3476-24 24" 20.90 19.44 17.9 16.72 
PE3476-36 36" 22.00 20.46 18.92 17.60 
PE3476-48 48” 23.10 21.48 19.87 18.48 
PE3476-60 60” 24.20 22.51 20.81 19.36 
PE3476-72 72" 25.30 23.53 21.76 20.24 
PE3476-XX Any Price Upon Request 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3250-12 12" $29.70 $27.62 $25.54 $23.76 
PE3250-24 24" 30.50 28.37 26.23 24.40 
PE3250-36 36" 31.30 29.11 26.92 25.04 
PE3250-48 48” 32.10 29.85 27.61 . 25.68 
PE3250-60 60" 32.90 30.60 28.29 26.32 
PE3250-72 72" 33.70 31.34 28.98 26.96 
PE3250-XX Any Price Upon Request 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


Model No. Length 1:24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
PE3061-12 12% $23.10 $21.48 $19.87 $18.48 PE3261-6 6" $33.00 $30.69 $28.38 $26.40 
PE3061-24 24" 25.30 23.53 21.76 20.24 PE3261-12 12" 34.00 31.62 29.24 27.20 
PE3061-36 36” 27.50 25.58 23.65 22.00 PE3261-18 18" 35.00 32.55 30.10 28.00 
PE3061-48 48" 29.70 27.62 25.54 23.76 PE3261-24 24" 36.00 33.48 30.96 28.80 
PE3061-60 60" 31.90 29.67 27.43 25.52 PE3261-36 36” 38.00 35.34 32.68 30.40 
PE3061-72 rt Ae 34.10 31.71 29.33 27.28 PE3261-48 48" 40.00 37.20 34.40 32.00 
PE3061-XX Any Price Upon Request PE3261-60 60" 42.00 39.06 36.12 33.60 
PE3261-72 72" 44.00 40.92 37.84 35.20 
PE3261-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3246-6 6" $28.60 $26.60 $24.60 $22.88 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
PE3246-12 12" 28.71 26.70 24.69 22.97 Model No. Length 1-24 25-49 = 550-99 100 + 
PE3246-18 18" 28.82 26.80 24.79 23.06 PE3254-12 pag $55.00 $51.15 $47.30 $44.00 
PE3246-24 24" 28.93 26.96 24.88 23.14 PE3254-24 24" 62.00 57.66 53.32 49.60 
PE3246-36 36" 29.15 27.11 25.07 23.32 PE3254-36 36" 69.00 64.17 59.34 55.20 
PE3246-48 48” 29.37 27.31 25.26 23.50 PE3254-48 48" 76.00 70.68 65.36 60.80 
PE3246-60 60" 29.59 27.52 25.45 23.67 PE3254-60 60" 83.00 77.19 71.38 66.40 
PE3246-72 72" 29.81 27.72 25.64 23.85 PE3254-72 729 90.00 83.70 77.40 72.00 
PE3246-XX Any Price Upon Request PE3254-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No Length 1-24 25-49 50-99 100 + 
PE3248-12 12” $29.70 $27.62 $25.54 $23.76 PE3874-12 12" $23.10 $21.48 $19.87 $18.48 
PE3248-24 24" 30.50 28.37 26.23 24.40 PE3874-24 24" 25.30 23.53 21.76 20.24 
PE3248-36 36" 31.30 29.11 26.92 25.04 PE3874-36 36" 27.50 25.58 23.65 22.00 
PE3248-48 48” 32.10 29.85 27.61 25.68 PE3874-48 48" 29.70 27.62 25.54 23.76 
PE3248-60 60" 32.90 30.60 28.29 26.32 PE3874-60 60" 31.90 29.67 27.43 25.52 
PE3248-72 72" 33.70 31.34 28.98 26.96 PE3874-72 72" 34.10 31.71 29.33 27.28 
PE3248-XX Any Price Upon Request PE3874-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
. PE3750-12 12" $31.90 $29.67 $27.43 $25.52 PE3256-12 12" $31.90 $29.67 $27.43 $25.52 
PE3750-24 24" 32.70 30.41 28.12 26.16 PE3256-24 24" 32.70 30.41 28.12 26.16 
PE3750-36 36" 33.50 31.16 28.81 26.80 PE3256-36 36" 33.50 31.16 28.81 26.80 
PE3750-48 48" 34.30 31.90 29.50 27.44 PE3256-48 48" 34.30 31.90 29.50 27.44 
PE3750-60 60" 35.10 32.64 30.19 28.08 PE3256-60 60" 35.10 32.64 30.19 28.08 
PE3750-72 72" 35.90 33.39 30.87 28.72 PE3256-72 72" 35.90 33.39 30.87 28.72 
PE3750-XX Any Price Upon Request PE3256-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


a 


—— 


BNC MALE TO SMB PLUG 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Model No. Length 1-24 25-49 50-99 
PE3242-12 123 $28.60 $26.60 $24.60 
PE3242-24 24" 28.94 26.91 24. 89 
PE3242-36 36" 29.28 27.23 25.18 
PE3242-48 48" 29.62 27.55 25.47 
PE3242-60 60" 29.96 27.86 25.77 
PE3242-72 iy <4 30.30 28.18 26.06 
PE3242-XX Any Price Upon Request 
ae ee 
1-24 25-49 50-99 
PE3349-12 ag try $27.50 $25.58 $23.65 
PE3349-24 24" 29.70 27.62 25.54 
PE3349-36 36" 31.90 29.67 27.43 
PE3349-48 48" 34.10 31.71 29.33 
PE3349-60 60" 36.30 33.76 31.22 
PE3349-72 Ja" 38.50 35.81 33.11 
PE3349-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 = 550-99 
PE3672-12 12" $20.90 $19.44 $17.97 
PE3672-24 24" 21.12 19.64 18.16 
PE3672-36 36" 21.34 19.85 18.35 
PE3672-48 48" 21.56 20.05 18.54 
PE3672-60 60” 21.78 20.26 18.73 
PE3672-72 72” 22.00 20.46 18.92 
PE3672-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3671-12 i ed $20.90 $19.44 $17.97 
PE3671-24 24 21.70 20.18 18.66 
PE3671-36 36" 22.50 20.93 19.35 
PE3671-48 iy 23.30 21.67 20.04 
PE3671-60 60" 24.10 22.41 20.73 
PE3671-72 Yt a 24.90 23.16 21.41 
PE3671-XX Any Price Upon Request 
50 OHM, RG223/U DOUBLE SHIELDED 
7 Length 1-24 5-49 50-99 
PE3236-12 12" $28.60 $26.60 $24.60 
PE3236-24 24 29.70 27.6 25.54 
PE3236-36 36" 30.80 28.64 26.49 
PE3236-48 48" 31.90 29.67 27.43 
PE3236-60 60" 33.00 30.69 28.38 
PE3236-72 72" 34.10 31.71 29.33 
PE3236-XX Any Price Upon Request 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3746-12 22% $20.90 $19.44 $17.97 
PE3746-24 24" 21.70 20.18 18.66 
PE3746-36 36" 22.50 20.93 19.35 
PE3746-48 48" 23.30 21.67 20.04 
PE3746-60 60" 24.10 22.41 20.73 
PE3746-72 72" 24.90 23.16 21.41 
PE3746-XX Any Price Upon Request 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE3530-12 42” $34.10 $31.71 $29.33 
PE3530-24 24" 36.10 33.57 31.05 
PE3530-36 36" 38.10 35.43 32.77 
PE3530-48 48" 40.10 37.29 34.49 
* PE3530-60 60" 42.10 39.15 36.21 
PE3530-72 72" 44.10 41.01 37.93 
PE3530-XX Any Price Upon Request 


100 + 


BNC MALE TO SMC PLUG 


Model No. 


PE3244-12 
PE3244-24 
PE3244-36 
PE3244-48 
PE3244-60 
PE3244-72 
PE3244-XX 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 8625-4 50-99 
PE3240-12 12% $27.50 $25.58 $23.65 
PE3240-24 24" 29.70 27.62 25.54 
PE3240-36 36" 31.90 29.67 27.43 
PE3240-48 48” 34.10 31.71 29.33 
PE3240-60 60" 36.30 33.76 31.22 
PE3240-72 72", 38.50 35.81 33.11 
PE3240-xXX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 0-9 
PE3660-12 t Fag) $20.90 $19.44 $17.97 
PE3660-24 24" 21.12 19.64 18.16 
PE3660-36 36" 21.34 19.85 18.35 
PE3660-48 48” 21.56 20.05 18.54 
PE3660-60 60" 21.78 20.26 18.73 
PE3660-72 728 22.00 20.46 18.92 
PE3660-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3641-12 12" $20.90 $19.44 $17.97 
PE3641-24 24" 21.70 20.18 18.66 
PE3641-36 36" 22.50 20.93 19.35 
PE3641-48 i 23.30 21.67 20.04 
PE3641-60 60" 24.10 22.41 20.73 
PE3641-72 72" 24.90 23.16 21.41 
PE3641-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE3238-12 12" $28.60 $26.60 $24.60 
PE3238-24 24" 29.70 27.6 25.54 
PE3238-36 36” 30.80 28.64 26.49 
PE3238-48 48” 31.90 29.67 27.43 
PE3238-60 60” 33.00 30.69 28.38 
PE3238-72 72" 34.10 31.71 29.33 
PE3238-XX Any Price Upon Request 
50 OHM, R6&316/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3849-12 12” $20.90 $19.44 $17.97 
PE3849-24 24" 21.70 20.18 18.66 
PE3849-36 36" 22.50 20.93 19.35 
PE3849-48 48” 23.30 21.67 20.04 
PE3849-60 60” 24.10 22.41 20.73 
PE3849-72 72" 24.90 23.16 21.41 
PE3849-XX Any Price Upon Request 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Length 


Model No. 
PE3437-12 
PE3437-24 
PE3437-36 
PE3437-48 
PE3437-60 
PE3437-72 


PE3437-XX 


POST OFFICE BOX 16759 


12” 


1-24 
$34.10 
36.10 
38.10 
40.10 
42.10 
44.10 


IRVINE, CA 92623-6759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


28.18 


Price Upon Request 


25-49 
$31.71 
33.57 
35.43 
37.29 
39.15 
41.01 


Price Upon Request 


50-99 
$29.33 
31.05 
32.77 
34.49 
36.21 
37.93 


U.S.A. 


100 + 
$22.00 
23.76 
25.52 
27.28 
29.04 
30.80 


24 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 =25-49 = 50-99 
PE3623-12 12" $26.40 $24.55 $22.70 
PE3623-24 24" 27.24 25.33 23.43 
PE3623-36 36" 28.08 26.11 24.15 
PE3623-48 48" 28.92 26.90 24.87 
PE3623-60 60” 29.76 27.68 25.59 
PE3623-72 tee 30.60 28.46 26.32 
PE3623-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX 
Model No. Length 1-24 = 25-4 50-99 
PE3015-12 i2” $16.50 $15.35 $14.19 
PE3015-24 24" 16.84 15.66 14.48 
PE3015-36 36" 17.18 15.98 14.77 
PE3015-48 48" 17.52 16.29 15.07 
PE3015-60 60" 17.86 16.61 15.36 
PE3015-72 72" 18.20 16.93 15.65 
PE3015-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 = 50-9 
PE3580-12 pe $16.50 $15.35 $14.19 
PE3580-24 24" 16.84 15.66 14.48 
PE3580-36 36" 17.18 15.98 14.77 
PE3580-48 48" 17.52 16.29 15.07 
PE3580-60 60" 17.86 16.61 15.36 
PE3580-72 Ui de 18.20 16.93 15.65 
PE3580-XX Any Price Upon Request 
50 OHM, RG213/U COAX 
Model No. Length 1-24 =25-49 50-99 
PE3635-12 12" $26.40 $24.55 $22.70 
PE3635-24 24" 27.24 25.33 23.4 
PE3635-36 36" 28.08 26.11 24.15 
PE3635-48 48" 28.92 26.90 24.87 
PE3635-60 60" 29.76 27.68 25.59 
PE3635-72 72" 30.60 28.46 26.32 
PE3635-XX Any Price Upon Request 
50 repro’ rere! COAX, DOUBLE SHIELDED 
Model No. 1-24 25-49 50-99 
PE3796-12 ee $33.00 $30.69 $28.38 
PE3796-24 24" 36.00 33. 30.96 
PE3796-36 36" 39.00 36.27 33.54 
PE3796-48 48" 42.00 39.06 36.12 
PE3796-69 60" 45.00 41.85 38.70 
PE3796-72 a2" 48.00 44.64 41.28 
PE3796-XX Any Price Upon Request 
OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No Length 1-24 25-49 50-99 
PE3845-12 1Z5 $18.70 $17.39 $16.08 
PE3845-24 24" 19.80 18.41 17.03 
PE3845-36 36" 20.90 19.44 17.97 
PE3845-48 - 48" 22.00 20.46 18.92 
PE3845-60 60" 23.10 21.48 19.87 
PE3845-72 fen 24.20 22.51 20.81 
PE3845-XX Any Price Upon Request 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model _No. Length 1-24 25-49 50-99 
PE33267-12 12" $35.20 $32.74 $30.27 
PE33267-24 24" 42.20 39.25 36.29 
PE33267-36 36" 49.20 45.76 42.31 
PE33267-48 48" 56.20 52.27 48.33 
PE33267-60 60” 63.20 58.78 54.35 
PE33267-72 72" 70.20 65.29 60.37 
PE33267-XX Any Price Upon Request 
50 OHM, PE-B3199, VERY LOW LOSS CABLE 
Model No. Length 1-24 25-49 50-99 
PE3159-18 18" $26.40 $24.55 $22.70 
PE3159-36 36" 27.60 25.67 23.74 
PE3159-60 60" 29.20 27.16 25.11 
PE3159-90 90" 31.20 29.02 26.83 
PE3159-120 120" 33.20 30.88 28.55 
PE3159-180 180" 37.20 34.60 31.99 
PE3159-360 360" 44.73 41.60 38.47 
PE3159-600 600" 60.73 56.48 52.23 
PE3159-900 900” 80.73 75.08 69.43 
PE3159-1200 1200” 110.73 102.98 95.23 
PE3159-XXXX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PAST ERNACK.COM 


POST OFFICE BOX 16759 


SMA MALE RIGHT ANGLE TO 


PE3850-6 6" $34.10 $31.71 $29.33 
PE3850-12 12" 34.27 31.87 29.47 
PE3850-18 18" 34.44 32.03 29.62 
PE3850-24 24" 34.61 32.19 29.76 
PE3850-36 36" 34.95 32.50 30.06 
PE3850-48 48" 35.29 32.82 30.35 
PE3850-60 60" 35.63 33.14 30.64 
PE3850-72 12% 35.97 33.45 30.93 
PE3850-XX Any Price Upon Request 
50 RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 = 25-49 §0-99 
PE3780-6 6" $35.20 $32.74 $30.27 
PE3780-12 PY 36.30 33.76 31.22 
PE3780-18 18" 37.40 34.78 32.16 
PE3780-24 24" 38.50 35.81 33.11 
PE3780-36 36” 40.70 37.85 35.00 
PE3780-48 48” 42.90 39.90 36.89 
PE3780-60 60" 45.10 41.94 38.79 
PE3780-72 72° 47.30 43.99 40.68 
PE3780-XX Any Price Upon Request 
50 OHM, Barren COAX 
Model No. Length 1-24 25-49 50-89 
PE3886-6 6" $34.10 $31.71 $29.33 
PE3886-12 12 34.2 31.82 29.42 
PE3886-18 18" 34.32 31.92 29.52 
PE3886-24 24" 34.43 32.02 29.61 
PE3886-36 36” 34.65 32.22 29.80 
PE3886-48 48" 34.87 32.43 29.99 
PE3886-60 60" 35.09 32.63 30.18 
PE3886-72 72" 35.31 32.84 30.37 
PE3886-XX Any Price Upon Request 
50 OHM, RG1 COAX 
Mode! No. Length 1-24 25-49 50-99 
PE3756-6 6" $33.00 $30.69 $28.38 
PE3756-12 12" 33.40 31.06 28.7 
PE3756-18 18" 33.80 31.43 29.07 
PE3756-24 24" 34.20 31.81 29.41 
PE3756-36 36" 35.00 32.55 30,10 
PE3756-48 48" 35.80 © 33.29 30-79 
PE3756-60 60" 36.60 34.04 31.48 
PE3756-72 723 37.40 34.78 32.16 
PE3756-XX Any Price Upon Request 
50 gen hoa RG223/0 yen DOUBLE SHIELDED 
Model No. 25-49 = §0-99 
PE3733-6 we here $32.74 $30.27 
PE3733-12 baal 35.75 33.25 30.75 
PE3733-18 18" 36.30 33.76 31.22 
PE3733-24 24" 36.85 34.27 31.69 
PE3733-36 36” 37.95 35.29 32.64 
PE3733-48 48" 39.05 36.32 33.58 
PE3733-60 60" 40.15 37.34 34.53 
PE3733-72 72" 41.25 38.36 35.48 
PE3733-XX Any Price Upon Request 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3811-6 6" $33.00 $30.69 $28.38 
PE3811-12 125 33.40 31.06 28.72 
PE3811-18 18" 33.80 31.43 29.07 
PE3811-24 24" 34.20 31.81 29.41 
PE3811-36 36" 35.00 32.55 30.10 
PE3811-48 438” 35.80 33.29 30.79 
PE3811-60 60" 36.60 34.04 31.48 
PE3811-72 72" 37.40 34.78 32.16 
PE3811-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model Wo. Length 1-24 25-49 §0-99 
PE3642-6 6" $35.20 $32.74 $30.27 
PE3642-12 12" 36.30 33.76 31.22 
PE3642-18 18” 37.40 34.78 32.16 
PE3642-24 24" 38.50 35.81 33.11 
PE3642-36 36" 40.70 37.85 35.00 
PE3642-48 48” 42.90 39.90 36.89 
PE3642-60 60” 45.10 41.94 38.79 
PE3642-72 72" 47.30 43.99 40.68 
PE3642-XX Any Price Upon Request 


IRVINE, CA 92623-6759 


U.S.A. 
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BNC MALE TO SMA MALE 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED. 


Model No. 


PE3479-12 
PE3479-24 
PE3479-36 
PE3479-48 
PE3479-60 
PE3479-72 
PE3479-XX 


Model No. 
PE3615-12 
PE3615-24- 
PE3615-36 
PE3615-48 
PE3615-60 
* PE3615=72 
PE3615-XX 


/ 


Model _No. 
PE3539-12 
PE3539-24 
PE3539-36 
PE3539-48 
PE3539-60 
PE3539-72 
PE3539-XX 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. 
PE3696-12 
PE3696-24 
PE3696-36 
PE3696-48 
PE3696-60 
PE3696-72 
PE3696-XX 


Model No. 
PE3745-12 
PE3745-24 
PE3745-36 
PE3745-48 
PE3745-60 
PE3745-72 
PE3745-XX 


Model __No. 
PE33258-12 
PE33258-24 
PE33258-36 
PE33258-48 
PE33258-60 
PE33258-72 
PE33258-XX 


Model _No. 
PE3626-12 
PE3626-24 
PE3626-36 
PE3626-48 
PE3626-60 
PE3626-72 
PE3626-XX 


Length 1-24 25-49 50-99 
lo dos $26.40 $24.55 $22.70 
24" 27.00 25.11 23.22 
36” 27.60 - 25.67 23.74 
48” 28.20 26.23 24.25 
60" 28.80 26.78 24.77 
725 29.40 27.34 25.28 
Any Price Upon Request 
50 OHM, RG58C/U COAX 

Length 1-24 25-49 50-99 
12a" $22.00 $20.46 $18.92 
24" 22.34 20.78 19.21 
36" 22.68 21.09 19.50 
48" 23.02 21.41 19.80 
60” 23.36 21.72 20.09 
72" 23.70 22.04 20.38 
Any Price Upon Request 
75 OHM, RG5SB/U COAX 

Length 1-24 25-49 50-99 
12" $30.80 $28.64 $26.49 
24" 31.14 28.96 26.78 
36" 31.48 29.28 27.07 
48" 31.82 29.59 27.37 
60" 32.16 29.91 27.66 
72" 32.50 30.23 27.95 
Any Price Upon Request 


Length 1-24 | 25-49 50-99 
12" $26.40 $24.55 $22.70 
24" 28.60 26.60 24.60 
36" 30.80 28.64 26.49 
48" 33.00 30.69 28.38 
60" 35.20 32.74 30.27 
72" 37.40 34.78 32.16 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length 1-24 25-49 50-99 
12" $25.30 $23.53 $21.76 
24" 25.52 23.73 21.95 
36" 25.74 23.94 22.14 
48" 25.96 24.14 22.33 
60" 26.18 24.35 22.51 
vat 26.40 24.55 22.70 
Any Price Upon Request 
50 OHM, RG178B/U COAX 

Length 1-24 25-49 50-99 
12% $42.90 $39.90 $36.89 
~24" 43.70 40.64 37.58 
36" 44.50 41.39 38.27 
48" 45.30 42.13 38.96 
60” 46.10 42.87 39.65 
72" 46.90 43.62 40.33 
Any Price Upon Request 
75 OHM, RG179B/U COAX 

Length 1-24 25-49 50-99 
12" $25.30 $23.53 $21.76 
24" 26.10 24.27 22.45 
36" 26.90 25.02 23.13 
48" 27.70 25.76 23.82 
60" 28.50 26.51 24.51 
a2” 29.30 27.25 25.20 
Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS; SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. 
PE3885-12 
PE3885-24 
PE3885-36 
PE3885-48 
PE3885-60 


~ PE3885-72 


PE3885-XX 


Model - No. 
PE33523-12 
PE33523-24 
PE33523-36 
PE33523-48 
PE33523-60 
PE33523-72 
PE33523-XX 


50 OHM, RG188A/U COAX 

Length - 1-24 25-49 50-99 
i235 $25.30 $23.53 $21.76 
24" 26.10 24.27 22.45 
36" 26.90 25.02 23.13 
48” 27.70 25.76 23.82 
60" 28.50 26.51 24.51 
tf dad 29.30 27.25 25.20 
Any Price Upon Request 


50 OHM, RG196A/U COAX 


Length 


12% 
24" 
36" 
48" 
60" 
72" 
Any 


1-24 


$42.90 
43.70 
44.50 
45.30 
46.10 
46.90 


25-49: 


$39.90 
40.64 37.58 


41.39 38.27 
42.13 38.96 
42.87 39.65 
43.62 40.33 


Price Upon Request 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model __No. 
PE33519-12 
PE33519-24 
PE33519-36 
PE33519-48 
PE33519-60 
PE33519-72 
PE33519-XX 


Length 


12” 
24" 
36" 
48" 
60" 
ou 
Any 


1-24 
$44.00 
47.00 
50.00 
53.00 
56.00 
59.00 


25-49 50-99 
$40.92 $37.84 
43.71 40.42 
46.50 43.00 
49.29 45.58 
52.08 48.16 
54.87 50.74 


Price Upon Request 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 
PE3562-12 
PE3562-24 
PE3562-36 
PE3562-48 
PE3562-60 
PE3562-72 
PE3562-XX 


Medel No. 
PE3658-12 
PE3658-24 
PE3658-36 
PE3658-48 
PE3658-60 
PE3658-72 
PE3658-XX 


Length 1224 ~~ 25-49) © < 50-99 
12° $25.30 $23.53 $21.76 
24" 26.40 24.55 22.70 
36” 27.50 25.58 23.65 
438" 28.60 26.60 24.60 
60" 29.70 27.62 25.54 
722 30.80 28.64 26.49 
Any Price Upon Request” 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12” $25.30 $23.53 $21.76 
24" 26.10 24.27 22.45 
36" 26.90 25.02 23.13 
48" 27.70 25.76 23.82 
60" 28.50 26.51 24.51 
q2s 29.30 27.25 25.20 
Any 4 Price Upon Request 


50 OHM, RG393/U COAX, DOUBLE SHIELDED. 


Model No. 


PE33521-12 
PE33521-24 
PE33521-36 
PE33521-48 
PE33521-60 
PE33521-72 
PE33521-XX 


Length 


12" 
24" 
36" 
48" 
60" 
F i ted 
Any 


1-24 
$55.00 
62.00 
69.00 
76.00 
83.00 
90.00 


25-49 50-99 
$51.15 $47.30 
57.66 53.32 
64.17 59.34 
70.68 65.36 
77.19 71.38 
~ 83.70 77.40 


Price Upon Request 


50 OHM, RG400/U COAX, DOUBLE SHIELDED 


Model No. 
PE3613-12 
PE3613-24 
PE3613-36 
PE3613-48 
PE3613-60 
PE3613-72 


PE3613-XX 


Length 


12" 
24" 

Ez 
48" 
60" 
72" 
Any 


1-24 
$26.40 
28.60 
30.80 
33.00 
35.20 
37.40 


IRVINE, CA 92623-6759 


25-49 50-99 
$24.55 $22.70 
26.60 24.60 
28.64 26.49 
30.69 28.38 
32.74 30.27 
34.78 32.16 


Price Upon Request 


U.S.A. 


27 


SMA MALE TO SMA MALE 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3572-6 6" $28.60 $26.60 $24.60 $22.88 PE3739-6 6" $29.70 - $27.62 $25.54 $23.76 
PE3572-12 he de 28.90 26.88 24.85 23.12 PE3739-12 bay 30.10 27.99 25.89 24.08 
PE3572-18 18" 29.20 27.16 25.11 23.36 PE3739-18 18" 30.50 28.37 26.23 24.40 
PE3572-24 24" 29.50 27.44 25.37 23.60 PE3739-24 "24" 30.90 28.74 _ 26.57 24.72 
PE3572-36 36" 30.10 27.99 25.89 24.08 PE3739-36 36" 31.70 29.48 27.26 25.36 
PE3572-48 48" 30.70 28.55 26.40 24.56 PE3739-48 48" 32.50 30,23 27.95 26.00 
PE3572-60 60" 31.30 29.11 26.92 25.04 _ PE3739-60 60" 33.30 30.97 28.64 26.64 
PE3572-72 72° 31.90 29.67 27.43 25.52 PE3739-72 rf 34.10 31.71 29.33 27.28 
PE3572-XX Any Price Upon Request PE3739-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3369-6 6" $29.70 $27.62 $25.54 $23.76 PE3361-6 6” $29.70 $27.62 $25.54 $23.76 
PE3369-12 12" 29.8 27.7 25.69 23.90 PE3361-12 12" 30.10 27.99 25.89 24.08 
PE3369-18 18" 30.04 27.94 25.83 24.03 PE3361-18 18" 30.50 28.37 26.23 24.40 
PE3369-24 24" 30.21 28.10 25.98 24.17 PE3361-24 24" 30.90 28.74 26.57 24.72 
PE3369-36 36" 30.55 28.41 26.27 24.44 PE3361-36 36" 31.70 29.48 27.26 25.36 
PE3369-48 48" 30.89 28.73 26.57 24.71 PE3361-48 48" 32.50 30.23 27.95 26.00 
PE3369-60 60" 31.23 29.04 26.86 24.98 PE3361-60 60" 33.30 30.97 28.64 26.64 
PE3369-72 72" 31.57 29.36 27.15 25.26 PE3361-72 72" 34.10 31.71 29.33 27.28 
PE3369-XX Any Price Upon Request PE3361-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 5-49 50-99 100 + Model No. Length | 1-24 -49 50-99 - 100 + 
PE3814-6 6" $41.80 $38.87 -$35.95 $33.44 PE3121-6 6" $88.00 $81.84 $75.68 $70.40 
PE3814-12 i dae 41.9 39.03 36.09 33.58 PE3121-12 312° 89.50 83.24 76.9 71.60 
PE3814-18 18" 42.14 39.19 36.24 33.71 PE3121-18 18" 91.00 84.63 78.26 72.80 
PE3814-24 24" 42.31 39.35 36.39 33.85 PE3121-24 24" 92.50 86.03 79.55 74.00 
PE3814-36 36" 42.65 39.66 36.68 34.12 PE3121-36 36" 95.50 88.82 82.13 76.40 
PE3814-48 48" 42.99 39.98 36.97 34.39 PE3121-48 48” 98.50 91.61 84.71 78.80 
PE3814-60 60" 43.33 40.30 37.26 34.66 PE3121-60 60" 101.50 94.40 87.29 81.20 
PE3814-72 72" 43.67 40.61 37.56 34.94 PE3121-72 72" 104.50 97.19 89.87 83.60 
PE3814-XX Any Price Upon Request PE3121-XX Any Price Upon Request 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3899-6 6" $41.80 $38.87 $35.95 $33.44 PE3377-6 6" $29.70 $27.62 $25.54 $23.76 
PE3899-12 12" 41.97 39.03 36.09 33.58 PE3377-12 12* 30.25 28.13 26.02 24.20 
PE3899-18 18" 42.14 39.19 36.24 33.71 PE3377-18 18" 30.80 28.64 26.49 24.64 
PE3899-24 24" 42.31 39.35 36.39 33.85 PE3377-24 24" 31.35 29.16 26.96 25.08 
PE3899-36 36" 42.65 39.66 36.68 34.12 PE3377-36 36” 32.45 30.18 27.91 25.96 
PE3899=48 48" 42.99 39.98 36.97 34.39 PE3377-48 48" 33.55 31.20 28.85 26.84 — 
PE3899-60 60" 43.33 40.30 37.26 34.66 PE3377-60 60" 34.65 32.22 29.80 27.72 
PE3899-72 72" 43.67 40.61 37.56 34.94 PE3377-72 72" 35.75 33.25 30.75 28.60 
PE3899-XX Any Price Upon Request PE3377-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3385-6 6" $31.90 $29.67 $27.43 $25.52 PE3573-6 . 6" $29.70 $27.62 $25.54 $23.76 
PE3385-12 12" 33.00 30.69 28.38 26.40 PE3573-12 52” 30.10 27.99 25.89 24.08 
PE3385-18 18" 34.10 31.71 29.33 27.28 PE3573-18 18” 30.50 28.37 26.23 24.40 
PE3385-24 24" 35.20 32.74 30.27 28.16 PE3573-24 24" 30.90 28.74 26.57 24.72 
PE3385-36 36" 37.40 34.78 32.16 29.92 . PE3573-36 36" 31.70 29.48 27.26 25.36 
PE3385-48 iS 39.60 36.83 34.06 31.68 PE3573-48 48" 32.50 30.23 27.95 26.00 
PE3385-60 60" 41.80 38.87 35.95 33.44 PE3573-60 60" 33.30 30.97 28.64 26.64 
PE3385-72 72". - 44.00 40.92 37.84 35.20 PE3573-72 ae 34.10 31.71 29.33 27.28 
PE3385-XX Any Price Upon Request PE3573-XX Any Price Upon Request 
50 OHM, RG178B/U COAX RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 0-99 100 + Model No Length 1-24 25-49 50-99 100 + 
PE3574-6 6" $41.80 $38.87 $35.95 $33.44 PE3500-6 6" $31.90 $29.67 $27.43 $25.52 
PE3574-12 AY 42.20 39.25 36.29 33.76 PE3500-12 12° 33.00 30.69 28.38 26.40 
PE3574-18 18" 42.60 39.62 36.64 34.08 PE3500-18 18" 34.10 31.71 29.33 27.28 
PE3574-24 24" 43.00 39.99 36.98 34.40 PE3500-24 24" 35.20 32.74 30.27 28.16 
PE3574-36 36" 43.80 40.73 37.67 35.04 PE3500-36 36" 37.40 34.78 32.16 29,92 
PE3574-48 48" 44.60 41.48 38.36 35.68 PE3500-48 48" 39.60 36.83 34.06 31.68 
PE3574-60 60" 45.40 42.22 39.04 36.32 PE3500-60 60" 41.80 38.87 35.95 33.44 
PE3574-72 72" 46.20 42.97 39.73 36.96 PE3500-72 Pi Oe 44.00 40.92 37.84 35.20 
PE3574-XX Any Price Upon Request PE3500-XxX * Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, PE-142LL, LOW LOSS 
Model No. Length 1-24 25-49 50-99 100+ DOUBLE SHIELDED COAX 7 
PE3353-6 6" $29.70 $27.62 $25.54 $23.76 Model No. = Length 1-24 25-49 50-99 100+ 
PE3353-12 12" 29.81 27.72 25.64 23.85 PE3138-6 6” $44.00 $40.92 $37.84 $35.20 
peaasaels ard pabae ee 7-S3 25.73 123.98 PE3138-12 12" 45.50 42.32 39.13 36.40 
PE3353-24 24" 30.03 27.93 25.83 24.02 * ” 
vs PE3138-18 18 47.00 43.71 40.42 37.60 
PE3353-36 36 30.25 28.13 26.02 24.20 PE3138-24 24" - 48.50 45.11 41.71 38.80 
PE3353-48 48" 30.47 28.34 26.20 24.38 PE3138-36 36" 51.50 47.90 44.29 41.20 
PE3353-60 60" 30.69 28.54 26.39 24.55 PE3138-48 48" 54.50 50.69 46.87 43.60 
PE3353-72 th ow 30.91 28.75 26.58 24.73 PE3138-60 60" 57.50 53.48 49.45 46.00 
PE3353-XX Any, Price Upon Request PE3138-72 72" 60.50 56.27 52.03 48,40 
PE3138-xXxX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 ’ IRVINE, CA 92623-6759 U.S.A. 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


SMA MALE TO SMA MALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3492-6 6" $19.80 $18.41 $17.03 $15.84 
PE3492-12 12" 21.30 19.81 18.32 17.04 
PE3492-18 18" 22.80 21.20 19.61 18.24 
PE3492-24 24" 24.30 22.60 20.90 19.44 
PE3492-36 36" 27.30 25.39 23.48 21.84 
PE3492-48 48" 30.30 28.18 26.06 24.24 
PE3492-60 60" 33.30 30.97 28.64 26.64 
PE3492-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) . 
Model No. Length 1-24 25-49 50-99 100 + 
PE34180-6 6" $22.00 $20.46 $18.92 $17.60 
PE34180-12 12" 23.50 21.86 20.21 18.80 
PE34180-18 18" 25.00 23.25 21.50 20.00 
PE34180-24 24" 26.50 24.65 22.79 21.20 
PE34180-36 36" 29.50 27.44 25.37 23.60 
PE34180-48 48" 32.50 30.23 27.95 26.00 
PE34180-60 60" 35.50 33.02 30.53 28.40 
~ PE34180-XX * Any Price Upon Request 
50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3481-6 6" - $22.00 $20.46 $18.92 $17.60 
PE3481-12 12" 23.50 21.86 20.21 18.80 
PE3481-18 18” 25.00 23.25 21.50 20.00 
PE3481-24 24" 26.50 24.65 22.79 21.20 
PE3481-36 36" 29.50 27.44 25.37 23.60 
PE3481-48 48" 32.50 30.23 27.95 26.00 
PE3481-60 60" 35.50 33.02 30.53 28.40 
PE3481-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3656-6 6" $36.30 $33.76 $31.22. $29.04 
‘3 PE3656-12 32". 37.80 35.15 32.51 30.24 
PE3656-18 18" 39.30 36.55 33.80 31.44 
PE3656-24 24" 40.80 37.94 35.09 32.64 
PE3656-36 36" 43.80 40.73 37.67 35.04 
PE3656-48 48" 46.80 43.52 40.25 37.44 
PE3656-60 *60" 49.80 46.31 42.83 39.84 
PE3656-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3387-6 6" $39.60 $36.83 $34.06 $31.68 
PE3387-12 12" 41.10 38.22 35.35 32.88 
PE3387-18 18" 42.60 39.62 36.64 34.08 
PE3387-24 24" 44.10 41.01 37.93 35.28 
PE3387-36 36" 47.10 43.80 40.51 37.68 
PE3387-48 48" 50.10 46.59 43.09 40.08 
PE3387-60 60” 53.10 49.38 45.67 42.48 
PE3387-XX Any ‘ Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34186-6 6" $39.60 $36.83 $34.06 $31.68 
PE34186-12 12” 41.10 38.22 35.35 32.88 
PE34186-18 18" 42.60 39.62 36.64 34.08 
PE34186-24 24" 44.10 41.01 37.93 35.28 
PE34186 -36- 36” 47.10° 43.80 40.51 37.68 
PE34186-48 48" 50.10 46.59 43.09 40.08 
PE34186-60 60" 53.10 49.38 45.67 42.48 
PE34186 -XX Any Price Upon Request 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34191-6 6" $88.00 $81.84 $75.68 $70.40 
PE34191-12 12" 91.00 84.63 78.26 72.80 
PE34191-18 - 18" 94.00 87.42 80.84 75.20 
PE34191-24 24" 97.00 90.21 83.42 77.60 
PE34191-36 36" 103.00 95.79 88.58 82.40 
PE34191-48 48" 109.00 101.37 93.74 87.20 
PE34191-60 60" 115.00 106.95 98.90 92.00 
PE34191-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RG405/U (.085” BARE COPPER) - 


IRVINE, CA 92623-6759 
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Model No. Length 1-24 25-49 50-99 
PE3818-6 6" $22.00 $20.46 $18.92 
PE3818-12 42% 23.50 21.86 20.21 
PE3818-18 18" 25.00 23.25 21.50 
PE3818-24 24" 26.50 24.65 22.79 
PE3818-36 36" 29.50 27.44 25.37 
PE3818-48 48” 32.50 30.23 27.95 
PE3818-60 60” 35.50 33.02 30.53 
PE3818-XX Any Price Upon Request 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model _ No. Length 1-24 25-49 50-99 
PE34182-6 6" $24.20 $22.51 $20.81 
PE34182-12 12" 25.70 23.90 22.1 
PE34182-18 18” 27.20 25.30 23.39 
PE34182-24 24" 28.70 26.69 24.68 
PE34182-36 36" 31.70 29.48 27.26 
PE34182-48 48" . 34.70 32.27 29.84 
PE34182-60 60" 37.70 35.06 32.42 
PE34182-XX - ~ Any Price Upon Request 
50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 
PE3867-6 6" $24.20 $22.51 $20.81 
PE3867-12 127 25.70 23.90 22.10 
PE3867-18 18" 27.20 25.30 23.39 
PE3867-24 24" 28.70 26.69 24.68 
PE3867-36 36" 31.70 29.48 27.26 
PE3867-48 48" 34.70 32.27 29.84 
PE3867-60 60" 37.70 35.06 32.42 
PE3867-XX Any Price Upon Request 
50 OHM, RG401/U (.250” rn COPPER) 
Model __No. Length 1-24 50-99 
PE33003-6 6" $88.00 aa a $75.68 
PE33003-12 12" 91.00 84.63 78.26 
PE33003-18 18” 94.00 87.42 80.84 
PE33003-24 24" 97.00 90.21 83.42 
PE33003-36 36" 103.00 95.79 88.58 
PE33003-48 48" 109.00 101.37 93.74 
PE33003-60 60” 115.00 106.95 98.90 
PE33003-XX Any Price Upon Request 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 
PE34184-6 6" $94.60 $87.98 $81.36 
PE34184-12 12" 97.60 90.77 83.94 
PE34184-18 18" 100.60 93.56 86.52 
PE34184-24 24" 103.60 96.35 89.10 
PE34184-36 36" 109.60 101.93 94.26 
PE34184-48 48" 115.60 107.51 99.42 
PE34184-60 60" 121.60 113.09 104.58 
PE34184-XX Any Price Upon Request 
50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 
PE34188-6 6" $94.60 $87.98 $81.36 
PE34188-12 128 97.60 90.77 83.94 
PE34188-18 18" 100.60 93.56 86.52 
PE34188-24 24" 103.60 96.35 89.10 
PE34188-36 36" 109.60 101.93 94.26 
PE34188-48 48” 115.60 107.51 99.42 
PE34188-60 60" 121.60 113.09 104.58 
PE34188-XX Any Price Upon Request 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model __No. Length 1.24 25-49 50-99 
PE34193-6 6" $66.00 $61.38 $56.76 
PE34193-12 12" 67.50 62.78 58.05 
PE34193-18 18" 69.00 64.17 59.34 
PE34193-24 24" 70.50 65.57 60.63 
PE34193-36 36" 73.50 68.36 63.21 
PE34193-48 48" 76,50 71.15 65.79 
PE34193-60 60" 79.50 73.94 68.37 
PE34193-XX Any Price Upon Request 


29 


SMA MALE TO SMA MALE RIGHT ANGLE 


95 OHM, RG180B/U COAX 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 °100 + 
PE3319-6 6" $35.20 $32.74 $30.27 $28.16 PE3352-6 6" $36.30 $33.76 $31.22 $29.04 
PE3319-12 12" 35.37 32.89 30.42 28.30 PE3352-12 12" 36.80 34.22 31.65 29.44 
PE3319-18 18” 35.54 33.05 30.56 28.43 PE3352-18 18” 37.30 34.69 32.08 29.84 
PE3319-24 24" 35.71 33.21 30.71 28.57 PE3352-24 24" 37.80 35.15 32.51 30.24 
PE3319-36 36" 36.05 33.53 31.00 28.84 PE3352-36 36" 38.80 36.08 33.37 31.04 
PE3319-48 48" 36.39 33.84 31.30 29.11 PE3352-48 48" 39.80 37.01 34.23 31.84 
PE3319-60 60" 36.73 34.16 31.59 29.38 PE3352-60 60” 40.80 37.94 35.09 32.64 
PE3319-72 ry 4a 37.07 34.48 31.88 29.66 PE3352-72 725, 41.80 38.87 35.95 33.44 
PE3319-XX Any Price Upon Request PE3352-XX Any Price Upon Request 

75 OHM, RG59B/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 «50-99 =: 100 + 
PE3137-6 6" $47.30 $43.99 $40.68 $37.84 PE3510-6 6" $35.20 $32.74 $30.27 $28.16 
PE3137-12 i2* 47.47 44.15 40.82 37.98 PE3510-12 12" 35.60 33.11 30.62 28.48 
PE3137-18 18" 47.64 44.31 40.97 38.11 PE3510-18 18" 36.00 33.48 30.96 28.80 
PE3137-24 24" 47.81 44.46 41.12 38.25 PE3510-24 24" 36.40 33.85 31.30" , 29.12 
PE3137-36 36” 48.15 44.78 41.41 38.52 PE3510-36 36" 37.20 34.60 31.99 29.76 
PE3137-48 48" 48.49 45.10 41.70 38.79 PE3510-48 48" 38.00 35.34 32.68 30.40 
PE3137-60 60" 48.83 45.41 41.99 39.06 PE3510-60 60" 38.80 36.08 33.37 31.04 
PE3137-72 ten 49.17 45.73 42.29 39.34 PE3510-72 Le 39.60 36.83 34.06 31.68 
PE3137-XX Any Price Upon Request PE3510-XX Any Price Upon Request 

93 OHM, RG62A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 0-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
PE3411-6 6” $47.30 $43.99 $40.68 $37.84. PE3779-6 6" $37.40 $34.78 $32.16 $29.92 
PE3411-12 12° 47.47 44.15 40.82 37.98 PE3779-12 L2t 38.40 35.71 33.02 30.72 
PE3411-18 18" 47.64 44.3) 40.97 38.11 PE3779-18 18" 39.40 36.64 33.88 31.52 
PE3411-24 24" 47.81 44,46 41.12 38.25 PE3779-24 24" 40.40 37.57 34.74 32.32 
PE3411-36 36" 48.15 44.78 41.41 38.52 PE3779-36 36" 42.40 39.43 36.46 33.92 
PE3411-48 48" 48.49 45.10 41.70 38.79 PE3779-48 48” 44.40 41.29 38.18 35.52 
PE3411-60 60" 48.83 45.41 41.99 39.06 PE3779-60 60" 46.40 43.15 39.90 37.12 
PE3411-72 72" 49.17 45.73 42.29 39.34 PE3779-72 72" 48.40 45.01 41.62 38.72 
PE3411-XX Any Price Upon Request PE3779-XX Any Price Upon Request 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3512-6 6" $37.40 $34.78 $32.16 $29.92 PE3429-6 6" $35.20 $32.74 $30.27 $28.16 
PE3512-12 12°. 38.50 35.81 33.11 30.80 PE3429-12 12" 35.75 33.25 30.75 28.60 
PE3512-18 18" 39.60 36.83 34.06 31.68 PE3429-18 18" 36.30 33.76 31.22 29.04 
PE3512-24 24" 40.70 37.85 35.00 32.56 PE3429-24 24" 36.85 34.27 31.69 29.48 
PE3512-36 36" 42.90 39.90 36.89 34.32 PE3429-36 36" 37.95 35.29 32.64 30.36 
PE3512-48 48" 45.10 41.94 38.79 36.08 PE3429-48 48" 39.05 36.32 33.58 31.24 
PE3512-60 60" 47.30 43.99 40.68 37.84 PE3429-60 60" 40.15 37.34 34.53 32.12 
PE3512-72 ten 49.50 46.04 42.57 39.60 PE3429-72 re he 41.25 38.36 35.48 33.00 
PE3512-XX Any Price Upon Request PE3429-XX Any Price Upon Request 

50 OHM, RG174A/U COAX : 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-4) 50-99 100 + 
PE3420-6 6” $35.20 $32.74 $30.27 $28.16 PE3513-6 6" $35.20 $32.74 $30.27 $28.16 
PE3420-12 12" 35.31 32.84 30.37 28.25 PE3513-12 12" 35.60 33.11 ~~ 30.62 28.48 
PE3420-18 18" 35.42 32.94 30.46 28.34 PE3513-18 18" 36.00 33.48 30.96 28.80 
PE3420-24 24" 35.53 33.04 30.56 28.42 PE3513-24 24” 36.40 33.85 31.30 29.12 
PE3420-36 36" 35.75 33.25 30.75 28.60 PE3513-36 36” 37.20 34.60 31.99 29.76 
PE3420-48 48" 35.97 33.45 30.93 28.78 PE3513-48 48" 38.00 35.34 32.68 30.40 
PE3420-60 60" 36.19 33.66 31.12 28.95 PE3513-60 60" 38.80 36.08 33.37 31.04 
PE3420-72 72" 36.41 33.86 31.31 29.13 PE3513-72 72" 39.60 36.83 34.06 31.68 
PE3420-XX Any Price Upon Request PE3513-XX Any Price Upon Request 

50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3865-6 6" $48.40 $45.01 $41.62 $38.72 PE3344-6 6" $37.40 $34.78 $32.16 $29.92 
PE3865-12 12" 48.80 45.38 41.97 39.04 PE3344-12 12" 38.40 35.71 33.02 30.7; 
PE3865-18 18" 49.20 45.76 42.31 39.36 PE3344-18 18" 39.40 36.64 33.88 31.52 
PE3865-24 24" 49.60 46.13 42.66 39.68 PE3344-24 24" 40.40 37.57 34.74 32.32 
PE3865-36 36" 50.40 46.87 43.34 40.32 PE3344-36 36” 42.40 39.43 36.46 33.92 
PE3865-48 48" 51.20 47.62 44.03 40.96 PE3344-48 48" 44.40 41.29 38.18 35.52 
PE3865-60 60" 52.00 48.36 44.72 41.60 PE3344-60 60" 46.40 43.15 39.90 37.12 
PE3865-72 72" 52.80 49.10 45.41 42.24 PE3344-72 7a" 48.40 45.01 41.62 38.72 
PE3865-XX Any Price Upon Request PE3344-XX Any Price Upon Request 

75 OHM, RG179B/U COAX RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Mode] No. Length 1-24 25-4 50-99 100 + 
PE3459-6 6" $35.20 $32.74 $30.27 $28.16 PE3003-6 6" $37.40 $34.78 $32.16 $29.92 
PE3459-12 12” 35.60 33.11 30.62 28.48 PE3003-12 12" 38.50 35.81 33.11 30.80 
PE3459-18 18" 36.00 33.48 30.96 28.80 PE3003-18 18” 39.60 36.83 34.06 31.68 
PE3459-24 24" 36.40 33.85 31.30 29.12 PE3003-24 24" 40.70 37.85 35.00 32.56 
PE3459-36 36" 37.20 34.60 31.99 29.76 PE3003-36 36" 42.90 39.90 36.89 34.32 
PE3459-48 48" 38.00 35.34 32.68 30.40 PE3003-48 48” 45.10 41.94 38.79 36.08 
PE3459-60 60" 38.80 36.08 33.37 31.04 PE3003-60 60” 47.30 43.99 40.68 37.84 
PE3459-72 72" 39.60 36.83 34.06 31.68 PE3003-72 72” 49.50 46.04 42.57 39.60 
PE3459-XX Any Price Upon Request PE3003-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 


U.S.A. 
€-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


SMA MALE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3821-6 6" $26.40 $24.55 $22.70 $21.12 
PE3821-12 12" 27.90 25.95 23.99 22.32 
PE3821-18 18" 29.40- 27.34 25.28 23.52 
PE3821-24 24" 30.90 28.74 26.57 24.72 
PE3821-36 36" 33.90 31.53 29.15 27.12 
PE3821-48 48" 36.90 34.32 31.73 29.52 
PE3821-60 60" 39.90 37.11 34.31 31.92 
PE3821-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34195-6 6" $29.70 $27.62 $25.54 $23.76 
PE34195-12 12" 31.20 29.02 26.83 24.96 
PE34}95-18 18" 32.70 30.41 28.12 26.16 
PE34195-24 24" 34.20 31.81 29.41 27.36 
PE34195-36 36" 37.20 34.60 31.99 29.76 
PE34195-48 48" 40.20 37.39 34.57 32.16 
PE34195-60 60" 43.20 40.18 37.15 34.56 
PE34195-XX Any Price Upon Request 

50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3483-6 6" $29.70 $27.62 $25.54 $23.76 
PE3483-12 2? 31.20 29.02 26.83 24.96 
PE3483-18 18" 32.70 30.41 28.12 26.16 
PE3483-24 24" 34.20 31.81 29.41 27.36 
PE3483-36 36" 37.20 34-60 31.99 29.76 
PE3483-48 48” 40.20 37.39 34.57 32.16 
PE3483-60 60" 43.20 40.18 37.15 34.56 
PE3483-XX. Any Price Upon Request 

50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3230-6 6" $52.80 $49.10 $45.41 $42.24 
PE3230-12 12" 54.30 50.50 46.70 43.44 
PE3230-18 18" 55.80 51.89 47.99 44.64 
PE3230-24 24" *57.30 53.29 49.28 45.84 
PE3230-36 36" 60.30 56.08 51.86 48.24 
, PE3230-48 48" 63.30 58.87 54.44 50.64 ~ 
PE3230-60 60" 66.30 61.66 57.02 53.04 
PE3230-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE3393-6 6" $59.40 $55.24 $51.08 $47.52 
PE3393-12 12" 60.90 56.64 52.37 48.72 
PE3393-18 18" 62.40 58.03 53.66 49.92 
PE3393-24 24" 63.90 59.43 54.95 51.12 
PE3393-36 36" 66.90 62.22 57.53 5° S3.52 
PE3393-48 48" 69.90 65.01 60.11 55.92 
PE3393-60 60" 72.90 67.80 62.69 58.32 
PE3393-XX Any Price Upon Request 

50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model __No. Length 1-24, - 25-49 «550-99 100 + 
PE34197-6 6" $59.40 $55.24 $51.08 $47.52 
PE34197-12 i2* 60.90 56.64 52.37 48.72 
PE34197-18 18" 62.40. 58.03 53.66 49.92 
PE34197-24 24" 63.90 59.43 54.95 51.12 
PE34197-36 36" 66.90 62.22 57.53 53.52 
PE34197-48 48" 69.90 65.01 60.11 ~- 55.92 
PE34197-60 60" 72.90 67.80 62.69 58.32 
PE34197-XX Any Price Upon Request 

50 OHM, PE-020SR (.020” BARE COPPER) 

Model __No. Length ~ 1-24 25-49 50-99 100 + 
PE34204-6 | 6" $110.00 $102.30 $94.60 $88.00 
PE34204-12 12" 113. 105.09 97.18 90.40 
PE34204-18 18” 116.00 107.88 99.76 92.80 
PE34204-24 24" 119.00 110.67 102.34 95.20 
PE34204-36 36" 125.00 116.25 107.50 100.00 
PE34204-48 48" 131.00 121.83 112.66 104.80 
PE34204-60 60” 137.00 127.41 117.82 109.60 
PE34204-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
~ TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RG405/U (.085” BARE COPPER) 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES - 


oe 


IRVINE, CA 92623-6759 


U.S.A. 


Model No. Length 1-24 25-49 50-99 100 + 
PE3822-6 6" $27.50 $25.58 $23.65 $22.00 
PE3822-12 12" 29.00 26.97 24.94 23.20 
PE3822-18 18" 30.50 28.37 26.23 24.40 
PE3822-24 24" 32.00 29.76 27.52 25.60 
PE3822-36 36" 35.00 32.55 30.10 28.00 
PE3822-48 48" 38.00 35.34 32.68 30.40 
PE3822-60 60." 41.00 38.13 35.26 32.80 
PE3822-XX Any Price Upon Request 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34199-6 6" $30.80 $28.64 $26.49 $24.64 
PE34199-12 124 32.30 30.04 27.78 25.84 
PE34199-18 18" 33.80 31.43 29.07 27.04 
PE34199-24 24" 35.30 32.83 30.36 28.24 
PE34199-36 36" 38.30 35.62 32.94 30.64 
PE34199-48 48" 41.30 38.41 35.52 33.04 
PE34199-60 60" 44.30 41.20 38.10 35.44 
~ PE34199-XX Any Price Upon Request 
50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3958-6 6" $30.80 $28.64 $26.49 $24.64 
PE3958-12 12° 32.30 30.04 27.78 25.84 
PE3958-18 18" 33.80 31.43 29.07 27.04 
PE3958-24 24" 35.30 32.83 30.36 28.24 
PE3958-36 36" 38.30 35.62 32.94 30.64 
PE3958-48 48" 41.30 38.41 35.52 33.04 
PE3958-60 60" 44.30 41.20 38.10- 35.44 
PE3958-XX » Any Price Upon Request 
50 OHM, RG401/U (.250” fone COPPER) 
Model _ No. Lenath 1-24 25-49 50-99 100 + 
PE34220-6 6" $110.00 $102.30 $94.60 $88.00 
PE34220-12 12° 113.00 105.09 97.18 90.40 
PE34220-18 18" 116.00 107.88 99.76 92.80 
PE34220-24 24" 119.00 110.67 102.34 95.20 
PE34220-36 36" 125.00 116.25 107.50 100.00 
PE34220-48 48" 131.00 121.83 112.66 104.80 
PE34220-60 60" 137.00 127.41 117.82 109.60 
PE34220-XX Any Price Upon Request 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model _ No. Length 1-24 25-49 50-99 100 + 
PE34200-6 6" $121.00 $112.53 $104.06 $96.80 
PE34200-12 328 124.00 115.32 106.64 99.20 
~ PE34200-18 18" 127.00. 118.11 109.22 101.60 
PE34200-24 24" 130.00 120.90 111.80 104.00 
PE34200-36 36” 136.00 126.48 116.96 108.80 
PE34200-48 48" 142.00 132.06 122.12 113.60 
PE34200-60 60" 148.00 137.64 127.28 118.40 
PE34200-XX Any Price Upon Request 
50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model __No. Length 1-24 25-49 50-99 100 + 
PE34202-6 6" $121.00 $112.53 $104.06 $96.80 
PE34202-12 112" 124.00 115.32 106.64 99.20 
PE34202-18 18" 127.00 118.11 109.22 101.60 
PE34202-24 24" 130.00 120.90 111.80 104.00 
PE34202-36 36" 136.00 126.48 116.96 108.80 
PE34202-48 48" 142.00. 132.06 122.12 113.60 
PE34202-60 60" 148.00 137.64 127.28 118.40 
PE34202-XX Any af Price Upon Request 
50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34206-6 6" $88.00 $81.84 $75.68 $70.40 
PE34206-12 12° 89.50 83.24 76.97 71.60 
PE34206-18 18" 91.00 84.63 78.26 72.80 
PE34206-24 24" 92.50 86.03 79.55 74.00 
PE34206 -36 36" 95.50 88.82 82.13 76.40 
PE34206-48 48" 98.50 91.61 84.71 78.80 
PE34206-60 60" 101.50. 94.40 87.29 81.20 
PE34206-XX Any Price Upon Request 
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SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG58C/U COAX 95 OHM, RG180B/U COAX 

~ Model No. Length 1-24 25-49 §0-99 100 + Model No. Length 1-24 =625-49°- 50-99 = 100 + 
PE3655-6 6" $37.40 $34.78 $32.16 $29.92 PE3141-6 6" $38.50 $35.81 $33.11 $30.80 
PE3655-12 12" 37.57 34.94 32.31 30.06 PE3141-12 12" 39.00 36.2 33.54 31.20 

- _ PE3655-18 18" 37.74. 35.10 32.46 30.19 PE3141-18 18" 39.50 36.74 33.97 31.60 
PE3655-24 24" 37.91 35.26 32.60 30.33 PE3141-24 24" 40.00 37.20 34.40 32.00 
PE3655-36 36" 38.25 35.57 32.90 30.60 PE3141-36 36" 41.00 38.13 35.26 32.80 
PE3655-48 48" 38.59 35.89 33.19 30.87 PE3141-48 48" 42.00 39.06 36.12 33.60 
PE3655-60 60" 38.93 36.20 33.48 31.14 PE3141-60 60" 43.00 39.99 36.98 34.40 
PE3655-72 72° 39.27 36.52 33.77 31.42 PE3141-72 72" 44.00 40.92 37.84 35.20 
PE3655-XX Any Price Upon Request PE3141-XX Any Price Upon Request 

75 OHM, RG59B/U COAX 50 OHM, RG188A/U COAX ; 

- Model No. Length 1-24 =.25-49 50-99 100 + Model No. Length 1-24 25-49 «= §0-99. «100 + 
PE3380-6 6" $52.80 $49.10 $45.41 $42.24 PE3511-6 6" $37 40 $34.78 $32.16 $29.92 
PE3380-12 12" 52.97 49.26 45.55 42.38 PE3511-12 12" 37.80 35.15 32.51 30.24 
PE3380-18 18” 53.14 49.42 45.70 42.51 PE3511-18 18” 38.20 35.53 32.85 30.56 
PE3380-24 24" 53.31 49.58 45.85 42.65 PE3511-24 24" 38.60 35.90 33.20 30.88 
PE3380-36 36"" 53.65 49.89 46.14 42.92 PE3511-36 36" 39.40 36.64 33.88 31.52 
PE3380-48 48" 53.99 50.21 46.43 43.19 PE3511-48 48" 40.20 37.39 34.57 32.16 
PE3380-60 60" 54.33 50.53 46.72 43.46 PE3511-60 60" 41.00 38.13 35.26 32.80 
PE3380-72 72" 54.67 50.84 47.02 43.74 PE3511-72 7a 41.80 38.87 35.95 33.44 
PE3380-XX Any Price Upon Request PE3511-XX Any Price Upon Request 

93 OHM, RG62A/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-4) 50-99 100 + 
PE3444-6 6" $52.80 $49.10 $45.41 $42.24 PE3347-6 6" $39.60 $36.83 $34. 2 $31.68 
PE3444-12 en 52.97 49.26 45.55 42.38 PE3347-12 12" 40.60 37.76 34.9 32.48 
PE3444-18 18" 53.14 49.42 45.70 42.51 PE3347-18 18" 41.60 38.69 36.78 33.28 
PE3444-24 24" 53.31 49.58 45.85 42.65 PE3347-24 24" 42.60 39.62 36.64 34.08 
PE3444-36 36" 53.65 49.89 46.14 42.92 PE3347-36 36" 44.60 41.48 38.36 35.68 
PE3444-48 48" 53.99 50.21 46.43 43.19 PE3347-48 48" 46.60 43.34 40.08 37.28 
PE3444-60 60" 54.33 50.53 46.72 43.46 PE3347-60 60” 48.60 45.20 41.80 38.88 
PE3444-72 72" 54.67 50.84 47.02 43.74 PE3347-72 fe 50.60 47.06 43.52 40.48 
PE3444-XX Any Price Upon Request PE3347-XX Any Price Upon Request 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, ee ee eee 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 5-49 50-99 100 + 
PE3514-6 6" $39.60 $36.83 $34.06 $31.68 PE3428-6 6" $37.40 Pra $32.16 $29.92 
PE3514-12 12" 40.70 37.85 35.00 32.56 PE3428-12 12" 37.9 35.29 32.64 30.36 
PE3514-18 18" 41.80 38.87 35.95 33.44 PE3428-18 18" 38.50 35.81 33.11 30.380 
PE3514-24 24" 42.90 39.90 36.89 34.32 PE3428-24 24" 39.05 36.32 33.58 31.24 
PE3514-36 36" 45.10 41.94 38.79 36.08 PE3428-36 36" 40.15 37.34 34.53 32.12 
PE3514-48 48" 47.30 43.99 40.68 37.84 PE3428-48 48" 41.25 38.36 35.48 33.00 
PE3514-60 60" 49.50 46.04 42.57 39.60 PE3428-60 60" 42.35 39.39 36.42 33.88 
PE3514-72 72" a5; *51.70 48.08 44.46 41.36 PE3428-72 rg A! 43.45 40.41 37.37 34.76 
PE3514-XX Any Price Upon Request PE3428-XX Any Price Upon Request 

50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3775-6 6" $37.40 $34.78 $32.16 $29.92 PE3515-6 6" $37.40 $34.78 $32.16 $29.92 
PE3775-12 12” 37.57 34,94 32.31 30.06 PE3515-12 tl eg 37.80 35.15 32.51 30.24 
PE3775-18 18" 37.74 35.10 32.46 30.19 PE3515-18 18" 38.20 35.53 32.85 30.56 
PE3775-24 24" 37.91 35.26 32.60 30.33 PE3515-24 24" 38.60 35.90 33.20 30.88 
PE3775-36 36" 38.25 35.57 32.90 30.60 PE3515-36 36" 39.40 36.64 33.88 31.52 
PE3775-48 48" 38.59 35.89 33.19 30.87 PE3515-48 48" 40.20 37.39 34.57 32.16 
PE3775-60 60" 38.93 36.20 33.48 31.14 PE3515-60 60” 41.00 38.13 35.26 32.80 
PE3775-72 72" 39.27 36.52 33.77 31.42 PE3515-72 Li te 41.80 38.87 35.95 33.44 
PE3775-XX Any Price Upon Request PE3515-XX Any Price Upon Request \ 

50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 0-99 100 + = Model No. Length 1-24 25-49 50-99 100 + 
PE3876-6 6" $51.70 $48.08 $44.46 $41.36 PE3987-6 6" $39.60 $36.83 $34.06 $31.68 
PE3876-12 12" 52.10 48.45 44.81 41.68 PE3987-12 12" 40.60 37.76 34.92 32.48 
PE3876-18 18" 52.50 48.83 45.15 42.00 PE3987-18 18" 41.60 38.69 35.78 33.28 
PE3876-24 24" 52.90 49.20 45.49 42.32 PE3987-24 24" 42.60 39.62 36.64 34.08 
PE3876-36 36" 53.70 49.94 46.18 42.96 PE3987-36 36" 44.60 41.48 38.36 35.68 
PE3876-48 48" 54.50 50.69 46.87 43.60 PE3987-48 48" 46.60 43.34 40.08 37.28 
PE3876-60 60" 55.30 51.43 47.56 44.24 PE3987-60 60" 48.60 45.20 41.80 38.88 
PE3876-72 72" 56.10 52.17 48.25 44.88 PE3987-72 Ui re 50.60 47.06 43.52 40.48 
PE3876-XX Any Price Upon Request PE3987-XX Any Price Upon Request 

75 OHM, RG179B/U COAX 50 OHM, RG6400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3858-6 6" $37.40 $34.78 $32.16 $29.92 PE3713-6 6” $39.60 $36.83 $34.06 $31.68 
PE3858-12 12” 37.80 35.15 32.51 30.24 PE3713-12 12" 40.70 37.85 35.00 32.56 
PE3858-18 18" 38.20 35.53 32.85 30.56 PE3713-18 18" 41.80 38.87 35.95 33.44 
PE3858-24 24" 38.60 35.90 33.20 30.88 PE3713-24 24" 42.90 39.90 36.89 34,32 
PE3858-36 36" 39.40 36.64 33.88 31.52 PE3713-36 36" 45.10 41.94 38.79 36.08 
PE3858-48 48" 40.20 37.39 34.57 32.16 PE3713-48 48" 47.30 43.99 40.68 37.84 
PE3858-60 60" 41.00 38.13 35.26 32.80 PE3713-60 60" 49.50 46.04 42.57 39.60 
PE3858-72 rh 3 41.80 38.87 35.95 33.44 PE3713-72 J22 51.70 48.08 44.46 41.36 
PE3858-XX Any Price Upon Request PE3713-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
SMA MALE RIGHT ANGLE TO SMA MALE RIGHT ANGLE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 
PE3819-6 6" $39.60 $36.83 $34.06 
PE3819-12 1 E da 41.10 38.22 35.35 
PE3819-18 18" 42.60 39.62 36.64 
PE3819-24 24" 44.10 41.01 37.93 
PE3819-36 36" 47.10 43.80 40.51 
PE3819-48 | 48" 50.10 46.59 43.09 
PE3819-60 60" 53.10 49.38 45.67 
PE3819-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINU 
Model _No. Length 1-24 25-49 50-99 


PE34208-6 6” $41.80 $38.87 $35.95 
PE34208-12 42” 43.30 40.27 37.24 
PE34208-18 18" 44.80 41.66 38.53 
PE34208-24 24" 46.30 43.06 39.82 
PE34208-36 36" 49.30 45.85 42.40 
PE34208-48 48" 52.30 48.64 44.98 
PE34208-60 60" 55.30 51.43 47.56 
PE34208-XX Any Price Upon Request 


50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Lenath 1-24 25-49 50-99 


PE3417-6 6" $41.80 $38.87 $35.95 

* PE3417-12 12" 43.30 40.27 37.24 
PE3417-18 18" 44.80 41.66 38.53 
PE3417-24 24" 46.30 43.06 39.82 
PE3417-36 36" 49.30 45.85 42.40 
PE3417-48 48" 52.30 48.64 44.98 
PE3417-60 60” 55.30 51.43 47.56 
PE3417-XX Any Price Upon Request 


50 OHM, PE-O47SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 


PE3147-6 6" $66.00 $61.38 $56.76 
PE3147-12 12" 67.50 62.78 58.05 
PE3147-18 ~ ARS 69.00 64.17 59.34 
PE3147-24 24" 70.50 65.57 60.63 
PE3147-36 36" 73.50 68.36 63.21 
PE3147-48 48" 76.50 71.15 65.79 
PE3147-60 60" 79.50 73.94 68.37 
PE3147-XX Any Price Upon Request 


M) 
100 + 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 
PE3259-6 6" $72.60 $67.52 $62.44 
PE3259-12 12" 74.10 68.91 63.73 
PE3259-18 18" 75.60 70.31 65.02 
PE3259-24 24" 77.10 71.70 66.31 
PE3259-36 36" 80.10 74.49 68.89 
PE3259-48 48" 83.10 77.28 71.47 
PE3259-60 60" 86.10 80.07 74.05 
PE3259-XX Any Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 
PE34209-6 6" $72.60 $67.52 $62.44 
PE34209-12 12" 74.10 68.91 63.73 
PE34209-18 18" 75.60 70.31 65.02 
PE34209-24 24" 77.10 71.70 66.31 
PE34209-36 36" 80.10 74.49 68.89 
PE34209-48 48" 83.10 77.28 71.47 
PE34209-60 60" 86.10 -07 74.05 
PE34209-XX Any Price Upon Request 


PE34211-6 6" $132.00 $122.76 $113.52 
PE34211-12 a2" 135.00 125.55 116.10 
PE34211-18 18" 138.00 128.34 118.68 
PE34211-24 24" 141.00 131.13 121.26 
PE34211-36 36" 147.00 136.71 126.42 
PE34211-48 48" 153.00 142.29 131.58 
PE34211-60 60" 159.00 147.87 136.74 
PE34211-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


100 + 
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50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3820-6 6" $40.70 $37.85 $35.00 $32.56 
PE3820-12 sinha 42.20 39.25 36.29 33.76 
PE3820-18 18" 43.70 40.64 37.58 34.96 
PE3820-24 24" 45.20 42.04 38.87 36.16 
PE3820-36 36" 48.20 44.83 41.45 38.56 
PE3820-48 48" 51.20 47.62 44.03 40.96 
PE3820-60 60" 54.20 50.41 46.61 43.36 
PE3820-XX Any Price Upon Request 


50 OHM, PE-SRAOSAL (.085” TINNED eeygen t! 
Model No. Length 1-24 25-49 50-99 100 + 


PE34213-6 6" $44.00 $40.92 $37.84 $35.20 
PE34213-12 225 45.50 42.32 39.13 36.40 
PE34213-18 18" 47.00 43.71 40.42 37.60 
PE34213-24 24" 48.50 45.11 41.71 38.80 
PE34213-36 36" 51.50 47.90 44.29 41.20 
PE34213-48 48" 54.50 50.69 46.87 43.60 
PE34213-60 60" 57.50 53.48 49.45 46.00 
PE34213-XX Any Price Upon Request 

50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model _No. Length 1-24 = 25-49 = 50-99 100 + 
PE3646-6 6" $44.00 $40.92 $37.84 $35.20 
PE3646-12 12" 45.50 42.32 - 39.13 36.40 
PE3646-18 18” 47.00 43.71 40.42 37.60 
PE3646-24 24" 48.50 45.11 41.71 38.80 
PE3646-36 36" 51.50 47.90 44.29 41.20 
PE3646-48 48" 54.50 50.69 46.87 43.60 
PE3646-60 60” 57.50 53.48 49.45 46.00 
PE3646-XX Any Price Upon Request 


50 OHM, RG401/U (.250” BARE agi 


Model — No. Length 1-24 25-49 99 100 + 
PE34223-6 6" $132.00 $122.76 ue 52 $105.60 
PE34223-12 a2” 135.00 125.55 116.10 108.00 
PE34223-18 18" 138.00 128.34 118.68 110.40 
PE34223-24 24" 141.00 131.13 121.26 112.80 
PE34223-36 36" 147.00 136.71 126.42 117.60 
PE34223-48 48" 153.00 142.29 131.58 122.40 
PE34223-60. 60" 159.00 147.87 136.74 127.20 
PE34223-XX Any Price Upon Request 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. = Length 1-24 25-49 50-99 100 + 


PE34215-6 6" $143.00 $132.99 $122.98 $114.40 
PE34215-12 12” 146.00 135.78 125.56 116.80 
PE34215-18 18" 149.00 138.57 128.14 119.20 
PE34215-24 24” 152.00 141.36 130.72 121.60 
PE34215-36 36" 158.00 146.94 135.88 126.40 
PE34215-48 48" 164.00 152.52 141.04 131.20 
PE34215-60 60" 170.00 158.10 146.20 136.00 
PE34215-XX Any Price Upon Request 


50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model_No. Length 1-24 25-49 50-99 100 + 


PE34217-6 6" $143.00 $132.99 $122.98 $114.40 
PE34217-12 a2" 146.00 135.78 125.56 116.80 
PE34217-18 18" 149.00 138.57 128.14 119.20 
PE34217-24 24" 152.00 141.36 130.72 121.60 
PE34217-36 36" 158.00 146.94 135.88 126.40 
PE34217-48 48” 164.00 152.52 141.04 131.20 
PE34217-60 60" 170.00 158.10 146.20 136.00 
PE34217-XX Any Price Upon Request 


50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34219-6 6" $110.00 $102.30 $94.60 $88.00 
PE34219-12 12" 111.50 103.70 95.89 89.20 
PE34219-18 18” 113.00 105.09 97.18 90.40 
PE34219-24 24" 114.50 106.49 98.47 91.60 
PE34219-36 36" 117.50 109.28 101.05 94.00 
PE34219-48 48" 120.50 112.07 103.63 96.40 
PE34219-60 60" 123.50 114.86 106.21 98.80 
PE34219-XX Any Price Upon Request 


IRVINE, CA 92623-6759 U.S.A. 
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53.5 OHM, vorscamialer rede sere rar 


Model No. Length 1:24 =. 25-49 
PE3093-6 6" $40.70 $37.85 we - 
PE3093-12 12° 41.00 38.13 35.26 
PE3093-18 18" 41.30 38.41 35.52 
PE3093-24 24" 41.60 38.69 35.78 
PE3093-36 36" 42.20 39.25 36.29 
PE3093-48 48" 42.80 39.80 36.81 
PE3093-60 60" 43.40 40.36 37.32 
PE3093-72 72" 44.00 40.92 37.84 
PE3093-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3078-6 6" $35.20 $32.74 $30.27 
PE3078-12 bt 35.37 32.89 30.4; 

.  PE3078-18 18" 35.54 33.05 30.56 
PE3078-24 24" 35572 33.21 30.71 
PE3078-36 36" 36.05 33.53 31.00 
PE3078-48 48” 36.39 33.84 31.30 
PE3078-60 60" 36.73 34.16 31.59 
PE3078-72 72° 37.07 34.48 31.88 
PE3078-XX Any Price Upon Request 

75 OHM, RGSSB/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3333-6 6" $47.30 $43.99 $40.68 
PE3333-12 12" 47.47 44.15 40. 
PE3333-18 18" 47.64 44.31 40.97 
PE3333-24 24" 47.81 44.46 41.12 
PE3333-36 36" 48.15 | 44.78 41.41 
PE3333-48 48” 48.49 45.10 41.70 
PE3333-60 60” 48.83 45.41 41.99 
PE3333-72 72" 49.17 45.73 42.29 
PE3333~-XX Any Price Upon Request 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-4 50-99 
PE3405-6 6" $47.30 $43.99 $40.68 
PE3405-12 125 47.47 44.15 40.82 
PE3405-18 18" 47.64 44.31 40.97 
PE3405-24 24" 47.81 44.46 41.12 
PE3405-36 36" 48.15 44.78 41.41 
PE3405-48 48" 48.49 45.10 41.70 
PE3405-60 60" . 48.83 45.41 41.99 
PE3405-72 tf see 49.17 45.73 42.29 
PE3405-XX Any Price Upon Request 
50 CHM, RG1A28/0 COAX, DOUBLE SINELDED 
Model No. Length 1-24 25-49 0-99 
PE3611-6 6" $37.40 - $34.78 aris 
PE3611-12 12" 38.5 35.81 33.1 
PE3611-18 18” 39.60 36.83 34.06 
PE3611-24 24" 40.70 37.85 35.00 
PE3611-36 36" 42.90 39.90 36.89 
PE3611-48 48" 45.10 41.94 38.79 
PE3611-60 60" 47.30 43.99 40.68 
PE3611-72 72" 49.50 46.04 42.57 
PE3611-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3715-6 s $35.20 $32.74 $30.27 
PE3715-12 12° 35.31 32.84 30.37 
PE3715-18 18" 35.42 32.94 30.46 
PE3715-24 24" 35.53 33.04 30.56 
PE3715-36 36" 35.75 33.25 30.75 
PE3715-48 48" 35.97 33.45 30.93 
PE3715-60 60" 36.19 33.66 31.12 
PE3715-72 72” 36.41 33.86 31.31 
PE3715-XX Any Price Upon Request 
50 OHM, roel ase ange 
Model No. Length 1-24 25-4 50-99 
PE3056-6 2 $48.40 ea $41.62 
PE3056-12 ae 48.80 45.38 41.97 
PE3056-18 18" 49.20 45.76 42.31 
PE3056-24 24" 49.60 46.13 42.66 
PE3056-36 36" 50.40 46.87 43.34 
PE3056-48 48" 51.20 47.62 44.03 
PE3056-60 60" 52.00 48.36 44.72 
PE3056-72 72" 52.80 49.10 45.41 
PE3056-XX Any Price Upon Request 


SMA MALE TO SMA FEMALE 


75 OHM, RG179B/U COAX 
Model No. Length 1-24- 25-49 50-99 
PE3102-6 6" $35.20 $32.74 $30.27 
PE3102-12 vibe 35.60 33.11 30.62 
PE3102-18 18" 36.00 33.48 30.96 
PE3102-24 24" 36.40 33.85 31.30 
PE3102-36 36" 37.20 34.60 31.99 
PE3102-48 48" 38.00 35.34 32.68 
PE3102-60 60" 38.80 36.08 33.37 
PE3102-72 Vi ome 39.60 36.83 34.06 
PE3102-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 = 25-49 = §0-99 
PE3706-6 6" $35.20 $32.74 $30.27 
PE3706-12 12" 35.60 33.11 30.62 
PE3706-18 18" 36.00 33.48 30.96 
PE3706-24 24" 36.40 33.85 31.30 
PE3706-36 36" 37.20 34.60 31.99 
PE3706-48 48" 38.00 35.34 32.68 
PE3706-60 60" 38.80 36.08 33.37 
PE3706-72 72” 39.60 36.83 34.06 
PE3706-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE3697-6 6" $35.20 .$32.74 $30.27 ~ 
PE3697-12 i 35.75 33.25 30 
PE3697-18 18" 36.30 33.76 31.22 
PE3697-24 24” 36.85 34.27 31.69 
PE3697-36 36" 37.95 35.29 32.64 
PE3697-48 48" 39.05 36.32 33.58 
PE3697-60 60” 40.15 37.34 34.53 
PE3697-72 ig 41.25 38.36 35. 
PE3697-XX Any Price Upon Request 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3832-6 6" , $35.20 $32.74 | $30.27 
PE3832-12 iY a 35.60 33.11 30.62 
PE3832-18 18" 36.00 33.48 30.96 
PE3832-24 24" 36.40 33.85 31.30 
PE3832-36 36" 37.20 34.60 31.99 
PE3832-48 48” 38.00 35.34 32.68 
PE3832-60 60" 38.80 36,08 33.37 
PE3832-72 Ve dee 39.60 36.83 34.06 
PE3832-XX Any Price Upon Request 
50 OHM, BARS Ok ee ee ee 
Model No. Lenath 1-24 25-49 50-99 
PE3171-6 6" $37.40 $34.78 $32.16 
PE3171-12 12" 38.40 35.71 33.02 
PE3171-18 18” 39.40 36.64 33.88 
PE3171-24 24" 40.40 37.57 34.74 
PE3171-36 36" 42.40 39.43 36.46 
PE3171-48 48" 44.40 41.29 38.18 
PE3171-60 60" 46.40 43.15 39.90 
PE3171-72 72" 48.40 45.01 41.62 
PE3171-XX Any Price Upon Reques 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-4) 50-99 
PE3864-6 6" $37.40 $34.78 $32.16 
PE3864-12 i” 38.50 35.81 33.11 
PE3864-18 18" 39.60 36.83 34.06 
PE3864-24 24" 40.70 37.85 35.00 
PE3864-36 36" 42.90 39.90 36.89 
PE3864-48 48” 45.10 41.94 38.79 
PE3864-60 60" 47.30 43.99 40.68 
PE3864-72 72" 49.50 46.04 42.57 
PE3864-XX Any Price Upon Request 
50 OHM, PE-142LL, LOW LOSS 
DOUBLE SHIELDED COAX 
Model No. Length 1-24 25-49 50-99 
PE3160-6 6" $48.40 $45.01 $41.62 
PE3160-12 12" 49.90 46.41 42.91 
PE3160-18 18" 51.40° 47.80 44.20 
PE3160-24 24" 52.90 49.20 45.49 
PE3160-36 36" 55.90 51.99 48.07 
PE3160-48 48" 58.90 54.78 50.65 
PE3160-60 60” 61.90 57.57 53.23 
PE3160-72 72" 64.90 60.36 55.81 
PE3160-XX Any Price Upon Request 
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50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 - 25-49 50-99 
PE3823-6 6" $23.10 $21.48 $19.87 
PE3823-12 12" 24.60 22.88 21.16 
PE3823-18 18" 26.10 24.27 22.45 
PE3823-24 24" 27.60 25.67 23.74 
PE3823-36 36" 30.60 28.46 26.32 
PE3823-48 48" 33.60 31.25 28.90 
PE3823-60 60" 36.60 34.04 31.48 
PE3823-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. = Length 2-28 .. 25-49... §0-99 
f PE34235-6 6" $26.40 $24.55 $22.70 
PE34235-12 12" 27.90 25.95 23.99 
PE34235-18 18" 29.40 27.34 25.28 
PE34235-24 24" 30.90 28.74 26.57 
PE34235-36 36" 33.90 31.53 29.15 
PE34235-48 . 48" 36.90 34,32 31.73 
PE34235-60 60” 39.90 37.11 34.31 
PE34235-XX Any Price Upon Request 
50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 
PE3443-6 6" $26.40 $24.55 $22.70- 
PE3443-12 12" 27.90 25.95 23.99 
PE3443-18 18" 29.40 27.34 25.28 
PE3443-24 24" 30.90 28.74 26.57 
PE3443-36 36" 33.90 31.53 29.15 
PE3443-48 438" 36.90 34.32 31.73 
PE3443-60 60" 39.90 37.11 34.31 
PE3443-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 =.25-49 50-99 
PE3188-6 6" $41.80 $38.87 $35.95 
PE3188-12 hb dag 43.30 40.27 37.24 
PE3188-18 18" 44.80 41.66 38.53 
PE3188-24 24" 46.30 43.06 39.82 
PE3188-36 36" 49.30 45.85 42.40 
PE3188-48 48" 52.30 48.64 44.98 
PE3188-60 60" 55.30 51.43 47.56 
PE3188-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model No. Length 1-2 25-49 50-99 
PE3253-6 6" $44.00 $40.92 $37.84 
PE3253-12 ld 45.50 42.32 39.13 
PE3253-18 18" 47.00 43.71 40.42 
PE3253-24 24" 48.50 45.11 41.71 
PE3253-36 36" 51.50 47.90 44.29 
PE3253-48 48" 54.50 50.69 46.87 
PE3253-60 60" 57.50 53.48 49.45 
PE3253-XX Any Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 
PE34228-6 6" $44.00 $40.92 $37.84 
PE34228-12 oF a 45.50 42.32 39.13 
PE34228-18 18" 47.00 43.71 40.42 
PE34228-24 24" 48.50 45.11 41.71 
PE34228-36 36" 51.50 47.90 44.29 
PE34228-48 48" 54.50 50.69 46.87 
PE34228-60 60" 57.50 53.48 49.45 
PE34228-XX Any Price Upon Request 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 
PE34224-6 6" $93.50 $86.96 $80.41 
PE34224-12 12% 96.50 89.75 82.99 
PE34224-18 18" 99.50 92.54 85.57 
PE34224-24 24" 102.50 95.33 88.15 
PE34224-36 36" 108.50 100.91 93.31 
PE34224-48 48" 114.50 106.49 98.47 
PE34224-60 60" 120.50 112.07 103.63 
PE34224-XX Any Price Upon Request 


50 OHM, RG405/U (.085” BARE COPPER) 


Model _ No. Lenath 1-24 25-49 50-99 100 + 
PE3824-6 6" $24.20 $22.51 $20.81 $19.36 
PE3824-12 12" 25.70 23.90 22.10 20.56 
PE3824-18 18” 27.20 ~- 25.30 23.39 21.76 
PE3824-24 24" 28.70 26.69 24.68 22.96 
PE3824-36 36" 31.70 29.48 27.26 25.36 
PE3824-48 48" 34.70 32.27 29.84 27.76 
PE3824-60 60" 37.70 35.06 32.42 30.16 
PE3824-XX Any Price Upon Request 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 

Model __No. Length 1-24 25-49 50-99 100 + 
PE34237-6 6" $27.50 $25.58 $23.65 $22.00 
PE34237-12 12" 29.00 26.97 24.94 23.20 
PE34237-18 18" 30.50 28.37 26.23 24.40 
PE34237-24 24" 32.00 29.76 27.52 25.60 
PE34237-36 36" 35.00 32.55 30.10 28.00 
PE34237-48 48" 38.00 35.34 32.68 30.40 
PE34237-60 60" 41.00 38.13 35.26 32.80 
PE34237-XX Any Price Upon Request 

50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Lenath 1-24 25-49 50-99 100 + 
PE3651-6 6” $27.50 $25.58 $23.65 $22.00 
PE3651-12 12" 29.00 26.97 24.94 23.20 
PE3651-18 18” 30.50 28.37 26.23 24.40 
PE3651-24 24" 32.00 29.76 27.52 25.60 
PE3651-36 36" 35.00 32.55 30.10 28.00 
PE3651-48 48” 38.00 35.34 32.68 30.40 
PE3651-60 60" 41.00 38.13 35.26 32.80 
PE3651-XX Any Price Upon Request 

50 OHM, 2G401/U (.250” BARE COPPER) 
Model__No. Length 1-24 25-49 50-99 100 + 
PE33896-6 6" $99.00 $92.07 $85.14 - $79.20 
PE33896-12 12” 102.00 94.86 87.72 81.60 
PE33896-18 18" 105.00 97.65 90.30 84.00 
PE33896-24 24" 108.00 100.44 92.88 86.40 
PE33896-36 36" 114.00 106.02 98.04 91.20 
PE33896-48 48" 120.00 111.60 103.20 96.00 
PE33896-60 60" 126.00 117.18 108.36 100.80 
PE33896-XX Any Price Upon Request 
50 OHM, PE-SR491AL (.250” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34230-6 6" 04.50 $97.19 $89.87 $83.60 
PE34230-12 12% 07.50 99.98 92.45 86.00 
PE34230-18 18" 110.50 102.77 95.03 88.40 
PE34230-24 24" 113.50 105.56 97.61 90.80 
PE34230-36 36" 119.50 111.14 102.77 95.60 
PE34230-48 48” 125.50 116.72 107.93 100.40 
PE34230-60 60" . 131.50 122.30 113.09 105.20 
PE34230-XX Any Price Upon Request 

50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model _ No. Length 1-24 25-49 50-99 100 + 
PE34233-6 6" $104.50 $97.19 $89.87 $83.60 
PE34233-12 325 107.50 99.98 92.45 86.00 
PE34233-18 18” 110.50 102.77 95.03 88.40 
PE34233-24 24" 113.50 ° 105.56 97.61 90.80 
PE34233-36 36" 119.50 111.14 102.77 95.60 
PE34233-48 48" 125.50 116.72 107.93 100.40 
PE34233-60 60" 131.50 122.30 113.09 105.20 
PE34233-XX Any Price Upon Request 

50 OHM, PE-034SR (.034” BARE Lapislee. 

Model _ No. Length 1-24 25-49 100 + 
PE34226-6 6" $77.00 $71.61 ig $61.60 
PE34226-12 12 78.50 73.01 67.51 62.80 
PE34226-18 18" 80.00 74.40 68.80 64.00 
PE34226-24 24" 81.50 75.80 70.09 65.20 
PE34226-36 36" 84.50 78.59 = -72.67 67.60 
PE34226-48 48" 87.50 81.38 75.25 70.00 
PE34226-60 60” 90.50 84.17 77.83 72.40 
PE34226-XX Any Price Upon Request 
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53.5 OHM, RGSSB/U DOUBLE ees 75 OHM, RG179B/U COAX 
Model No. Length 1-24 5-49 50-99 100+ Model No. Length 1-24 = -25-4 50-99 
PE3940-6 6" $42.90 $39.90 $36.89 $34.32 PE3967-6 6" $37.40 $34.78 $32.16 
PE3940-12 12" 43.20 40.18 37.15 34.56 PE3967-12 2% 37. 35.15 32.51 
PE3940-18 . 18" 43.50 40.46 37.41 34.80 PE3967-18 18" 38.20 35.53 32.85 
PE3940-24 24" 43.80 40.73 37.67 35.04 PE3967-24 24" 38.60 35.90 33.20 
PE3940-36 36" 44.40 41.29 38.18 35.52 PE3967-36 36" 39.40 36.64 33.88 
PE3940-48 48" 45.00 41.85 38.70 36.00. PE3967-48 48" 40.20 37.39 34.57 
PE3940-60 60" 45.60 42.41 39.22 36.48 PE3967-60 60" 41.00 38.13 35.26 
PE3940-72 72" 46.20 42.97 39.73 36.96 PE3967-72 fee 41.80 38.87 35.95 
PE3940-XX Any Price Upon Request PE3967-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 «25-49. 50-99 100+ Model No. Length 1-24 . 25-49 50-99 
PE3956-6 6" $37.40 $34.78 $32.16 $29.92 PE3051-6 6" $37.40 $34.78 $32.16 
PE3956-12 12" 37.57 34.94° 32.31 30.06 PE3051-12 2» ed 37. 35.15 32.51 
PE3956-18 18" 37.74 35.10 32.46 30.19 PE3051-18 18" 38.20 35.53 32.85 
PE3956-24 24" 37.91 35.26 32.60 30.33 PE3051-24 24" 38.60 35.90 33.20 
PE3956-36 36” 38.25 35.57 32.90 30.60 PE3051-36 36" 39.40 36.64 33.88 
PE3956-48 48" 38.59 35.89 33.19 30.87 PE3051-48 48" 40.20 37.39 34.57 
PE3956-60 60" 38.93 36.20 33.48 31.14 PE3051-60 60" 41.00 38.13 35.26 ¢ 
PE3956-72 72" 39.27 36.52 33.77 31.42 PE3051-72 72" 41.80 38.87 35.95 
PE3956-XX Any Price Upon Request . PE3051-XX Any Price Upon Request 
75 OHM, RGSSB/U COAX pe 50 OHM, RG223/U COAX, DOUBLE SHIELDED - 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 550-99 
PE3871-6 6" $52.80 $49.10 $45.41 $42.24 PE3553-6 6" $37.40 $34.78 $32.16 
PE3871-12 12" 52.97 49.26 45.55 42.38 PE3553-12 12" 37.9 35.29 32.64 
PE3871-18 18" 53.14 49.42 45.70 42.51 PE3553-18 18" 38.50 35.81 33.11 
PE3871-24 24" 53.31 49.58 45.85 42.65 PE3553-24 24" 39.05 36.32 33.58 
PE3871-36 36" 53.65 49.89 46.14 42.92 PE3553-36 36" 40.15 37.34 34.53 
PE3871-48 4s” 53.99 50.21 46.43 43.19 PE3553-48 48" 41.25 38.36 35.48 
PE3871-60 60" 54.33 50.53 46.72 43.46 PE3553-60 60" 42.35 39.39 36.42 
PE3871-72 72" 54.67 50.84 47.02 43.74 PE3553-72 72" 43.45 40.41 37.37 
PE3871-XX Any Price Upon Request PE3553~-XX Any Price Upon Request 
$3 OHM, RG62A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3806-6 6" $52.80 $49.10 $45.41 $42.24 PE3835-6 6" $37.40 $34.78 $32.16 
PE3806-12 12" 52.97 49.26 45.55 42.38 PE3835-12 12% 37.80 35.15 32.51 
PE3806-18 18" 53.14 49.42 45.70 42.51 PE3835-18 18" 38.20 35.53 32.85 
PE3806-24 24" 53.31 49.58 45.85 42.65 PE3835-24 24" 38.60 35.90 33.20 
PE3806-36 36" 53.65 49.89 46.14 42.92 PE3835-36 36" 39.40 36.64 33.88 
PE3806-48 4s" 53.99 50.21 46.43 43.19 PE3835-48 48" 40.20 37.39 34.57 
PE3306-60 60” 54.33 50.53 46.72 43.46 PE3835-60 60" 41.00 38.13 35.26 
PE3806-72 72" 54.67 50.84 47.02 43.74 PE3835-72 v2 41.80 38.87 35.95 
PE3806 -XX Any Price Upon Request PE3835~-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3494-6 6" $39.60 $36.83 $34.06 $31.68 PE3973-6 6" $39.60 $36.83 $34.06 
PE3494-12 12" 40.70 37.85 35.00 32.56 PE3973-12 ib a 40.60 37.76 34.92 
PE3494-18 18" 41.80 38.87 35.95 33.44 PE3973-18 18" 41.60 38.69 35.78 
PE3494-24 24" 42.90 439.90 36.89. 34.32 PE3973-24 24" 42.60 39.62 36.64 
PE3494-36 36" 45.10 41.94 38.79 36.08 PE3973-36 36" 44.60 41.48 38.36 
PE3494-48 48" 47.30 43.99 40.68 37.84 PE3973-48 48" 46.60 43.34 40.08 
PE3494-60 60" 49.50 46.04 42.57 39.60 PE3973-60 60" 48.60 45.20 41.80 
PE3494-72 72" 51.70 48.08 44.46 41.36 PE3973-72 12? 50.60 47.06 43.52 
PE3494-XX Any Price Upon Request PE3973-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model Wo. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 = §0-99 
PE3184-6 6" $37.40 $34.78 $32.16 $29.92 PE3924-6 6" $39.60 $36.83 $34.06 
PE3184-12 12" 37.51 34.88 32.26 30.01 PE3924-12 12" 40.70 37. 35.00 
PE3184-18 18" 37.62 34.99 32.35 30.10 PE3924-18 18” 41.80 38.87 35.95 
PE3184-24 24" 37.73 35.09 32.45 30.18 PE3924-24 24" 42.90 39.90 36.89 
PE3184-36 36" 37.95 35.29 32.64 30.36 PE3924-36 36" 45.10 41.94 38.79 
PE3184-48 438" 38.17 35.50 32.83 30.54 PE3924-48 48" 47.30 43.99 40.68 
PE3184-60 60" 38.39 35.70 33.02 30.71 PE3924-60 60" 49.50 46.04 42.57 
PE3184-72 72" 38.61 35.91 33.20 30.89 PE3924-72 72" 51.70 48.08 44.46 
PE3184-XX Any Price Upon Request PE3924-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, PE-142LL, LOW LOSS 
Model Wo Length 1-24 «625-49 50-99 100 + | DOUBLE SHIELDED COAX 
PE3959-6 6° $51.70 $48.08 $44.46 $41.36 Model No. Length 1-24 25-4! 50-99 
PE3959-12 12" 52.10 48.45 44.81 41.68 PE3799-6 6" $51.70 $48.08 | $44.46 
PE3959-18 18 52.50 48.83 45.15 42.00 PE3799-12 12" 53.20 49-48 45.75 
PE3959-24 24" 52.90 49.20 45.49 42.32 PE3799-18 18" 54.70 50.87 47.04 
PE3959- 36 36". 53-70. 49.94 46.18. 42.96 PE3799-24 24" 56.20 52.27 48.33 
PE3959-48 48" 54.50 50.69 46 .87 43.60 PE3799-36 36" 59.20 55.06 50.91 
PE3959-60 60" 55.30 51.43 47.56 44.24 PE3799-48 48" 62.20. 57.85 53.49 
PE3959-72 72° 56.10 52.17 48.25. 44-88 PE3799-60 60" 65.20 60.64 56.07 
PE3959-XX Any Price Upon Request PE3799-72 72" 68.20 63.43 58.65 
PE3799-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CO 


Ni Ale ea Rb Ny NR NE EN Ve Ro me eg RS 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


SMA MALE TO SMA FEMALE BULKHEAD 


100 + 
$26.40 
27.60 
28.80 
30.00 
32.40 
34.80 
37.20 


100 + 


USE MOUNTING HOLE B02 ON PAGE 196 
50 OHM, R6402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. + Length 1-24 25-49 50-99 
PE3825-6 6" $29.70 $27.62 $25.54 $23.76 PE3826-6 6" $30.80. $28.64 $26.49 
PE3825-12 CW lag 31.20 29.02 26.8 24.96 PE3826-12 42" 32.30 30.04 27.78 
PE3825-18 18" 32.70 30.41 28.12 26.16 PE3826-18 18" 33.80 31.43 29.07 
PE3825-24 24" 34.20 31.81 29.41 27.36 PE3826-24 24" 35.30 32.83 30.36 
PE3825-36 36" 37.20 34.60 31.99 29.76 PE3826-36 36" 38.30 35.62 32.94 
PE3825-48 48" 40.20 37.39 34.57 32.16 PE3826-48 48" 41.30 38.41 35.52 
PE3825-60 60" 43.20 40.18 37.15 34.56 PE3826-60 60" 44.30 41.20 38.10 
PE3825-XX Any Price Upon Request PE3826-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model__No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 
PE34252-6 6" $31.90 $29.67 $27.43 $25.52 PE34254-6 6" $33.00 $30.69 $28.38 
PE34252-12 12" 33.40 31.06 = 28.7 26.72 PE34254-12 12" 34.50 32.09 29.67 
PE34252-18 18" 34.90 32.46 30.01 27.92 PE34254-18 18" 36.00 33.48 30.96 
PE34252-24 24" 36.40 33.85 31.30 29.12 PE34254-24 24" 37.50 34.88 32.25 
PE34252-36 36". 39.40 36.64 33.88 31.52 PE34254-36 36" 40.50 37.67 34.83 
PE34252-48 48" 42.40 39.43 36.46 33.92 PE34254-48 48" 43.50 40.46 37.41 
PE34252-60 60" 45.40 42.22 39.04 36.32 PE34254-60 60" 46.50 43.25 39.99 
PE34252-XX Any Price Upon Request PE34254-XX Any Price Upon Request 
50 OHM, PE-SR402FL (.141” RE-SHAPABLE) \50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3468-6 6" $31.90 $29.67 $27.43 $25.52 PE3961-6 6" $33.00 $30.69 $28.38 
PE3468-12 32% 33.40 31.06 28.72 26.72 PE3961-12 12h 34.50 32.09 29.67 
PE3468-18 18" . 34.90 32.46 30.01 27.92 PE3961-18 18" 36.00 33.48 30.96 
PE3468-24 24" - 36.40 33.85 31.30 29.12 PE3961-24 24" 37.50 34.88 32.25 
PE3468-36 36" 39.40 36.64 33.88 31.52 PE3961-36 36" 40.50 37.67 34.83 
PE3468-48 48" 42.40 39.43 36.46 33.92 PE3961-48 48" 43.50 40.46 37.41 
PE3468-60 60" 45.40 42.22 39.04 36.32 PE3961-60 60” 46.50 43.25 39.99 
PE3468-XX Any Price Upon Request PE3961-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) i OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model Length 1-24 25-49 50-99 
PE3531-6 6" $48.40 $45.01 $41.62 $38.72 PE34256- e 6" $110.00 $102.30 $94.60 
PE3531-12 12" 49.90 46.41 42.91 39.92 PE34256-12 12" 113.00 105.09 97.18 
PE3531-18 18" 51.40 47.80 44.20 41.12 PE34256-18 18" 116.00 107.88 99.76 
PE3531-24 24" 52.90 49.20 45.49 42.32 PE34256-24 24" 119.00 110.67 102.34 
PE3531-36 36" 55.90 51.99 48.07 44.72 PE34256-36 36" 125.00 116.25 107.50 
PE3531-48 48" 58.90 54.78 50.65 47.12 PE34256-48 48" 131.00 121.83 112.66 
PE3531-60 60" 61.90 57.57 53.23 49.52 PE34256-60 60" 137.00 127.41 117.82 
PE3531-XX _ Any Price Upon Request PE34256-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length “1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 
PE3382-6 6" $51.70 $48.08 $44.46 $41.36 PE34247-6 6" $115.50 $107.42 $99.33 
PE3382-12 12" 53.20 49.48 45.75 42.56 PE34247-12 iz 118.50 110.21 101.91 
PE3382-18 18" 54.70 50.87 47.04 43.76 PE34247-18 18" 121.50 113.00 104.49 
PE3382-24 24" 56.20 52.27 48.33 44.96 PE34247-24 24" 124.50 115.79 107.07 
PE3382-36 36" 59.20 55.06 50.91 47.36 PE34247-36 36" 130.50 121.37 112.23 
PE3382-48 48" 62.20 57.85 53.49 49.76 PE34247-48 48" 136.50 126.95 117.39 
PE3382-60 60" 65.20 60.64 56.07 52.16 PE34247-60 60" 142.50 132.53 122.55 
PE3382-XX Any Price Upon Request PE34247-XX Any Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE34245-6 6" $51.70 $48.08 $44.46 $41.36 PE34249-6 6" $115.50 $107.42 $99.33 
PE34245-12 12" 53.20 49.48 45.75 42.56 PE34249-12 1 Je 118.50 110.21 101.91 
PE34245-18 18” 54.70 50.87 47.04 43.76 PE34249-18 18" 121.50 113.00 104.49 
PE34245-24 24" 56.20 52.27 48.33 44.96 PE34249-24 24" 124.50 115.79 107.07 
PE34245-36 36” 59.20 55.06 50.91 47.36 PE34249-36 36” 130.50 121.37 112.23 
PE34245-48 48" 62.20 57.85 53.49 49.76 PE34249-48 48" 136.50 126.95 117.39 
PE34245-60 60" 65.20 60.64 56.07 52.16 PE34249-60 60" 142.50 132.53 122.55 
PE34245-XX Any Price Upon Request PE34249-XX Any Price Upon Request 
50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length | 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49. 50-99 
PE34241-6 "$104.50 $97.19 $89.87 $83.60 PE34243-6 6" $88.00 $81.84 $75.68 
PE34241-12 12 107.50 99.98 92.45 86.00 PE34243-12 12" 89.50 83.24 76.97 
PE34241-18 18” 110.50 102.77 95.03 88.40 PE34243-18 18" 91.00 84.63 78.26 
PE34241-24 24" 113.50 105.56 97.61 90.80 PE34243-24 24" 92.50 86.03 79.55 
PE34241-36 36" 119.50 111.14 102.77 95.60 PE34243-36 36" 95.50 88.82 82.13 
PE34241-48 48” 125.50 116.72 107.93 100.40 PE34243-48 48" 98.50 91.61 84.71 
PE34241-60 60" 131.50 - 122.30 113.09 105.20 PE34243-60 60" 101.50 94.40 87.29 
Any Price Upon Request PE34243-XX Any Price Upon Request 


PE34241-XX 
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PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 


U.S.A. 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


USE MOUNTING HOLE B02 ON PAGE 196 


50 OHM, RGS8C/U COAX 50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3156-6 6" $37.40 $34.78 . $32.16 $29.92 PE34179-6 6" $39.60 $36.83 $34.06 $31.68 
PE3156-12 12" 37.57 34.94 32.31 30.06 PE34179-12 12" 40.60 37.76 34.92 32.48 
PE3156-18 18" 37.74 35.10 32.46 30.19 PE34179-18 18" 41.60 38.69 35.78 33.28 
PE3156-24 24" 37.91 35.26 32.60 30.33 PE34179-24 24” 42.60 39.62 36.64 34.08 
PE3156-36 36" 38.25 35.57 32.90 30.60 PE34179-36 36" 44.60 41.48 38.36 35.68 : 
PE3156-48 48" 38.59 35.89 33.19 30.87 PE34179-48 48" 46.60 43.34 40.08 37.28 “ 
PE3156-60 60" 38.93 36.20 33.48 31.14 PE34179-60 60" 48.60 45.20 41.80 38.88 ; 
PE3156-72 72" 39.27 36.52 33.77 31.42 PE34179-72 12 50.60 47.06 43.52 40.48 “4 
PE3156-XX Any Price Upon Request : PE34179-XX Any Price Upon Request 
75 OHM, RGS9B/U COAX 50 OHM, RG196A/U COAX : 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + t 
PE34160-6 6" $52.80 $49.10 $45.41 $42.24 PE34141-6 6" $51.70 $48.08 $44.46 $41.36 
PE34160-12 12" 52.97 49.26 45.55 42.38 PE34141-12 12" 52.10 48.45 44.81 41.68 
PE34160-18 18" 53.14 49.42 45.70 42.51 PE34141-18 18" 52.50 48.83 45.15 42.00 
PE34160-24 24" 53.31 49.58 45.85 42.65 PE34141-24 24" 52.90 49.20 45.49 42.32 
PE34160-36 36" 53.65 49.89 46.14 42.92 PE34141-36 36" 53.70 49.94 46.18 42.96 
PE34160-48 48" 53.99 50.21 46.43 43.19 PE34141-48 48" 54.50 50.69 46 .87 43.60 
PE34160-60 60" 54.33 50.53 46.72 43.46 PE34141-60 60" 55.30 51.43 47.56 44.24 
PE34160-72 72" 54.67 50.84 47.02 43.74 PE34141-72 j2" 56.10 52.17 48.25/ 44.88 
PE34160-XX Any Price Upon Request PE34141-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 + 
PE3759-6 6" . $39.60 $36.83 $34.06 $31.68 : PE3800-6 6" $37.40 $34.78 $32.16 $29.92 
PE3759-12 i7* 40.70 37.85 35.00 32.56 PE3800-12 12” 37.95 35.29 32.64 30.36 
PE3759-18 18" 41.80 38.87 35.95 33.44 PE3800-18 18" 38.50 35.81 33.11 30.80 
PE3759-24 24" 42.90 39.90 36.89 34.32 PE3800-24 24" 39.05 36.32 33.58 31.24 ‘ 
PE3759-36 36" 45.10 41.94 38.79 36.08 PE3800-36 36" 40.15 37.34 34.53 32.12 
PE3759-48 438" 47.30 43.99 40.68 37.84 PE3800-48 48" 41.25 38.36 35.48 33.00 
PE3759-60 60" 49.50 46.04 42.57 39.60 PE3800-60 60" 42.35 39.39 36.42 33.88 7 
PE3759-72 72" 51.70 48.08 44.46 41.36 PE3800-72 72" 43.45 40.41 37.37 34.76 
PE3759-XX Any Price Upon Request PE3800-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3149-6 6" $37.40 $34.78 $32.16 $29.92 PE3836-6 6" $37.40 $34.78 $32.16 $29.92 
PE3149-12 12" $751 34.88 32.26 30.01 PE3836-12 12" 37.80 35.15 32.51 30.24 
PE3149-18 18" 37.62 34.99 32.35 30.10 PE3836-18 18" 38.20 35.53 32.85 30.56 
PE3149-24 24" 37.73 35.09 32.45 30.18 PE3836-24 24" 38.60 35.90 33.20 30.88 
PE3149-36 36" 37.95 35.29 32.64 30. 36 PE3836-36 36" 39.40 36.64 33.88 31.52 
PE3149-48 48" 38.17 35.50 32.83 30.54 PE3836-48 48" 40.20 37.39 34.57 32.16 
PE3149-60 60" 38.39 35.70 33.02 30.71 PE3836-60 60" 41.00 38.13 35.26 32.80 
PE3149-72 T20 38.61 35.91 33.20 30.89 PE3836-72 72" 41.80 38.87 35.95 33.44 
PE3149-XX Any Price Upon Request PE3836-XX Any Price Upon Request : 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLESHIELDED 2 
Model No. Length 1-24 25-49 50-99 100 + Model No.- Length 1-24 25-49 50-99 100 + 
PE3152-6 6" $51.70 $48.08 $44.46 $41.36 PE34061-6 6" $39.60 $36.83 $34.06 $31.68 
PE3152-12 i25 52.10 48.45 44.81 41.68 PE34061-12 2° 40.60 37.76 34.92 32.48 
PE3152-18 18" 52.50 48.83 45.15 42.00 PE34061-18 -18" 41.60 38.69 35.78 33.28 
PE3152-24 24" 52.90 49.20 45.49 42.32 PE34061-24 24" 42.60 39.62 36.64 34.08 
PE3152-36 36" 53.70 49.94 46.18 42.96 PE34061-36 36" 44.60 41.48 38.36 35.68 
PE3152-48 48" 54.50 50.69 46.87 43.60 PE34061-48 48" 46.60 43.34 40.08 37.28 = 
PE3152-60 60" 55.30 51.43 47.56 44.24 PE34061-60 60" 48.60 45.20 41.80 38.88 
PE3152-72 72" 56.10 52.17 48.25 44.88 PE34061-72 72" 50.60 47.06 43.52 40.48 £ 
PE3152-XX Any Price Upon Request PE34061-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 50 OHM, RG400/U — DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34135-6 6" $37.40 $34.78 | $32.16 $29.92 PE34192-6 6" $39.60 $36.83 $34.06 $31.68 
PE34135-12 tr ay 37.80 35.15 32.51 30.24 PE34192-12 12" 40.70 37.85 35.00 32.56 
PE34135-18 18" 38.20 35.53 32.85 30.56 PE34192-18 18" 41.80 38.87 35.95 33.44 
PE34135-24 24" 38.60 35.90 33.20 30.88 PE34192-24 24" 42.90 39.90 36.89 34.32 : 
PE34135-36 36" 39.40 36.64 33.88 31.52 PE34192-36 36" 45.10 41.94 38.79 36.08 : 
PE34135-48 48" 40.20 37.39 34.57 32.16 PE34192-48 48” 47.30 43.99 40.68 37.84 « 
PE34135-60 60" 41.00 38.13 35.26 32.80 PE34192-60 60" 49.50 46.04 42.57 39.60 
PE34135-72 72" 41.80 38.87 35.95 33.44 PE34192-72 72" 51.70 48.08 44.46 41.36 
PE34135-XXK Any Price Upon Request PE34192-XX Any Price Upon Request ¥ 
50 OHM, RG188A/U COAX . 50 OHM, PE-142LL, LOW LOSS ¥ 
Model No. Length 1-24 =. 25-4 50-99 100-+ DOUBLE SHIELDED COAX A 
PE3050-6 6" $37.40 $34.78 $32.16 $29.92 Model No. Length 1-24 25-49 50-99 100 + ¥ 
PE3050-12 ae ae) ~L « 4-— do OO oy PE33749-6 6" $66.00 $61.38 $56.76 $52.80 
PE3050-18 18 38.20 35.53 32.85 30.56 PE33749-12 12" 67.50 62.78 58.05 54.00 ; 
PE3050-24 24" 38.60 35.90 33.20 30.88 PE33749-18 18" 69.00 64.17 59.34 55.20 * 
PE3050-36 26° 39.00 64 38-8 8182 PE33749-24 24" = 70.50 65.57 60.63 56.40 
PE3050-48 48" = 40.20. 37.39 34.57 32.16 PE33749-36 36" 73.50 68.36 63.21 58.80 
PE3050-60 eer eee AR eS PE33749-48 48" 76.50 71.15 65.79 61.200 
vesese-72 , 2 ABR anon aint PE33749-60 60" 79.50 73.94 68.37 63.60 
PE3050-XX Any Price Upon Request PE33749-72 i ta 82.50 76.73 70.95 66.00 ¢ 
PE33749-XX Any Price Upon Request x 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


SMA MALE RIGHT ANGLE TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 196 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3679-6 6" $39.60 $36.83 $34.06 $31.68 
PE3679-12 123 41.10 38.22 35.35 32.88 
PE3679-18 18” 42.60 39.62 36.64 34.08 
PE3679-24 24" 44.10 41.01 37.93 35.28 
PE3679-36 36" 47.10 43.80 40.51 37.68 
PE3679-48 48" 50.10 46.59 43.09 40.08 
PE3679-60 60" 53.10 49.38 45.67 42.48 
PE3679-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34297-6 6" $41.80 $38.87 $35.95 $33.44 
PE34297-12 12" 43.30 40.27 37.24 34.64 
PE34297-18 18" 44.80 41.66 38.53 35.84 
PE34297-24 24" 46.30 43.06 39.82 37.04 
PE34297-36 36" 49.30 45.85 42.40 39.44 
PE34297-48 48" 52.30 48.64 44.98 41.84 
PE34297-60 60" 55.30 51.43 47.56 44.24 
PE34297-XX Any Price Upon Request 
50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34299-6 6" $41.80 $38.87 $35.95 $33.44 
PE34299-12 12" 43.30 40.27 37.24 34.64 
PE34299-18 18" 44.80 41.66 38.53 35.84 
PE34299-24 24" 46.30 43.06 39.82 37.04 
PE34299-36 36" 49.30 45.85 42.40 39.44 
PE34299-48 48" 52.30 48.64 44.98 41.84 
PE34299-60 60" 55.30 51.43 47.56 44.24 
PE34299-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34303-6 6" $66.00 $61.38 $56.76 $52.80 
PE34303-12 12" 67.50 62.78 58.05 54.00 
PE34303-18 18" 69.00 64,17 59.34 55.20 
PE34303-24 24" 70.50 65.57 60.63 56.40 
PE34303-36 36" 73.50 68.36 63.21 58.80 
PE34303-48 48" 76.50 71.15 65.79 61.20 
PE34303-60 60" 79.50 73.94 68.37 63.60 
PE34303-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED rege 
Model No. Length 1-24 25-49 50-9 100 + 
PE34305-6 6" $72.60 $67.52 athe $58.08 
-PE34305-12 12" 74.10 68.91 63.73 59.28 
PE34305-18 18" 75.60 70.31 65.02 60.48 
PE34305-24 24" 77.10 71.70 66.31 61.68 
PE34305-36 36" 80.10 74.49 68.89 64.08 
PE34305-48 48" 83.10 77.28 71.47 66.48 
PE34305-60 60” 86.10 80.07 74.05 68.88 
PE34305-XX Any Price Upon Request 
50 OHM, PE-SRO47FL eat rane arg 
Model _No. = Length 1-24 — 25-49 100 + 
PE34307-6 6" $72.60 $67.52 Foner a $58.08 
PE34307-12 12" 74.10 68.91 63.73 59.28 
PE34307-18 18" 75.60 70.31 65.02 60.48 
PE34307-24 24" 77.10 71.70 66.31 61.68 
PE34307-36 36" 80.10 74.49 68.89 64.08 
PE34307-48 48" 83.10 77.28 71.47 66.48 
PE34307-60 60" 86.10 80.07 74.05 68.88 
PE34307-XX Any Price Upon Request 
50 OHM, PE-020SR (.020” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34309-6 6" $132.00 $122.76 $113.52 $105.60 
PE34309-12 12" 135.00 125.55 116.10 108.00 
PE34309-18 18" 138.00 128.34 118.68 110.40 
PE34309-24 24" 141.00 131.13 121.26 112.80 
PE34309-36 36" 147.00 136.71 126.42 117.60 
PE34309-48 438" 153.00 142.29 131.58 122.40 
PE34309-60 60" 159.00 147.87 136.74 127.20 
PESAS#9- XX Any Price Upon Request 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3925-6 6" $40.70 $37.85 $35.00 $32.56 
PE3925-12 12" 42.20 39.25 36.29 33.76 
PE3925-18 18" 43.70 40.64 37.58 34.96 
PE3925-24 24" 45.20 42.04 38.87 36.16 
PE3925-36 36" 48.20 44.83 41.45 38.56 
PE3925-48 48" 51.20 47.62 44.03 40.96 
PE3925-60 60" 54.20 50.41 46.61 43.36 
PE3925-XX Any Price Upon Request 
50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34311-6 6" $44.00 $40.92 $37.84 $35.20 
PE34311-12 12" 45.50 42.32 39.13 36.40 
PE34311-18 18" 47.00 43.71 40.42 37.60 
PE34311-24 24" 48.50 45.11 41.71 38.80 
PE34311-36 36" 51.50 47.90 44.29 41.20 
PE34311-48 48” 54.50 50.69. 46.87 43.60 
PE34311-60 60" 57.50 53.48 49.45 46.00 
PE34311-XX Any Price Upon Request 

50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34313-6 6" $44.00 $40.92 $37.84 $35.20 
PE34313-12 bE bey 45.50 42.32 39.13 36.40 
PE34313-18 18" 47.00 43.71 40.42 37.60 . 
PE34313-24 24" 48.50 45.11 41.71 38.80 
PE34313-36 36" 51.50 47.90 44.29 41.20 
PE34313-48 48" 54.50 50.69 46.87 43.60 
PE34313-60 60" 57.50 53.48 49:45 46.00 
PE34313-XX Any Price Upon Request 

50 OHM, RG401/U (.250” BARE iliac, 
Model No. Length 1-24 25-49 50-99 100 + 
PE34315-6 6" $132.00 $122.76 $113.52 $105.60 
PE34315-12 12 135.00 125.55 116.10 108.00 
PE34315-18 18" 138.00. 128.34 118.68. 110.40 
PE34315-24 24" 141.00 131.13 121.26 112.80 
PE34315-36 36" 147.00 136.71 126.42 117.60 
PE34315-48 48” 153.00 142.29 131.58 122.40 
PE34315-60 60" 159.00 147.87 136.74 127.20 
PE34315-XX Any Price Upon Request 
50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34317-6 6" $143.00 $132.99 $122.98 $114.40 
PE34317-12 122 146.00 135.78 125.56 116.80 
PE34317-18 18" 149.00 138.57 128.14 119.20 
PE34317-24 24" 152.00 141.36 130.72 121.60 
PE34317-36 36" 158.00 146.94 135.88 126.40 
PE34317-48 48” 164.00 152.52 141.04 131.20 
PE34317-60 60" 170.00 158.10 146.20 136.00 
PE34317-XX Any Price Upon Request 

50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34319-6 6" $143.00 $132.99 $122.98 $114.40 
PE34319-12 12” 146.00 135.78 125.56 116.80 
PE34319-18 18" 149.00 138.57 128.14 119.20 
PE34319-24 24" 152.00 141.36 130.72 121.60 
PE34319-36 36" 158.00 146.94 135.88 126.40 
PE34319-48 48” 164.00 152.52 141.04 131.20 
PE34319-60 60" 170.00 158.10 146.20 136.00 
PE34319-XX Any Price Upon Request 

50 OHM, PE-034SR (.034” BARE COPPER) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34321-6 6" $110.00 $102.30 $94.60 $88.00 
PE34321-12 12" 111.50 103.70 95.89 89.20 
PE34321-18 18" 113.00 105:09 97.18 90.40 
PE34321-24 24" 114.50 106.49 98.47 91.60 
PE34321-36 36” 101.05 109.28 101.05 94.00 
PE34321-48 48" 120.50 ~112.07 103.63 96.40 
PE34321-60 60” 123.50 (114.86 106.21 98.80 
PE34321-XX Any Price Upon Request 
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= 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


SMA FEMALE TO SMA FEMALE 


RG402/U (.141” BARE aaah : 
Model No Length 1-24 25-49 100 + 
PE3931-6 6" $24.00 $22.32 engi $19.20 
PE3931-12 12 25.50 23. 21.93 20.40 
PE3931-18 18" 27.00 25.11 23.22 21.60 
PE3931-24 24" 28.50 26.51 24.51 22.80 
PE3931-36 36" 31.50 29.30 27.09 25.20 
PE3931-48 48" 34.50 32.09 29.67 27.60 
PE3931-60 60" 37.50 34.88 32.25 36.00 
PE3931-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. = Length 1-24 25-49 50-99 100+ 
PE34836-6 6" $27.30 $25.39 $23.48 $21.84 
PE34836-12 12" 28.80 26.78 24.77 23.04 
PE34836-18 18" 30.30 28.18 26.06 24.24 
PE34836-24 24" 31.80 29.57 27.35 25.44 
PE34836-36 36" 34.80 32.36 29.93 27.84 
PE34836-48 48" 37.80 35.15 32.51 30.24 
PE34836-60 60" 40.80 37.94 35.09 32.64 
PE34836-XX Any Price Upon Request 
50 OHM, heer (.141” RE-SHAPABLE) 
Model _ No. Length 1-24 25-49 50-99 100 
PE33964-6 6" $27.30 $25.39 $23.48 $21.84 
PE33964-12 12" 28.80 26.78 24.77 23.04 
PE33964-18 18" 30.30 28.18 26.06 24.24 
PE33964-24 24" 31.80 29.57 27.35 25.44 
PE33964-36 36" _ 34.80 32.36 29.93 27.84 
PE33964-48 48" 37.80 35.15 32.51 30.24 
PE33964-60 60" 40.80 37.94 35.09 32.64 
PE33964-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE3758-6 6" $44.00 $40.92 $37.84 $35.20 
PE3758-12 ke: 45.50 42.32 39.13 36.40 
PE3758-18 18" 47.00 43.71 40.42 37.60 
PE3758-24 24" 48.50 45.11 41.71 38.80 
* PE3758-36 36" 51.50 47.90 44.29 41.20 
PE3758-48 48" 54.50 50.69 46 .87 43.60 
PE3758-60 60" 57.50 53.48 49.45 46.00 
PE3758-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model _No. Length 1-24 ~=25-49 50-99. 100 + 
PE34835-6 6" $46.20 $42.97 $39.73 $36.96 
PE34835-12 12 47.70 44.36 41.02 38.16 
PE34835-18 18" 49.20 45.76 42.31 39.36 
PE34835-24 24" 50.70 47.15 43.60 40.56 
PE34835-36 36" 53.70 49.94 .46.18 42.96 
PE34835-48 48" 56.70 52.73 48.76 45.36 
PE34835-60 60” 59.70 55.52 51.34 47.76 
PE34835-XX Any Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model Wo. | Length 1-24 §=6.25-49 = 50-99. 100 + 
PE34833-6 6" $46.20 $42.97 $39.73 $36.96 
PE34833-12 12 47.70 . 44.36 41.02 38.16 
PE34833-18 18" 49.20 45.76 42.31 39.36 
PE34833-24 24" 50.70 47.15 43.60 40.56 
PE34833-36 36" 53.70 49.94 46.18 42.96 
PE34833-48 48" 56.70 52.73 48.76 45.36 
PE34833-60 60” 59.70 55.52 51.34 47.76 
PE34833-XX Any Price Upon Request 
50 OHM, PE-020SR (eee BARE re 3 
Model _No. Length 1-24 = 25-49 100 + 
PE34917-6 6" $100.00 sat os ral $80.00 
PE34917-12 127 103.00 95.79 88.58 82.40 
PE34917-18 18" 106.00 98.58 91.16 84.80 
PE34917-24 24" 109.00 101.37 93.74 87.20 
PE34917-36 36" 115.00 106.95 98.90 92.00 
PE34917-48 48" 121.00 112.53. 104.06 96.80 
PE34917-60 60” 127.00 118.11 109.22 101.60 
PE34917-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
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POST OFFICE BOX 16759 
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50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 «50-99 . 100+ 
PE3109-6 6" $25.00 $23.25 $21.50 $20.00 
PE3109-12 12" 26.50 24.65 22.79 21.20 
PE3109-18 18" 28.00 26.04 24.08 22.40 
PE3109-24 24" 29.50 27.44 25.37 23.60 
PE3109-36 36" 32.50 30.23 27.95 26.00 
PE3109-48 48" 35.50 33.02 30.53 28.40 
PE3109-60 60” 38.50 35.81 33.11 30.80 
PE3109-XX Any Price Upon Request 

50 OHM, PE-SR405AL (.085” TINNED 
Mode} Length 1-24 25-4 50-99 100 + 
PE34834-6 6" $28.30 $26.32 $24.34 $22.64 
PE34834-12 12" 29.80 27.71 25.63! 23.84 
PE34834-18 18" 31.30 29.11 26.92 25.04 
PE34834-24 24" 32.80 30.50 28.21 26.24 
PE34834-36 36" 35.80 33.29 30.79 28.64 
PE34834-48 48” 38.80 36.08 33.37 31.04 
PE34834-60 60" 41.80 38.87 35.95 33.44 
PE34834-XX Any _ Price Upon Request 
50 OHM, PE-SR405FL (.085” 

Model No. = Length 1-24 «=625-49 50-99 = 100 + 
PE34292-6 6" $28.30 $26.32 $24.34 $22.64 
PE34292-12 12" 29.80 27.71 25.63 23. 
PE34292-18 18" 31.30 29.11 26.92 25.04 
PE34292-24 24" 32.80 30.50 28.21 26.24 
PE34292-36 e 35.80 33.29 30.79 28.64 
PE34292-48 48" 38.80 36.08 33.37 31.04 
PE34292-60 60" 41.80 38.87 35.95 33.44 
PE34292-XX Any Price Upon Request 

oper reer ea 
Model No. Length 1-24 25-49 50-99 100 + 
PE3521-6 6" $110.00 $102.30 $94.60 $88.00 
PE3521-12 bY dg 113.00 105.09 97.18 90.40 
PE3521-18 18" 116.00 107.88 99.76 92.80 
PE3521-24 24" 119.00 110.67 102.34 95.20 
PE3521-36 36" 125.00 116.25 107.50 100.00 
PE3521-48 48” 131.00 121.83 - 112.66 104.80 
PE3521-60 60" 137.00 127.41 117.82 109.60 
PE3521-XX Any Price Upon Request 

50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100+ 
PE3524-6 6" $115.00 $106.95 $98.90 $92.00 
PE3524-12 12" 118.00 109.74 101.48 94.40 
PE3524-18 18" 121.00 112.53 104,06 i 
PE3524-24 24" 124.00 115.32 106.64 99.20 
PE3524-36 36" 130.00 120.90 111.80 104.00 
PE3524-48 48" 136.00 126.48 116.96 108.80 
PE3524-60 60" 142.00 132.06 122.12 113.60 
PE3524-XX Any Price Upon Request 
50 OHM, PE-SR401FL RE-SHAPABLE) 

Model No. Length 1-24 25-49 50-99 100+ 
PE3534-6 6" $115.00 $106.95 $98.90 $92.00 
PE3534-12 12" 118.00 109.74 101.48° 94.40 
PE3534-18 18" 121.00 112.53 104.06 96.80 
PE3534-24 24" 124.00 115.32 106.64 99.20 
PE3534-36 36” 130.00 120.90 111.80 104.00 
PE3534-48 48" 136.00 126.48 116.96 108.80 
PE3534-60 60” 142.00 132.06 122.12 113.60 
PE3534-XX Any Price Upon Request 

50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 0-99 = 440 + 
PE34405-6 6" $83.00 $77.19 $71.38 $66.40 
PE34405-12 42% 84.50 78.59 72.67 67.60 
PE34405-18 18" 86.00 79.98 73.96 68.80 
PE34405-24 24" 87.50 81.38 75.25 70.00 
PE34405-36 36" 90.50 84.17 77.83 72.40 
PE34405-48 48" 93.50 86.96 80.41 74.80 
PE34405-60 60" 96.50 89.75 82.99 77.20 
PE34405-XX Any Price Upon Request 
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40 
SMA FEMALE BULKHEAD TO SMA FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 196 


50 OHM, RG402/U (.141” BARE COPPER) 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33518-6 6" $33.00 $30.69 $28.38 $26.40 PE33176-6 6" $35.00 $32.55 $30.10 $28.00 
PE33518-12 12" 34.50 32.09. 29.67 27.60 PE33176-12 12" 36.50 33.95 31.39 29.20 
PE33518-18 18" 36.00 33.48 30.96 28.80 PE33176-18 18" 38.00 35.34 32.68 30.40 
PE33518-24 24" 37.50 34.88 32.25 30.00 PE33176-24 24" 39.50 36.74 33.97 31.60 
PE33518-36 . 36" 40.50 37.67 34.83 32.40 PE33176-36 36" 42.50 39.53 36.55 34.00 
PE33518-48 48" 43.50 40.46 37.41 34.80 PE33176-48 48" 45.50 42.32 39.13 36.40 
PE33518-60 60" 46.50 43.25 39.99 37.20 PE33176-60 60" 48.50 45.11 41.71 38.80 
PE33518-XX Any Price Upon Request PE33176-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE3903-6 6" $35.20 $32.74 $30.27 $28.16 PE34071-6 6" $38.30 $35.62 $32.94 $30.64 
PE3903-12 12" 36.70 34.13 31.56. 29.36 PE34071-12 12" 39.80 37.01 34.23 31.84 
PE3903-18 18" 38.20 35.53 32.85 30.56 PE34071-18 18" 41.30 38.41 35.52 33.04 
PE3903-24 24" 39.70 36.92 34.14 31.76 PE34071-24 24" 42.80 39.80 36.81 34.24 
PE3903-36 36" 42.70 39.71 36.72 34.16 PE34071-36 36" 45.80 42.59 39.39 36.64 
PE3903-48 48" 45.70 42.50 39.30 36.56 PE34071-48 48" 48.80 45.38 41.97 39.04 
PE3903-60 60" 48.70 45.29 41.88 38.96 PE34071-60 60" 51.80 48.17 44.55 41.44 
PE3903-XX Any Price Upon Request PE34071-XX Any Price Upon Request 
50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 ‘50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33864-6 6" $35.20 $32.74 $30.27 $28.16 PE34070-6 6" $38.30 $35.62 $32.94 $30.64 
PE33864-12 12" 36.70 34.13 31.56 29.36 PE34070-12 22s 39.80 37.01 34.23 31.84 
PE33864-18 18" 38.20 35.53 32.85 30.56 PE34070-18 18" 41.30 38.41 35.52 33.04 
PE33864-24 24" 39.70 36.92 34.14 31.76 PE34070-24 24" 42.80 39.80 36.81 34.24 
PE33864-36 36" 42.70 39.71 36.72 34.16 PE34070-36 36" 45.80 42.59 39.39 36.64 
PE33864-48 48" 45.70 42.50 39.30 36.56 PE34070-48 48" 48.80 45.38 41.97 39.04 
PE33864-60 60" 48.70 45.29 41.88 38.96 PE34070-60 60" 51.80 48.17 44.55 41.44 
PE33864-XX Any Price Upon Request PE34070-XX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE COPPER) 50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33789-6 6" $60.00 $55.80 $51.60 $48.00 PE3634-6 6" $120.00 $111.60 $103.20 $96.00 
PE33789-12 12" 61.50 57.20 52.89 49.20 PE3634-12 12" 123.00 114.39 105.78 98.40 
: PE33789-18 18" 63.00 58.59 54.18 50.40 PE3634-18 18" 126.00 117.18 108.36 100.80 
PE33789-24 24" 64.50 59.99 55.47 51.60 PE3634-24 24" 129.00 119.97 110.94 103.20 
PE33789-36 36" 67.50 62.78 58.05 54.00 PE3634-36 36" 135.00 125.55 116.10 108.00 
PE33789-48 48" 70.50 65.57 60.63 56.40 PE3634-48 48" 141.00 131.13 121.26 112.80 
PE33789-60 60" 73.50 68.36 63.21 58.80 PE3634-60 60" 147.00 136.71 126.42 117.60 
PE33789-XX Any Price Upon Request PE3634-XX Any Price Upon Request 
50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3929-6 6" $64.60 $60.08 $55.56 $51.68 PE3764-6 6" $130.00 $120.90 $111.80 $104.00 
PE3929-12 12% 66.10 61.47 56.85 52.88 PE3764-12 12" 133.00 - 123.69 114.38 106.40 
PE3929-18 18" 67.60 62.87 58.14 54.08 PE3764-18 18" 136.00 126.48 116.96 108.80 
PE3929-24 24" 69.10 64.26 59.43 55.28 PE3764-24 24" 139.00 129.27 119.54 111.20 
PE3929-36 36" 72.10 67.05 62.01 57.68 PE3764-36 36" 145.00 134.85 124.70 116.00 
PE3929-48 48" 75.10 69.84 64.59 60.08 PE3764-48 48" 151.00 140.43 129.86 120.80 
PE3929-60 60" 78.10 72.63 67.17 62.48 PE3764-60 60" 157.00 146.01 135.02 125.60 
PE3929-XX Any Price Upon Request PE3764-XX Any Price Upon Request 
50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34709-6 6" $64.60 $60.08 $55.56 $51.68 PE3794-6 6" $130.00 $120.90 $111.80 $104.00 
PE34709-12 12” 66.10 61.47 56.85 52.88 PE3794-12 12" 133.00 123.69 114.38 106.40 
PE34709-18 18" 67.60 62.87 58.14 54.08 PE3794-18 18" 136.00 126.48 116.96 108.80 
PE34709-24 24" 69.10 64.26 59.43 55.28 PE3794-24 24" 139.00 129.27 119.54 111.20 
PE34709-36 36" 72.10 67.05 62.01 57.68 PE3794-36 36" 145.00 134.85 124.70 116.00 
PE34709-48 48" 75.10 69.84 64.59 60.08 PE3794-48 48" 151.00 140.43 129.86 . 120.80 
PE34709-60 60” 78.10 72.63 67.17 62.48 PE3794-60 60" 157.00 146.01 135.02 125.60 
PE34709-XX Any Price Upon Request PE3794-XX Any Price Upon Request 
50 OHM, PE-020SR (.020” BARE COPPER) 50 OHM, PE-034SR (.034” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3932-6 6" $110.00 $102.30 $94.60 $88.00 PE3520-6 6" $100.00 $93.00 $86.00 $80.00 
PE3932-12 12" 113.00 105.09 97.18 90.40 PE3520-12 12° 101.50 94.40 87.29 81.20 
PE3932-18 18" 116.00 107.88 99.76 92.80 PE3520-18 18" 103.00 95.79 88.58 82.40 
PE3932-24 24" 119.00 110.67 102.34 95.20 PE3520-24 24" 104.50 97.19 89.87 83.60 
PE3932-36 36" 125.00 116.25 107.50 100.00 PE3520-36 36" 107.50 99.98 92.45 86.00 
PE3932-48 48" 131.00 121.83 112.66 104.80 PE3520-48 - 48" 110.50 102.77 95.03 88.40 
PE3932-60 60" 137.00 127.41 117.82 109.60 PE3520-60 60" 113.50 105.56 97.61° 90.80 
PE3932-XX Any. Price Upon Request PE3520-XX Any Price Upon Request 
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USE MOUNTING HOLE C01 ON PAGE 196 
: 50 ONM, REAG2/U (.141” BARE COPPER) near Mhaear i Rinker ies 
Model _ No. Length 1-24 25-49 100 + Model No. Length 25-49 
PE3525-6 6" $33.00 $30.69 Fee 38 «$26.40 PE35108-6 6" ie 3 $32.74 ao 
PE3525-12 12" 34.50 32.09 29.67 27.60 PE35108-12 12" 36.70 34.13 31.56 
PE3525-18 18" 36.00 33.48 30.96 28.80 PE35108-18 18" 38.20 35.53 32.85 
PE3525-24 24" 37.50 34.88 32.25 30.00 PE35108-24 24" 39.70 36.92 34.14 
PE3525-36 36" 40.50 37.67 34.83 32.40 PE35108-36 36" 42.70 39.71 36.72 
PE3525-48 48" 43.50 40.46 37.41 34.80 PE35108-48 48" 45.70 42.50 39.30 
PE3525-60 60" 46.50 43.25 39.99 37.20 PE35108-60 60" 48.70 45.29 41.88 
PE3525-XX Any Price Upon Request PE35108-XX Any Price Upon Request 
50 OHM, RG405/U (.085” BARE COPPER) ery Motsaiccaried ener esse 5 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 
PE33191-6 6" $35.00 $32.55 $30.10 $28.00 PE35114-6 6" $38.30 Pe 62 snes 94 
PE33191-12 12" 36.50 33.95 31.39 29.20 PE35114-12 ifs 39.80 37.01 34.23 
PE33191-18 18" 38.00 35.34 32.68 30.40. PE35114-18 18" 41.30 38.41 35.52 
PE33191-24 24" 39.50 36.74 33.97 31.60 PE35114-24 24" 42.80 39.80 36.81 
PE33191-36 36" 42.50 39.53 36.55 34.00 PE35114-36 36" 45.80 42.59 39.39 
PE33191-48 48" 45.50 42.32 39.13 36.40 PE35114-48 48” 48.80 45.38 41.97 
PE33191-60 60" 48.50 45.11 41.71 38.80 PE35114-60 60" 51.80 48.17 44.55 
PE33191-XX Any Price Upon Request PE35114-XxX Any Price Upon Request 
50 OHM, PE-047SR (.047” BARE aren 50-0HM, Shi hid op RE-SHAPABLE) 
Model __No. Length 1-24 25-49 0-99 100 + Model No. Length 1-2 25-49 50-99 
PE35064-6 6" $60.00 $55.80 nt $48.00 PE35154-6 6" Sines $60.08 $55.56 
PE35064-12 12" 61.50 57.20 52.89 49.20 PE35154-12 12" 66.10 61.47 56.85 
PE35064-18 18" 63.00 58.59 54.18 50.40 PE35154-18 18" 67.60 62.87 58.14 
PE35064-24 24" 64.50 59.99 55.47 51.60 PE35154-24 24" 69.10 64.26 59.43 
PE35064-36 36” 67.50 62.78 58.05 54.00 PE35154-36 36" 72.10 67.05 62.01 
PE35064-48 48" 70.50 65.57 60.63 56.40 PE35154-48 48” 75.10 69.84 64.59 
PE35064-60 60" 73.50 68.36 63.21 58.80 PE35154-60 60" 78.10 72.63 67.17 
PE35064-XX Any Price Upon Request PE35154-XX Any Price Upon Request 


USE MOUNTING HOLE-A01 ON PAGE 196 

50 OHM, ean gPapbaa i 50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model_No. = Length 1-24 50-99 100 + Mode] No. Length 1-24 =: 28 49 * °50-99 
PE33502-6 6" $38.00 A * $32.68 $30.40 PE35110-6 6" $40.20 $37.39 $34.57 
PE33502-12 12" 39.50 36.74 33.97 31.60 PE35110-12 12" 41.70 38.78 35. 
PE33502-18 18" 41.00 38.13 35.26 32.80 PE35110-18 18" 43.20 40.18 37.15 
PE33502-24 24” 42.50 39.53 36.55 34.00 PE35110-24 24" 44.70 41.57 38.44 
PE33502-36 36" 45.50 42.32 39.13 36.40 PE35110-36 36" 47.70 44.36 41.02 
PE33502-48 48" 48.50 45.11 41.71 38.80 PE35110-48 48" 50.70 47.15 43.60 
PE33502-60 60" 51.50 47.90 44.29 41.20 PE35110-60 60” 53.70 49.94 46.18 
PE33502-XX Any Price Upon Request y PE35110-XX Any Price Upon Request 

50 GAR, BEAOG/S (057 BARE COPPER) 50 OHM, PE SRAgGrS (00 SE ee 
Model No. Length 1-24 25-49 = 550-99» 100 + Mode} __No. Length 1-24 =.25-49 550-99 
PE3223-6 6" caine “arn $34.40 $32.00 PE35116-6 6" ‘atm $40.27 $37.24 
PE3223-12 12" 41.50 38.60 35.69 33.20 PE35116-12 12" 44.80 41.66 38.53 
PE3223-18 18” 43.00 39.99 36.98 34.40 PE35116-18 18" 46.30 43.06 39.82 
PE3223-24 24" 44.50 41.39 38.27 35.60 PE35116-24 24" 47.80 44.45 41.11 
PE3223-36 36" 47.50 44.18 40.85 38.00 PE35116-36 36” 50.80 47.24 43.69 
PE3223-48 48" 50.50 46.97 43.43 40.40 PE35116-48 48" 53.80 50.03 46.27 
PE3223-60 60" 53.50 49.76 46.01 42.80 PE35116-60 60" 56.80 52.82 48.85 
PE3223-XX Any Price Upon Request PE35116-XX Any Price Upon Request 

50 OHM, PE-047SR (.047” ph Laing 50 OHM, PE-SRO47FL Hel pi 

Model No. Length 1-24 25+49 99 100 + Model No. Length 25-49 50-99 
PE35118-6 6" $68.00 $63.24 aaa $54.40 PE35112-6 6" cates $67.52 $62.44 
PE35118-12 124 69.50 64.64 59.77 55.60 PE35112-12 12" 74.10 68.91 63.73 
PE35118-18 18" 71.00 66.03 61.06 56.80 PE35112-18 18" 75.60 70.31 65.02 
PE35118-24 24" 72.50 67.43 62.35 58.00 PE35112-24 24" 77.10 71.70 66.31 
PE35118-36 36" 75.50 70.22 64.93 60.40 PE35112-36 36" 80.10 74.49 68.89 
PE35118-48 48" 78.50 73.01 67.51 62.80 PE35112-48 48” 83.10 77.28 71.47 
PE35118-60 60" 81.50 75.80 70.09 65.20 PE35112-60 60" 86.10 80.07 74.05 
PE35118-XX Any Price Upon Request PE35112-Xx Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
SMA FEMALE 2 HOLE PANEL MOUNT TO SMA FEMALE 2 HOLE PANEL MOUNT 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES . 
SMA FEMALE 4 HOLE PANEL MOUNT TO SMA FEMALE 4 HOLE PANEL MOUNT 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


100 + 
$30.64 
31. 


75 OHM TNC MALE TO 
75 OHM TNC MALE 


Model No. 
PE35348-12 
PE35348-24 
PE35348-36 
PE35348-48 
PE35348-60 
PE35348-72 
PE35348-XX 


Model No. 
PE35352-12 
PE35352-24 
PE35352-36 
PE35352-48 
PE35352-60 
PE35352-72 
PE35352-XX 


Model __No. 
PE35356-12 
PE35356-24 
PE35356-36 
PE35356-48 
PE35356-60 
PE35356-72 
PE35356-XX 


“Model No. 
PE35360-12 
PE35360-24 
PE35360-36 
PE35360-48 
PE35360-60 
PE35360-72 
PE35360-XX 


Model No. 
PE35364-12 


PE35364-24 | 


PE35364-36 
PE35364-48 
PE35364-60 
PE35364-72 
PE35364-XX 


Model __No. 
PE35368-12 
PE35368-24 
PE35368-36 
PE35368-48 
PE35368-60 
PE35368-72 
PE35368-XX 


75 OHM, RGGA/U COAX 
Length 1-24 25-49 50-99 100 + 
12" $26.00 $24.18 $22.36 $20.80 
24" 26.80 24.92 23.05 21.44 
36" 27.60 25.67 23.74 22.08 
48" 28.40 26.41 24.42 22.72 
60" 29.20 27.16 25.11 23.36 
Li Ae 30.00 27.90 25.80 24.00 
Any Price Upon Request 
75 OHM, RG11A/U COAX 
Length 1-24 25-49 50-99 100 + 
12" $29.00 $26.97 $24.94 $23.20 
24" 29.80 27.71 25.63 23.84 
36" 30.60 28.46 26.32 24.48 
48" 31.40 29.20 27.00 25.12 
60” 32.20 29.95 27.69 25.76 
72" 33.00 30.69 28.38 26.40 
Any Price Upon Request 
75 OHM, RG59B/U COAX 
Length 1-24 25-49 50-99 100 + 
12" .$24.00 $22.32 $20.64 $19.20 
24" 24.34 22.64 20.93 19.47 
36" 24.68 22.95 21.22 19.74 
48" 25.02 23.27 21.52 20.02 
60" 25.36 23.58 21.81 20.29 
72" 25.70 23.90 22.10 20.56 
Any Price Upon Request 
75 OHM, RG179B/U COAX 
Length 1-24 25-49 50-99 100 + 
12° $24.00 $22.32 ($20.64 $19.20 
24" 24.80 23.06 21.33 19.84 
36" 25.60 23.81 22.02 20.48 
48" 26.40 24.55 22.70 21.12 
60" 27.20 25.30 23.39 21.76 
ee 28.00 26.04 24.08 22.40 
Any _ Price Upon Request 
75 OHM, RG187A/U COAX 
Length 1-24 25-49 50-99 100 + 
1 6 os $24.00 $22.32 $20.64 $19.20 
24" 24.80 23.06 21.33 19.84 
36" 25.60 23.81 22.02 20.48 
48” 26.40 24.55 22.70 21.12 
60" 27.20 25.30 23.39 21.76 
ty 28.00 26.04 24.08 22.40 
Any Price Upon Request 
75 OHM, RG216/U COAX 
Length 1-24 25-49 50-99 100 + 
12" $29.00 $26.97 $24.94 $23.20 
24" 29.80 27.71 25.6 23.84 
36" 30.60 28.46 26.32 24.48 
be 31.40 29.20 27.00 25.12 
60" 32.20 29.95 27-69 25.76 
T2> 33.00 30.69 28.38 26.40 
Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


POST OFFICE BOX 16759 


73 OHM TNC MALE TO 
75 OHM BNC MALE 


TS OHM, RGGA/U COAX 


Model _ No. Length 1-24 25-49 50-99 
PE35350-12 12" $25.00 $23.25 $21.50 
PE35350-24 24" 25.80 23.99 22.19 
PE35350-36 36" 26.60 24.74 22.88 | 
PE35350-48 48" 27.40 25.48 23.56 
PE35350-60 60" 28.20 26.23 24.25 
PE35350-72 72" 29.00 26.97 24.94 
PE35350-XX Any Price Upon Request 
75 OHM, RG11A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE35354-12 12" $28.00 $26.04 $24.08 
PE35354-24 24" 28.80 26.78 24.77 
PE35354-36 36" 29.60 27.53 25.46 
PE35354-48 48” 30.40 28.27 26.14 
PE35354-60 60" 31.20 29.02 26.83 
PE35354-72 72% 32.00 29.76 27.52 
PE35354-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 
PE35358-12 12% $23.00 $21.39 $19.78 
PE35358-24 24" 23.34 21.71 20.07 
PE35358-36 36" 23.68 22.02 20.36 
PE35358-48 48" 24.02 22.34 20.66 
PE35358-60 60" 24.36 22.65 20.95 
PE35358-72 72" 24.70 22.97 21.24 
PE35358-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 
PE35362-12 12" $23.00 $21.39 $19.78 
PE35362-24 24" 23.80 22.13 20.47 
PE35362-36 36" 24.60 22.88 21.16 
PE35362-48 48" 25.40 23.62 21.84 
PE35362-60 60" 26.20 24.37 22.53 
PE35362-72 72, 27.00 25.11 23.22 
PE35362-XX Any Price Upon Request 
/ 
75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE35366-12 bh ad $23.00 $21.39 $19.78 
PE35366-24 24" 23.80 22.13 20.47 
PE35366-36 36" 24.60 22.88 21.16 
PE35366-48 48" 25.40 23.62 21.84 
PE35366-60 60" 26.20 24.37 22.53 
PE35366-72 72" 27.00 25.11 23.22 
PE35366-XX Any Price Upon Request 
75 OHM, RG216/U COAX 
Model No. Length 1-24 25-49 50-99 
PE35370-12 12" $28.00 $26.04 $24.08 
PE35370-24 24" 28.80 26.78 24.77 
PE35370-36 36" 29.60 27.53 25.46 
PE35370-48 48" 30.40 28.27 26.14 
PE35370-60 60" 31.20 29.02 26.83 
PE35370-72 72%, 32.00 29.76 27.52 
PE35370-XX Any Price Upon Request 


IRVINE, CA 92623-6759 


U.S.A. 


100 + 
$22.40 
23.04 
23.68 
24.32 
24.96 
25.60 


100 + 
$18.40 
19.04 
19.68 
20.32 
20.96 
21.60 


42 


53.5 OHM, RGS55B/U COAX, DOUBLE SHIELDED 


Model _ No. Length 1-24 25-49 50-99 
PE34169-6 6” $42.90 $39.90 $36.89 
PE34169-12 12% 43.20 40.18 37.15 
PE34169-18 18" 43.50 40.46 37-41 
PE34169-24 24" 43.80 40.73 37.67 
PE34169-36 36" 44.40 41.29 38.18 
PE34169-48 48" 45.00 41.85 38.70 
PE34169-60 60" 45.60 42.41 39.22 
PE34169-72 72" 46.20 42.97 39.73 
PE34169-XX Any Price Upon Request 
50 RGS8C/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3013-6 6" $37.40 . $34.78 $32.16 
PE3013-12 12" 37.57 34.94 32.31 
PE3013-18 18" 37.74 35.10 32.46 
PE3013-24 24" 37.91 35.26 32.60 
PE3013-36 36" 38.25 35.57 32.90 
PE3013-48 48" 38.59 35.89 33.19 
PE3013-60 60” 38.93 36.20 33.48 
PE3013-72 72" 39.27 36.52 33.77 
.PE3013-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE3345-6 6" $39.60 $36.83 $34.06 
PE3345-12 it hy 40.70 37.85 35.00 
PE3345-18 18" 41.80 38.87 35.95 
PE3345-24 24" 42.90 39.90 36.89 
PE3345-36 36" 45.10 41.94 38.79 
PE3345-48 48" 47.30 43.99 40.68 
PE3345-60 60" 49.50 46.04 42.57 
PE3345-72 72" 51.70 48.08 44.46 
PE3345-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE34171-6 6" $37.40 $34.78 $32.16 
PE34171-12 12" 37.51 34.88 32.26 
PE34171-18 18" 37.62 34.99 32.35 
PE34171-24 24" 37.73 35.09° 32.45 
PE34171-36 36" 37.95 35.29 32.64 
PE34171-48 48" 38.17 35.50 32.83 
PE34171-60 60" 38.39 35.70 33.02 
PE34171-72 72" 38.61 35.91 33.20 
PE34171-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 
Model __No. Length 1-24 25-49 50-99 
PE34174-6 6" $51.70 $48.08 $44.46 
PE34174-12 ae° 52.10 48.45 44.81 
PE34174-18 18" 52.50 48.83 45.15 
PE34174-24 24" 52.90 49.20 45.49 
PE34174-36 36" 53.70 49.94 46.18 
PE34174-48 48" 54.50 50.69 46.87 
PE34174-60 60" 55.30 51.43 47.56 
PE34174-72 ft Aa 56.10 52.17 48.25 
PE39174-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-4 50-99 
PE34176-6 6" $37.40 $34.78 $32.16 
PE34176-12 125 37. 35.15 32. 
PE34176-18 18” 38.20 35.53 32.85 
PE34176-24 26" 2°73 38.66 35.90 33.20 
PE34176-36 36" 39.40 36.64 33.88 
PE34176-48 48" 40.20 37.39 34.57 
PE34176-60 60" 41.00 38.13 35.26 
PE34176-72 72" 41.80 38.87 35.95 
PE34176-XX Any Price Upon Request 
50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 
PE34185-6 6" $47.30 $43.99 $40.68 
PE34185-12 12" 47.72 44.38 41.04 
PE34185-18 18" 48.14 44.77 41.40 
PE34185-24 24" 48.56 45.16 41.76 
PE34185-36 36" 49.40 45.94 42.48 
PE34185-48 48" 50.24 46.72 43.21 
PE34185-60 60" 51.08 47.50 43.93 
PE34185-72 72" 51.92 48.29 44.65 
PE34185~XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 * 
E-MAIL ADDRESS: SALES@PASTERNACK.COM 


IRVINE, CA 92623-6759 


Model No. Length 1-24 25-49 50-99 
PE33481-6 6" $49.50 $46.04 $42.57 
PE33481-12 12" 51.00. 47.43 43.86 
PE33481-18 18” 52.50 48.83 45.15 
PE33481-24 24" 54.00 50.22 46.44 
PE33481-36 36" 57.00 53.01 49.02 
PE33481-48 48" 60.00 55.80 51.60 
PE33481-60 60" 63.00 58.59 54.18 
PE33481-72 ig 4 66.00 61.38 56.76 
PE33481-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-2 25-49 = §0-99 
PE3193-6 6" $37.40 $34.78 $32.16 
PE3193-12 12" 37.95 35.29 32.64 
PE3193-18 18" 38.50 35.81 33.11 
PE3193-24 24" 39.05 36.32 33.58 
PE3193-36 36" 40.15 37.34 34.53 
PE3193-48 48” 41.25 38.36 35.48 
PE3193-60 60" 42.35 39.39 36.42 ' 
PE3193-72 a te 43.45 40.41 37.37 
PE3193-XX Any Price Upon Request 
50 OHM, RG316/U COAX 
‘Model _No. Length 1-24 25-49 50-99 
PE33555-6 6" $37.40 $34.78 $32.16 
PE33555-12 pal se 35.15 32.51 
PE33555-18 18" 38.20 35.53 32.85 
PE33555-24 24" 38.60 35.90 33.20 
PE33555-36 36" 39.40 36.64 33.88 
PE33555-48 48” 40.20 37.39 34.57 
PE33555-60 60" 41.00 38.13 35.26 
PE33555-72 Via 41.80 38.87 35.95 
PE33555~-XX Any Price Upon Request 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model _No. Length 1-24 25-49 50-99 
PE33929-6 6" $39.60 $36.83 $34.06 
PE33929-12 12" 40.60 37.76 34.92 
PE33929-18 18" 41.60 38.69 35.78 
PE33929-24 24" 42.60 39.62 36.64 
PE33929-36 36" 44.60 41.48 38.36 
PE33929-48 48" 46.60 43.34 40.08 
PE33929-60 60” 48.60 45.20 41.80 
PE33929-72 72" 50.60 47.06 43.52 
PE33929-XX Any Price Upon Request 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model_No. Length 1-24 25-49 50-99 
PE34183-6 6" $52.80 $49.10 $45.41 
PE34183-12 12" 56.30 52. 48.42 
PE34183-18 18" 59.80 55.61 51.43 
PE34183-24 24" 63.30 58.87 54.44 
PE34183-36 36" 70.30 65.38 60.46 
PE34183-48 48" 77.30 71.89 66.48 
PE34183-60 60" 84.30 78.40 72.50 
PE34183-72 72" 91.30 84.91 78.52 
PE34183-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model_No. Length 1-24 25-49 = 550-99 
PE33117-6 6" $39.60 $36.83 $34.06 
PE33117-12 42" 40.70 37.85  -35.00 
PE33117-18 18" 41.80 38.87 35.95 
PE33117-24 24" 42.90 39.90 36.89 
PE33117-36 36" 45.10 41.94 38.79 
PE33117-48 48" 47.30 43.99 40.68 
PE33117-60 60" 49.50 46.04 pe 
PE33117-72 aan 51.70 48.08 
PE33117-XX Any Price Upon raed 
< 50 OHM, PE-142LL, LOW LOSS 
DOUBLE SHIELDED COAX 
Model _ No. Length 1-24 25-49 50-99 
PE34178-6 6" $51.70 $48.08 $44.46 
PE34178-12. 12" 53.20 49.48 45.75 
PE34178-18 18" 54.70 50.87 47.04 
PE34178-24 24" 56.20 52.27 48.33 
PE34178-36 36" 59.20 55.06 50.91 
PE34178-48 48" 62.20 57.85 53.49 
PE34178-60 60” 65.20 60.64 56.07 
PE34178-72 72" 68.20 63.43 58.65 
PE34178-XX Any Price Upon Request 


U.S.A. 
WEB ADDRESS: PASTERNACK.COM 


PSSFRE8 
eSeesee 


ate, 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 =.25-49 50-99 
PE3769-6 6" $66.00 $61.38 $56.76 
PE3769-12 12" 67.50 62.78 58.05 
PE3769-18 18" 69.00 64.17 59.34 
PE3769-24 24" 70.50 65.57 60.63 
PE3769-36 36" 73.50 68.36 63.21 
PE3769-48 48" 76.50 71.15 65.79 
PE3769-60 60" 79.50 73.94 68.37 
PE3769-XX Any Price Upon Request 


USE MOUNTING HOLE G01 ON PAGE 196 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


_ Model__No. 
PE34143-6 
PE34143-12 
PE34143-18 
PE34143-24 
PE34143-36 
PE34143-48 
PE34143-60 
PE34143-XX 


50 OHM, PE-SR402FL (141 ” RE-SHAPABLE) 
Length 


Model No. 
PE33996-6 
PE33996-12 
PE33996-18 
PE33996-24 
PE33996-36 
PE33996-48 
PE33996-60 
PE33996-XX 


Length 
6" 


6" 
oN 


18" 
24" 
36" 
48" 
60" 
Any 


1-24 
$69.30 


1-24 
$69.30 
70.80 


25-49 50-99 
$64.45 $59.60 
65.84 60.89 
67.24 62.18 
68.63 63.47 
71.42 66.05 
74.21 68.63 
77.00 71.21 


Price Upon Request 


25-49 = 550-99 
$64.45 $59.60 
65.84 60.89 
67.24 62.18 
68.63 63.47 
71.42 66.05 
74.21 68.63 
77.00 71.21 


Price Upon Request 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model__No. 
PE34148-6 

PE34148-12 
PE34148-18 
PE34148-24 
PE34148-36 
PE34148-48 
PE34148-60 
PE34148-XX 


Length 


1-24 
$77.00 
78.50 
80.00 
81.50 
84.50 
87.50 
90.50 


25-49 = 550-99 
$71.61 $66.22 
73.01 67.51 
74.40 68.80 
75.80 70.09 
78.59 72.67 
81.38 75.25 
84.17 77.83 


Price Upon Request 


100 + 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. 
PE34151-6 

PE34151-12 
PE34151-18 
PE34151-24 
PE34151-36 
PE34151-48 
PE34151-60 
PE34151-XX 


50 OHM, PE-SRO47F1 (.047” RE-SHAPABLE) 
Length 


Model No. 


PE34153-6 

PE34153-12 
PE34153-18 
PE34153-24 
PE34153-36 
PE34153-48 
PE34153-60 
PE34153-XX 


Length 


6" 
12" 


6" 
12" 
18" 
24" 
36" 
48" 
60" 
Any 


1-24 


1-24 


25-49 = 550-99 
$76.73 $70.95 
78.1 72.24 
79.52 73.53 
80.91 74.82 
83.70 77.40 
86.49 79.98 
89.28 82.56 


Price Upon Request 


25-49 50-99 
$76.73 $70.95 
78.12 72.24 
79.52 73.53 
80.91 74.82 
83.70 77.40 
86.49 79.98 
89.28 82.56 


Price Upon Request 


100 + 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
_ SMA MALE TO N FEMALE BULKHEAD 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 
PE3367-6 6" $67.10 
PE3367-12 12" 68.60 
PE3367-18 18" 70.10 
PE3367-24 24" 71.60 
PE3367-36 36" 74.60 
PE3367-48 48" 77.60 
PE3367-60 60” 80.60 
PE3367-XX Any 


25-49 = 550-99 
$62.40 $57.71 
63.80 59.00 
65.19 60.29 
66.59 61.58 
69.38 64.16 
72.17 66.74 
74.96 69.32 


Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. Length 1-24 
PE34155-6 6" $70.40 
PE34155-12 12" 71.90 
PE34155-18 18" 73.40 
PE34155-24 24" = 74.90 
PE34155-36 36" 77.90 
PE34155-48 48" 80.90 
PE34155-60 60" 83.90 
PE34155-XX Any 


50 OHM, PE-SR405F1 (.085” RE-SHAPABLE) 


Model __No. Length 1-24 
PE33844-6 6" $70.40 
PE33844-12 ae” 71.90 
PE33844-18 18" 73.40 
PE33844-24 24" 74.90 
PE33844-36 36" 77.90 
PE33844-48 48" 80.90 
PE33844-60 60" 83.90 
PE33844-XX Any 


25-49 50-99 
$65.47 $60.54 
66.87 61.83 


25-49 = 550-99 
$65.47 $60.54 
66.87 61.83 
68.26 63.12 
69.66 64.41 
72.45 66.99 
75.24 69.57 
78.03 72.15 


Price Upon Request 


50 OHM, RG401/U (.250” BARE COPPER) 


Model _ No. Length 1-24 
PE34157-6 6" $66.00 
PE34157-12 32° 69.00 
PE34157-18 18" 72.00 
PE34157-24 24" 75.00 
PE34157-36 36" 81.00 
PE34157-48 48" 87.00 
PE34157-60 60" 93.00 
PE34157-XX Any 


25-49 50-99 
$61.38 $56.76 


64.17 59.34 
66.96 61.92 
69.75 64.50 
75.43 69.66 
80.91 74.82 
86.49 79.98 


Price Upon Request 


100 + 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 
PE34159-6 6" $71.50 
PE34159-12 az” 74.50 
PE34159-18 18" 77.50 
PE34159-24 24" 80.50 
PE34159-36 36" 86.50 
PE34159-48 48" 92.50 
PE34159-60 60" 98.50 
PE34159-XX Any 


50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 


Model No. Length 1-24 
PE34163-6 6" $71.50 
PE34163-12 12" 74.50 
PE34163-18 18" 77.50 
PE34163-24 24" 80.50 
PE34163-36 36" 86.50 
PE34163-48 48" 92.50 
PE34163-60 60" 98.50 
PE34163-XX Any 


25-49 = 50-99 
$66.50 $61.49 
69.29 64.07 
72.08 66.65 
74.87 69.23 
80.45 74.39 
86.03 79.55 
91.61 84.71 


Price Upon Request 


25-49 50-99 
$66.50 $61.49 


91.61 84.71 


100 _+ 
$57.20 
59.60 
62.00 
64.40 
69.20 
74.00 
78.80 


Price Upon Request | 


Aa 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


45 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


SMA MALE TO N MALE 


52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. ™ Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3323-12 12" $71.50 $66.50 $61.49 $57.20 PE3422-12 12" $71.50 $66.50 $61.49 
PE3323-24 24" 72.34 67.28 62.2 57.87 PE3422-24 24" 74.50 69.29 64.0 
PE3323-36 36" 73.18 68.06 62.93 58.54 PE3422-36 36" 77.50 72.08 66.65 
PE3323-48 48" 74.02 68.84 63.66 59.22 PE3422-48 48" 80.50 74.87 69.23 
PE3323-60 60" 74.86 69.62 64.38 59.89 PE3422-60 60" 83.50 77.66 71.81 
PE3323-72 ig 75.70 70.40 65.10 60.56 PE3422-72 72" 86.50 80.45 74.39 
PE3323-XX Any Price Upon Request PE3422-XX Any Price Upon Request 
53.5 OHM, RGS5B/U COAX, DOUBLE SHIELDED 50 OHM, RG&223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3654-12 12" $24.20 $22.51 $20.81 $19.36 PE3519-12 32" $26.40 $24.55 $22.70 
PE3654-24 24” 24.80 23.06 21.33 19.84 PE3519-24 24" 27.50 25.58 23.65 
PE3654-36 36" 25.40 23.62 21.84 20.32 PE3519-36 36" 28.60 26.60 24.60 
PE3654-48 48" 26.00 24.18 22.36 20.80 PE3519-48 48" 29.70 27.62 25.54 
PE3654-60 60" 26.60 24.74 22.88 21.28 PE3519-60 60" 30.80 28.64 26.49 
PE3654-72 72" 27.20 25.30 23.39 21.76 PE3519-72 32" 31.90 29.67 27.43 
PE3654-XX Any Price Upon Request PE3519-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3662-12 12" $26.40 .$24.55 $22.70 $21.12 PE3234-12 12" $29.70 $27.62 $25.54 
PE3662-24 24" 26.74 24.87 23.00 21.39 PE3234-24 24" 30.50 28.3 26.23 
PE3662-36 36" 27.08 25.18 23.29 21.66 PE3234-36 36" 31.30 29.11 26.92 
PE3662-48 48" 27.42 25.50 23.58 21.94. PE3234-48 48" 32.10 29.85 27.61 
PE3662-60 60" 27.76 25.82 23.87 22.21 PE3234-60 60” 32.90 30.60 28.29 
PE3662-72 72" 28.10 26.13 24.17 22.48 PE3234-72 72" 33.70 31.34 28.98 
PE3662-XX Any Price Upon Request PE3234-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED © ; 50 OHM, RG316-S COAX, DOUBLE SHIELDED 
Mode] No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 “50-99 
PE3568-12 12" $26.40 $24.55 $22.70 $21.12 PE3957-12 12” $34.10 fe $29.33 
PE3568-24 24" 28.60 26.6! 24.60 22.88 PE3957-24 24" 36.10 - 33.57 31.05 
PE3568-36 36" 30.80 28.64 26.49 24.64 PE3957-36 36" 38.10 35.43 32.77 
PE3568-48 48" 33.00 30.69 28.38 26.40 PE3957-48 48" 40.10 37.29 34.49 
PE3568-60 60" 35.20 32.74 30.27 28.16 PE3957-60 60" 42.10 39.15 36.21 
PE3568-72 $2? 37.40 34.78 32.16 29.92 PE3957-72 72" 44.10 41.01 37.93 
PE3568-XX Any Price Upon Request PE3957-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 » 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3291-12 azn $29.70 $27.62 $25.54 $23.76 PE3302-12 12" $71.50 $66.50 $61.49 
PE3291-24 24" 29.92 27.83 25.73 23.94 PE3302-24 24" 78.50 73.01 67.5 
PE3291-36 36" -30.14 28.03 25.92 24.11 PE3302-36 36" 85.50 79.52 73.53 
PE3291-48 48" 30.36 28.23 26.11 24.29 PE3302-48 48" = 92.50 86.03 79.55 
PE3291-60 60" 30.58 28.44 26.30 24.46 PE3302-60 60” 99.50 92.54 85.57 
PE3291-72 72" 30.80 28.64 26.49 24.64 PE3302-72 72" 106.50 99.05 91.59 
PE3291-XX Any Price Upon Request PE3302-XX Any Price Upon Request 
50 OHM, RG178B/U COAX Oe car? cea: ee 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 50-99 
PE3321-12 b> 5 3 60 $36.83 $34.06 $31.68 PE3614-12 12" $26.40 sal 55 $22.70 
PE3321-24 24" 40.40 37.57 34.76 $2.32 PE3614-24 24" 28.60 26.6) 24.60 
PE3321-36 36" 41.20 38.32 35.43 32.96 PE3614-36 36" 30.80 28.64 26.49 
PE3321-48 48" 42.00 39.06 36.12 33.60 PE3614-48 48" 33.00 30.69 28.38 
PE3321-60 60” 42.80 39.80 36.81 34.24 PE3614-60 60" 35.20 32.74 30.27 
PE3321-72 72" 43.60 40.55 37.50 34.88 PE3614-72 72" 37.40 34.78 32.16 
PE3321-XX Any Price Upon Request PE3614-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, PE-142L1, LOW LOSS 
Model No. Length 1-24 25-49 - 50-99 100+ DOUBLE SHIELDED COAX 
PE3911-12 12" $29.70 . $27.62 $25.54 $23.76 Model No. Length 1-24 25-49 50-99 
PE3911-24 24" 30.50 28.3 26.23 24.40 PE3318-12 12” $44.00 $40.92 $37.84 
PE3911-36 36" 31.30 29.11 26.92 25.04 PE3318-24 24" 47.00 ~43.7 40.42 
PE3911-48 48" 32.10 29.85 27.61 25.68 PE3318-36 36" 50.00 46.50 43.00 
PE3911-60 60" 32.90 30.60 28.29 26.32 PE3318-48 4g"! 53.00 49.29 45.58 
PE3911-72 72" 33.70 31.34 28.98 26.96 PE3318-60 60" 56.00 52.08 48.16 
PE3911-XX: Any Price Upon Request PE3318-72 72" 59.00 54.87 50.74 
: 6 PE3318-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTER! 
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SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
SMA MALE TO N MALE 


50 OHM, R6402/U (.141” BARE COPPER) 

Model No Length 1-24 25-49 50-99 100 + 
PE3887-6 6" $36.30 $33.76 a $29.04 
PE3887-12 tT dd 37.80 35.15 32.51 30.24 
PE3887-18 18" 39.30 36.55 33.80 31.44 
PE3887-24 24" 40.80 37.94 35.09 32.64 
PE3887-36 36" 43.80 40.73 37.67 35.04 
PE3887-48 48" 46.80 43.52 40.25 37.44 
PE3887-60 60” 49.80 46.31 42.83 39.84 
PE3887-XxX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Mode] No. = Length 2-24 «=. 25-49 550-99 100 + 
PE34265-6 6" $40.70 $37.85 $35.00 $32.56 
PE34265-12 a2" 42.20 39.25 36.29 33.76 
PE34265-18 18” 43.70 40.64 37.58 34.96 
PE34265-24 24" 45.20 42.04 38.87 36.16 
PE34265-36 36" 48.20 44.83 41.45 38.56 
PE34265-48 48" 51.20 47.62 44.03 . 40.96 
PE34265-60 60" 54.20 50.41 46.61 43.36 
PE34265-KX Any Price Upon Request 

50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Model No. Length 1-24 25-49 . 50-99. 100 + 
PE3448-6 6" $40.70 $37.85 $35.00 $32.56 
PE3448-12 12" 42.20 39.25 36.29 33.76 
PE3448-18 18" 43.70 40.64 37.58 34.96 
PE3448-24 24" 45.20 42.04 38.87 36.16 
PE3448-36 36" 48.20 44.83 41.45 38.56 
PE3448-48 48" 51.20 47.62 44.03 40.96 
PE3448-60 60" 54.20 50.41 46.61 43.36 
PE3448-XX Any Price Upon Request 

50 OHM, PE-047SR (.047” BARE COPPER) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34257-6 6" $44.00 $40.92 $37.84 $35.20 
PE34257-12 a2% 45.50 42.32 39.13 36.40 
PE34257-18 18" 47.00 43.71 40.42 37.60 
PE34257-24 24" 48.50 45.11 41.71 38.80 
PE34257-36 36" 51.50 47.90 44.29 41.20 
PE34257-48 48" 54.50 50.69 46 .87 43.60 
PE34257-60 60" 57.50 53.48 49.45 46.00 
PE34257-XX Any Price Upon Request 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model _No. Length 


PE34261-6 
PE34261-12 
PE34261-18 


PE34261-XX 


1-24 


50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 


Model No. 
PE34268-6 

PE34268-12 
PE34268-18 
PE34268-24 
PE34268-36 
PE34268-48 
PE34268-60 
PE34268-XX 


Length 


1-24 


25-49 = 550-99 =: 100 + 
$46.04 $42.57 $39.60 
47.4 43.86 40.80 
48.83 45.15 42.00 
50.22 46.44 43.20 
$3.01 49.02 45.60 
55.80 51.60 48.00 
58.59 54.18 50.40 
Price Upon Request 
25-49 50-99 100 + 
$46.04 $42.57 $39.60 
47.43 43.86 40.80 
48.83 45.15 42.00 
50.22 46.44 43.20 
53.01 49.02 45.60 
55.80 51.60 48.00 
58.59 54.18 50.40 


Price Upon Request 


50 OHM, RG405/U (.085” BARE COPPER) 
Model _No. Length 1-24 «25-49 60-99 
PE3828-6 6" $37.40 $34.78 $32.16 
PE3828-12 12" 38.90 36.18 33.45 
PE3828-18 18" 40.40 37.57 34.74 
PE3828-24 24" 41.90 38.97 36.03 
PE3828-36 36" . 44.90 41.76 38.61 
PE3828-48 48" 47.90 44.55 41.19 
PE3828-60 60" 50.90 47.34 43.77 
PE3828-XX Any Price Upon Request 


100 + 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
100 + 


Model No. 


PE34270-6 

PE34270-12 
PE34270-18 
PE34270-24 
PE34270-36 
PE34270-48 
PE34270-60 
PE34270-XX 


50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 


Length 


6" 
ity 


18" 
24" 
36" 
48" 
60” 
Any 


1-24 


25-49 $0-99 
$38.87 $35.95 
40.27 37.24 
41.66 38.53 
43.06 39.82 
45.85 42.40 
48.64 44.98 
51.43 47.56 


Price Upon Request 


Model No. Length 1-24 =. 25-49 50-99 
PE3657-6 6" $41.80 $38.87 $35.95 
PE3657-12 124 43.30 40.27 37.24 
PE3657-18 18" 44.80 41.66 38.53 
PE3657-24 24" 46.30 43.06 39.82 
PE3657-36 36" 49.30 45.85 42.40 
PE3657-48 48" 52.30 48.64 44.98 
PE3657-60 60" 55.30 51.43 47.56 
PE3657-XX Any Price Upon Request 
50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 
PE33001-6 6" $55.00 $51.15 $47.30 
PE33001-12 12”. 58.00 53.94 49.88 
PE33001-18 18" 61.00 56.73 52.46 
PE33001-24 24" 64.00 59.52 55.04 
PE33001-36 36" 70.00 65.10 60.20 
PE33001-48 48" 76.00 70.68 65.36 
PE33001-60 60" 82.00 76.26 70.52 
PE33001-XX Any Price Upon Request 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
100 + 


Model __No. 
PE34259-6 
PE34259-12 
PE34259-18 
PE34259-24 
PE34259-36 
PE34259-48 
PE34259-60 
PE34259-XX 


50 OHM, dhe crtndbte aioe 
Length 


Model _ No. 


PE34263-6 

PE34263-12 
PE34263-18 
PE34263-24 
PE34263-36 
PE34263-48 
PE34263-60 
PE34263-XX 


Length 


6" 


1-24 
$60.50 
63.50 
66.50 
69.50 
75.50 
81.50 
87.50 


1-24 


25-49 50-99 
$56.27 $52.03 
59.06 54.61 
61.85 57.19 
64.64 59.77 
70.22 64.93 
75.80 70.09 
81.38 75.25 


Price Upon Request 


25-49 


59.06 54.61 
61.85 57.19 
64.64 59.77 
70.22 64.93 
75.80 70.09 


81.38 75.25 
Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


Model No. Length 1-24 25-49 50-99 100 + ‘ 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
PE3570-12 12" $28.60 = $26.60 $24.60 - $22.88 

i Model No. Length 1-24 §©=625-49 ss 50-99 
PE3570-24 24 29.44 27.38 25.32 23.55 eget = 

7 ~ PE3997-12 12 $61.60 Ag - $52.98 
PE3570-36 36 30.28 28.16 26.04 24.22 3 

= e PE3997-24 24 63.60 59.15 54.70 
PE3570-48 48 31.12 28.94 . 26.76 24.90 : 

5 e PE3997-36 36 65.60 61.01 56.42 
PE3570-60 60 31.96 29.72 27.49 25.57 743 a3" 67.60. 62.87 ~ S8cTA 
PE3570-72 habeas hcl 28.21 26.24 ceees ; : : : 

PE3997-60 60 69.60 64.73 59.86 
PESS7@-KX Price dpen Request PE3997-72 72"° 71.60 »=«66.59. 61.58 

53.5 OHM, "RESSB/U COAX, DOUBLE SHIELDED PE3997-84 84" 73.60 68.45 63.30 
Model No. Length 1-24 25-49 50-99 100+ PE3997-96 96" 75.60 70.31 65.02 
PE3499-12 12"° $22.00 $20.46 $18.92 $17.60 PE3997-108 108" 77.60 72.17 66.74 
PE3499-24 24" 22.60 21.02 19.4 18.08 PE3997-120 120 79.60 74.03 68.46 
PE3499-36 36" 23.20 21.58 19.95 18.56 PE3997-144 144" 83.6 77.75 71.90 
PE3499-48 48" 23.80 22.13 20.47 19.04 PE3997-XXX Any Price Upon Request 
E2489 -68 60" 26-48 z.68 20.98 18.5 
PE3499-72 72" 25.0 : j i 
PE3499-XX Any Price Upon Request 50 OHM, RG218/U COAX 

Model No. Length . 1-24 25-49 50-99 

50 OHM, RG58C/U COAX PE33236-48 48" $99.00 $92.07 $85.14 

Model No. Length 1-24 25-49 50-99 100 + PE33236-60 60" 104.00 96.72 89.44 
PE3441-12 12" $19.80 $18.41 $17.03 $15.84 PE33236-72 72" 109.00 101.37. 93.74! 

PE3441-24 24" 20.14 18.73 17.32 16.11 PE33236-84 84" 114.00 106.02 98.04 

PE3441-36 36" 20.48 19.05 17.61 16.38 PE33236-96 96" 119.00 110.67 ~ 102.34 

PE3441-48 48" 20.82 19.36 17.91 16.66 PE33236-108- 108" = 124.00 115.32 106.64 

PE3441-60 60" 21.16 19.68 18.20 16.93 PE33236-120 120” 129.00 119.97 110.94 

PE3441-72 72 21.50 20.00 18.49 17.20 PE33236-144 144" 139.00 129.27 119.54 
PE3441-XX Any Price Upon Request PE33236-XXX Any Price Upon Request 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED E 
Model No. Length 1-24 25-49 50-99 100+ 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
PE3455-6 6" $25.30 $23.53, $21.76 $20.24 Model No. Length A-24  -) 25-49 ««, 30-99 
PE3455-12 12" 26.40 24.55 22.70 21.12 PE3447-6 6" $25.30 $23.53 $21.76 
PE3455-18 18” 27.50 25.58 23.65 22.00 PE3447-12 12" 25.85 24.04 22.23 
PE3455-24 24" 28.60 26.60 24.60 22.88 PE3447-18 18" 26.40 24.55 22.70 
PE3455-30 30" 29.70 27.62 25.54 23.76 PE3447-24 24" 26.95 . 25.06 23.18 
PE3455-36 36” 30.80 28.64 26.49 24.64 PE3447-30 30" 27.50 25.58 23.65 
PE3455-48 48" 33.00 30.69 28.38 26.40 PE3447-36 36” 28.05 26.09 24.12 
PE3455-60 60" 35.20 32.74 30.27 28.16 PE3447-48 48" 29.15 ° 27.11 25.07 
PE3455-72 722 37.40 34.78 32.16 29.92 PE3447-60 60” 30.25 28.13 26.02 
PE3455-XX Any Price Upon Request PE3447-72 72" 31.35 29.16 26.96 

50 OHM, RG178B/U COAX PE3447-XX Any Price Upon Request 
Model No. Length 1-24 25-49 50-99 100 + 
PE33527-12 12" $44.00 $40.92 $37.84 $35.20 50 OHM, ee COAX 
PE33527-24 24" 44.80 41.66. 38.53 35.84 Model No. Length 25-49 = §0-99 
PE33527-36 36" 45.60 42.41 39.22 36.48 PE3487-12 12" re. 70 $27.62 $25.54 
PE33527-48 438" 46.40 43.15 39.90 37.12 PE3487-24 24" 30.50 28.37 26.23 
PE33527-60 60” 47.20 43.90 40.59 37.76 PE3487-36 36" 31.30. 29.11 26.92 
PE33527-72 72" 48.00 44.64 41.28 38.40 PE3487-48 48" 32.10 29.85 27.61 
PE33527-XX Any Price Upon Request pesee-48 60" 32.90 30.60 28.29 
-72 72% 33.70 - 31.34 28.9 
50 OHM, RG188A/U COAX PE3487-XX Any Price Upon Request 
Model No. Length 1-24 25-49 50-99 100 + 
PE33525-12 12" $29.70 +=$27.62 $25.54 $23.76 
PE33525-24 24" 30.50 28.37 26.23 24.40 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
PE33525-36 36" 31.30 8929.11 26.92 25.04 Model No. Length 1-24 25-49 50-99 
PE33525-48 48" 32.10 29.85 27.61 25.68 PE3607-12 12". $33.00 = $30.69 $28.38 
PE33525-60 60" 32.90 30.60 28.29 26.32 PE3607-24 24" 40.00 37.20 34.40 
PE33525-72 72" 33.70 31.34 28.98 26.96 PE3607-36 36" 47.00 43.71 40.42 
PE33525-XX Any Price Upon Request PE3607-48 48" 54.00 50.22 46.44 
50 OHM, RE213/U COAX Bere ee 
3 - - 0-99 100+ é s 7 
Model No. Length 1-24 =625-49 =. 50-99 PE3607-XX Any Price Upon Request 
faeces ee SES BE 
PE3496-24 x “ 4 
PE3496-36 36" 30.28 28.16 26.04 24.22 50 SHIELDED 
PE3496-48 48” 31.12 28.94 26.76 24,90 Model No. Length 1-24 = 25-4 50-99 
PE3496-60 60" 31.96 29.72 27.49 25.57 PE3653-12 12". $25.30 $23.53, $21.76 
PE3496-72 72" 32.80 30.50 28.21 26.24 PE3653-24 24" 27.50 25.58 23.65 
PE3496-XX Any . Price Upon Request fae 36" 29.70 27.62 25.54 
PE3653-48 438" 31.90 29.67 27.43 
50 OHM, RG214/U COAX, DOUBLE SHIELDED PE3653-60 60" 34.10 31.71 | 29.33 
Model No. og owe 1-24 =6.25-49 50-99 100 + PE3653-72 7 36.30 33.76 31.22 
PE3062-12 2” $31.90 $29.67 $27.43 $25.52 PE3653-XX Any Price Upon Request 
PEsee2-28 a 34.90 32.46 30.01 27.92 
PE3062-36 ¢ 37.90 35.25 32.59 30.32 
PE3062-48 48” 40.90 38.04 35.17 32.72 50 OHM, PE-B3199, VERY LOW LOSS COAX 
PE3062-60 > 60" 43.90 40.83 37.75 35.12 Model No. Length 1-24 25-49 50-99 
PE3062-72 72" 46.90 43.62 40.33 37.52 PE3279-12 12" $37.40 $34.78 $32.16 
PE3062-84 84" 49.90 - 46.41 42.91 39.92 PE3279-24 24" 38.20 35.53 32.85 
PE3062-96 96" 52.90 49.20 45.49 . 42.32 PE3279-36 36" 39.00 36.27 33.54 
PE3062-108 108” 55.90 51.99 48.07 44.72 PE3279-48 48" 39.80 37.01 34.23 
PE3062-120 120" 58.90 54.78 50.65 47.12 PE3279-60 60" 40.60 37.76 34.92 
PE3062~-144 144" 64.90 60.36 55.81 51.92 PE3279-72 72" 41.40 38.50 35.60 
PE3062-XXX Any Price Upon Request PE3279-XX An Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CC 


s 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
N MALE TO N MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE COPPER 
Model No. Length 1-24 =©25-49 550-99 100 + Model No. Length 1-24 =25-49 50-99 100 + 
PE3827-6 6" $41.80 $38.87 $35.95 $33.44 PE3920-6 6" $44.00 $40.92 $37.84 $35.20 
PE3827-12 12% 43.30 40.27 37.24 34.64 PE3920-12 azn 45.50 42.32 39.13 36.40 
PE3827-18 18" 44.80 41.66 38.53 35.84 PE3920-18 18" 47.00 43.71 40.42 37.60 
PE3827-24 24" 46.30 43.06 39.82 37.04 PE3920-24 24" 48.50 45.11 41.71 38.80~ 
PE3827-36 36" 49.30 45.85 42.40 39.44 PE3920-36 36” 51.50 47.90 44.29 41.20 
PE3827-48 48" 52.30 48.64 44.98 41.84 PE3920-48 48" 54.50 50.69 46.87 43.60 
PE3827-60 60" 55.30 51.43 47.56 44.24 PE3920-60 60" 57.50 53.48 49.45 46.00 
PE3827-XX Any Price Upon Request PE3920-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 

Model _No. Length 1-24 8=628-49 0-99. 100 + Model_No. Length 1-24 8=625-49 §=6 0-99 100 + 
PE34138-6 6" $44.00 $40.92 $37.84 $35.20 PE34140-6 6" $46.20 $42.97 $39.73 $36.96 
PE34138-12 12¢ 45.50 42.32 39.13 36.40 PE34140-12 12” 47.70 44.36 41.02 38.16 
PE34138-18 18" 47.00 43.71 40.42 37.60 PE34140-18 18" 49.20 45.76 42.31 39.36 
PE34138-24 24" 48.50 45.11 41.71 -80 PE34140-24 24" 50.70 47.15 43.60 40.56 
PE34138-36 36" 51.50 47.90 44.29 41.20 PE34140-36 36" 53.70 49.94 46.18 42.96 
PE34138-48 48" 54.50 50.69 46.87 43.60 PE34140-48 48" 56.70 52.73 48.76 45.36 
PE34138-60 60" 57.50 53.48 49.45 46.00 PE34140-60 60" 59.70 55.52 51.34 47.76 
PE34138-XX Any Price Upon Request PE34140-XX Any Price Upon Request 

SO OWM, PE SRAO2°1 (-141" RE SHAPABLE) 50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. “era 1-24 «=6.25-49 =: 550-99 + Model No. Length 1-24 25-49 §=6 0-99 100 + 
PE3472-6 $44.00 $40.92 $37.84 $35.20 PE3963-6 6" et 20 $42.97 $39.73 $36.96 
PE3472-12 1" 45.50 42.32 39.13 36.40 PE3963-12 12” 47.70 44.36 41.02 38.16 
PE3472-18 18" 47.00 43.71 40.42 37.60 PE3963-18 18" 49.20 45.76 42.31 39.36 
PE3472-24 24" 48.50 45.11 41.71 38.80 PE3963-24 24" 50.70 47.15 43.60 40.56 
PE3472-36 36" 51.50 47.90 44.29 41.20 PE3963-36 36" 53.70 49.94 46.18 42.96 
PE3472-48 48" 54.50 50.69 46.87 43.60 PE3963-48 48" 56.70 52.73 48.76 45.36 
PE3472-60 60” 57.50 53.48 49.45 46.00 PE3963-60 60" 59.70 55.52 51.34 47.76 
PE3472-XX Any Price Upon Request PE3963-XX Any Price Upon Request 

oy oot ilhe) elt eetinn, 50 OHM, RG401/U (.250” BARE COPPER) 

Model No. Length 1-24 25-49 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34142-6 6" $55.00 $51.15 fon $44.00 PE3782-6 6" $55. ~ $51. os $47.30 $44.00 
PE34142-12 ae 56.50 52.55 48.59 45.20 PE3782-12 a2 58.00 53.9. 49.88 46.40 
PE34142-18 18" 58.00 53.94 49.88 46.40 PE3782-18 18" 61.00 56. 3 52.46 48.80 
PE34142-24 24" 59.50 55.34 51.17 47.60 PE3782-24 24" 64.00 59.52 55.04 51.20 
PE34142-36 36" 62.50 -58.13 53.75 50.00 PE3782-36 36" 70.00 65.10 60.20 56.00 
PE34142-48 48" 65.50 60.92 56.33 52.40 PE3782-48 48" 76.00 70.68 65.36 60.80 
PE34142-60 60" 68.50 63.71 58.91 54.80 PE3782-60 60" 82.00 76.26 70.52 65.60 
PE34142-XX Any Price Upon Request PE3782-XX Any Price Upon Request 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model _No. = Length 1-24 25-49 = 550-99 100 + Model. No. Length 1-24 25-49 50-99 100 + 
PE34144-6 6" $60.50 $56.27 $52.03 $48.40 PE3995-6 6" $60.50 $56.27 $52.03 $48.40 
PE34144-12 12" 62.00 57.66 53.32 49.60 PE3995-12 12" 63.5 59.06 54.61 50.80 
PE34144-18 18" 63.50 59.06 54.61 50.80 PE3995-18 18" 66.50 61.85 57.19 53.20 
PE34144-24 24" 65.00 60.45 55.90 52.00 PE3995-24 24" 69.50 64.64 59.77 55.60 
PE34144-36 36" 68.00 63.24 58.48 54.40 PE3995-36 36" 75.50 70.22 64.93 60.40 
PE34144-48 > 71.00 66.03 61.06 56.80 PE3995-48 48" 81.50 75.80 70.09 65.20 
PE34144-60 ~ 60" 74.00 68.82 63.64 59.20 PE3995-60 60" 87.50 81.38 75.25 70.00 
PE34144-XX Any Price Upon Request PE3995-XX » Any Price Upon Request 

50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model "No. Length 2-24 25-49 = 550-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE34146-6 6" $60.50 $56.27 $52.03 $48.40 PE34149-6 6" $60.50 $56.27 $52.03 $48.40 
PE34146-12 12 62.00 57..66 53.32 49.60 PE34149-12 12? 63.50 59.06 54.61 50.80 
PE34146-18 18" 63.50 59.06 54.61 50.80 PE34149-18 18" 66.50 61.85 57.19 53.20 
PE34146-24 24" 65.00 60.45 55.90 52.00 PE34149-24 24" 69.50 64.64 59.77 55.60 
PE34146-36 36" 68.00 63.24 58.48 54.40 PE34149-36 36" 75.50 70.22 64.93 60.40 
PE34146-48 48" 71.00 66.03 61.06 56.80 PE34149-48 48" 81.50 75.80 70.09 65.20 
PE34146-60 60" 74.00 68.82 53.64 59.20 PE34149-60 60" 87.50 81.38 75.25 70.00 
PE34146 -XX Any Price Upon Request PE34149-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


52 OHM, RGSA/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3699-12 12" $47.30 $43.99 $40.68 $37.84 PE3168-12 iz” $38.50 $35.81 $33.11 $30.80 
PE3699-24 24" 48.14 44.77 41.40 38.51 PE3168-24 24" 39.60 36.83 34.06 31.68 
PE3699-36 36" 48.98 45.55 42.12 39.18 PE3168-36 36" 40.70 37.85 35.00 32.56 
PE3699-48 48" 49.82 46.33 42.85 39.86 PE3168-48 48” 41.80 38.87 35.95 33.44 
PE3699-60 60" 50.66 47.11 43.57 40.53 PE3168-60 60" 42.90 39.90 36.89 34.32 
PE3699-72 Te 51.50 47.90 44.29 41.20 PE3168-72 e725 44.00 40.92 37.84 35.20 
PE3699-XX Any Price Upon Request PE3168-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED : 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE3143-12 12% $38.50 $35.81 $33.11 $30.80 PE34203-12 12" $55.00 $51.15 $47.30 $44.00 
PE3143-24 24" 38.84 36.12 33.40 31.07 PE34203-24 24” 75.00 69.75 64.50 60.00 
PE3143-36 Wit 6" 39.18 36.44 33.69 31.34 PE34203-36 36" 95.00 88.35 81.70 76.00 
PE3143-48 48" 39.52 36.75 33.99 31.62 PE34203-48 48" 115.00 106.95 98.90 92.00 
PE3143-60 60” 39.86 37.07 34.28 31.89 PE34203-60 60" 135.00 125.55 116.10 108.00 
PE3143-72 7a 40.20 37.39 34.57 32.16 PE34203-72 72" 155.00 144.15 133.30 124.00 
PE3143-XxX Any Price Upon Request PE34203-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 . 25-49 50-99 100 + 
PE3726-12 12" $38.50 $35.81 $33.11 $30.80 PE34210-12 12" $44.00 $40.92 $37.84 $35.20 
PE3726-24 24” 40.70 37.85 35.00 32.56 PE34210-24 24" 44.80 41.66 38.53 35.84 
PE3726-36 36" 42.90 39.90 36.89 34.32 PE34210-36 36" ' 45.60 42.41 39.22 36.48 
PE3726-48 48" 45.10 41.94 38.79 36.08 PE34210-48 48" 46.40 “43.15 39.90 37.12 
PE3726-60 60" 47.30 43.99 40.68 37.84 © PE34210-60 60” 47.20 43.90 40.59 37.76 
PE3726-72 72" 49.50 46.04 42.57 39.60 PE34210-72 72” i 44.64 41.28 38.40 
PE3726-XX Any Price Upon Request PE34210-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. | Length 1-24 25-49 50-99 100 + 
PE34205-12 12" $44.00 $40.92 $37.84 $35.20 PE34207-12 12" $46.20 $42.97 $39.73 $36.96 
PE34205-24 24" 44.22 41.12 38.03 35.38 PE34207-24 24" 48.20 44.8 41.4 38.56 
PE34205-36 36" 44.44 41.33 38.22 35.55 PE34207-36 36" 50.20 46.69 43.17 40.16 
PE34205-48 48" 44.66 41.53 38.41 35.73 PE34207-48 48" 52.20 48.55 44.89 41.76 
PE34205-60 60” 44.88 41.74 38.60 35.90 PE34207-60 60" 54.20 50.41 46.61 43.36 
PE34205-72 72" 45.10 41.94 38.79 36.08 PE34207-72 72" 56.20 52.27 48.33 44.96 
PE34205-XX Any Price Upon Request PE34207-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-9 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34212-12 12" $44.00 $40.92 $37.84 $35.20 PE3255-12 1Z" $47.30 $43.99 $40.68 $37.84 
PE34212-24 24" 44.80 41.66 38.53 35.84 PE3255-24 24" 54.30 50.50 46.7! 43.44 
PE34212-36 36” 45.60 42.41 39.22 36.48 PE3255-36 36" 61.30 57.01 52.72 49.04 
PE34212-48 48" 46.40 43.15 39.90 37.12 PE3255-48 ". 68.30 63.52 58.74 54.64 
PE34212-60 60” 47.20 43.90 40.59 37.76 PE3255-60 60" 75.30 70.03 64.76 60.24 
PE34212-72 72" 48.00 44.64 41.28 38.40 PE3255-72 72" 82.30 76.54 70.78 65.84 
PE34212-XX Any Price Upon Request PE3255-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 RG400/U DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3797-12 i2* $47.30 $43.99 $40.68 $37.84 PE33321-12 sie $38.50 $35.81 . $33.11 $30.80 
PE3797-24 24” 48.14 44.77 41.40 38.51 PE33321-24 24" 40.70 37.85 35.00 32.56 
PE3797-36 36" 48.98 45.55 42.12 39.18 PE33321-36 36" 42.90 39.90 36.89 34.32 
PE3797-48 48" 49.82 46.33 42.85 39.86 PE33321-48 48" 45.10 41.94 38.79 36.08 
PE3797-60 60" 50.66 47.11 43.57 40.53 PE33321-60 60" 47.30 43.99 40.68 37.84 
PE3797-72 72" 51.50 47.90 44.29 41.20 PE33321-72 72" 49.50 46.04 42.57 39.60 
PE3797-XX _ Any Price Upon Request PE33321-XX Any Price Upon Request 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3071-12 12" $47.30. $43.99 $40.68 $37.84 PE3962-12 ie $41.80 $38.87 $35.95 $33.44 
PE3071-24 24" 50.30 46.7 43.26 40.24 PE3962-24 24" 42.60 39.62 36.64 34.08 
PE3071-36 36” 53.30 49.57 45.84 42.64 PE3962-36 36" 43.40 40.36 37.32 34.72 
PE3071-48 48" 56.30 52.36 48.42 45.04 PE3962-48 48" 44.20 41.11 38.01 35.36 
PE3071-60 60" 59.30 55.15 51.00 47.44 PE3962-60 60" 45.00 41.85 38.70 36.00 
PE3071-72 72" 62.30 57.94 53.58 49.84 PE3962-72 72" 45.80 42.59 39.39 36.64 
PE3071-XX Any Price Upon Request PE3962-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CC 
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50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Lengt 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE33974-12 12. $55.00 $51.15 $47.30 $44.00 PE3882-12 12" $44.00 $40.92 $37.84 $35.20 
PE33974-24 24" 55.84 Sr. 48.02 44.67 PE3882-24 24" 45.10 41.94 38.79 36.08 
PE33974-36 36" 56.68 52.71 48.74 45.34 PE3882-36 36" 46.20 42.97 39.73 36.96 
PE33974-48 48" 57.52 53.49 49.47 46.02 PE3882-48 48" 47.30 43.99 40.68 37.84 
PE33974-60 60” 58.36 54.27 50.19 46.69 PE3882-60 60" 48.40 45.01 41.62 38.72 
PE33974-72 ix 59.20 55.06 50.91 47.36 PE3882-72 72" 49.50 46.04 42.57 39.60 
PE33974-XX Any Price Upon Request PE3882-XX Any Price Upon Request 
50 OHM, R&58C/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3698-12 ize $44.00 $40.92 $37.84 $35.20 PE34222-12 iZc $66.00 $61.38 $56.76 $52.80 
PE3698-24 24" 44.34 41.24 38.13 35.47 PE34222-24 24" 86.00 79.98 73.96 68.80 
PE3698-36 36" 44.68 41.55 38.42 35.74 PE34222-36 36" 106.00 98.58 91.16 84.80 
PE3698-48 48” 45.02 41.87 38.72 36.02 PE34222-48 48" 126.00 117.18 108.36 100.80 
PE3698-60 60" 45.36 42.18 39.01 36.29 PE34222-60 60" 146.00 135.78 125.56 116.80 
PE3698-72 72" 45.70 42.50 39.30 36.56 PE34222-72 2" 166.00 154.38 142.76 132.80 
PE3698-XX Any Price Upon Request PE34222-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX * 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3693-12 12" $44.00 $40.92 $37.84 $35.20 PE34236-12 12° $50.60 $47.06 $43.52 $40.48 
PE3693-24 24" 46.20 42.97 39.73 36.96 PE34236-24 24" 51.40 47.80 44.20 41.12 
PE3693-36 36" 48.40 45.01 41.62 38.72 PE34236-36 36” 52.20 48.55 44.89 41.76 
PE3693-48 48" 50760 47.06 43.52 40.48 PE34236-48 48” 53.00 49.29 45.58 42.40 
PE3693-60 60" 52.80 49.10 45.41 42.24 PE34236-60 ~ 60" 53.80 50.03 46.27 43.04 
PE3693-72 72" 55.00 51.15 47.30 44.00 PE34236-72 ke 54.60 50.78 46.96 43.68 
PE3693-XX Any Price Upon Request PE34236-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Mode}? No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34231-12 12" $50.60 $47.06 $43.52 $40.48 PE34234-12 12" $52.80 $49.10 $45.41. $42.24 
PE34231-24 24” 50.82 47.26 43.71 40.66 PE34234-24 24" 54.80 50.96 47.13 43.84 
PE34231-36 36" 51.04 47.47 43.89 40.83 PE34234-36 36". 56.80 52.82 48.85 45.44 
PE34231-48 48” 51.26 47.67 44.08 41.01 PE34234-48 48" 58.80 54.68 50.57 47.04 
PE34231-60 60" 51.48 47.88 44.27 41.18 PE34234-60 60" 60.80 56.54 52.29 48.64 
PE34231-72 72 51.70 48.08 44.46 41.36 PE34234-72 72" 62.80 58.40 54.01 50.24 
PE34231-XX Any Price Upon Request PE34234-XX Any Price Upon Request 
50 OHM, RG188A/U COAX — 50 OHM,.RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34238-12 ize $50.60 $47.06 $43.52 $40.48 PE3268-12 12" $55.00 $51.15 $47.30 $44.00 
- PE34238-24 24" 51.40 47. 44.20 41.12 PE3268-24 24" 62.00 57.66 53.32 49.60 
PE34238-36 36" 52.20 48.55 44.89 41.76 PE3268-36 36” 69.00 64.17 _ 59.34 55.20 
PE34238-48 48" 53.00 49.29 45.58 42.40 PE3268-48 48” 76.00 70.68 65.36 60.80 
PE34238-60 60" 53.80 50.03 46.27 43.04 PE3268-60 60” 83.00 77.19 71.38 66.40 
PE34238-72 72 54.60 50.78 46.96 43.68 PE3268-72 72" 90.00 83.70 77.40 72.00 
PE34238-XX Any Price Upon Request PE3268-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, R6400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3272-12 12" $55.00 $51.15 $47.30 $44.00 PE3412-12 122 $44.00 $40.92 $37.84. $35.20 
PE3272-24 24 55.84 51.9 48.02 44.67 PE3412-24 24" 46.20 42.97 39.73 36.96 
, PE3272-36 6" 56.68 52.71 48.74 45.34 PE3412-36 36" 48.40 45.01 41.62 38.72 
PE3272-48 © 48" 57.52 53.49 49.47 46.02 PE3412-48 48" 50.60 47.06 43.52 40.48 
PE3272-60 60" 58.36 54.27 50.19 46.69 | PE3412-60 60” 52.80 49.10 45.41 42.24 
PE3272-72 ic 44 59.20 55.06 50.91 47.36 PE3412-72 72 55.00 51.15 47.30 44.00 
PE3272-XX Any Price Upon Request PE3412-XX Any Price Upon Request 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3781-12 12" $55.00 $51.15 $47.30 $44.00 PE33168-12 is $47.30 $43.99 $40.68 $37.84 
PE3781-24 24" 58.00 53.94 49.88 46.40 PE33168-24 24" 48.10 44.73 41.37 38.48 
PE3781-36 36" 61.00 56.73 52.46 48.80 PE33168-36 36" 48.90 45.48 42.05 39.12 
PE3781-48 48" 64.00 59.52 55.04 51.20 PE33168-48 48" 49.70 46.22 42.74 39.76 
PE3781-60 60" 67.00 62.31 57.62 53.60 PE33168-60 60” 50.50 46.97 43.43 40.40 
PE3781-72 72" 70.00 65.10 60.20 56.00 PE33168-72 72" 51.30 47.71 44.12 41.04 
PE3781-XxX Any Price Upon Request PE33168-XX Any Price Upon Request 


* PASTERNACK ENTERPRISES 


POST OFFICE BOX 16759 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


51 NMALETONFEMALE el 


- . 
50 OHM, RG58C/U COAX 50 OHM, RG&223/U COAX, DOUBLE SHIELDED ; 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3714-12 12" $24.20 $22.51 $20.81 $19.36 PE3667-12 12% $24.20 $22.51 $20.81 $19.36 
PE3714-24 24" 24.54 22.82 21.10 19.63 PE3667-24 24" 25.30 23.53 21.76 20.24 
PE3714-36 36" 24.88 23.14 21.40 19.90 PE3667-36 36" 26.40 24.55 22.70 21.12 
PE3714-48 48" 25.22 23.45 21.69 20.18 PE3667-48 48" 27.50 25.58 23.65 22.00 
PE3714-60 60" 25.56 23.77 21.98 20.45 PE3667-60 60" 28.60 26.60 24.60 22.88 
PE3714-72 72” 25.90 24.09 22.27 20.72 PE3667-72 72" 29.70 27.62 25.54 23.76 
PE3714-XX Any Price Upon Request PE3667-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-4) 50-99 100 + 
PE3996-12 12" $24.20 $22.51 $20.81 $19.36 PE33728-12 i2* $44.00 $40.92 $37.84 $35.20 
PE3996-24 24" 26.40 24.55 22.70 21.12 PE33728-24 24" 64.00 59.52 55.04 51.20 
PE3996-36 36" 28.60 26.60 24.60 22.88 PE33728-36 36" 84.00 78.12 72.24 67.20 
PE3996-48 48" 30.80 28.64 26.49 24.64 PE33728-48 48" 104.00 96.72 89.44 83.20 
PE3996-60 + * 60" 33.00 30.69 28.38 26.40 PE33728-60 60" 124.00 115.32 106.64 99.20 
PE3996-72 72> 35.20 32.74 30.27 28.16 PE33728-72 itty 144.00 133.92 123.84 115.20 
PE3996-XX Any Price Upon Request PE33728-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, R6316/U COAX BY 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 . 50-99 100 + : 
PE34283-12 125 $36.30 $33.76 $31.22 $29.04 PE3986-12 12" $36.30 $33.76 $31.22 $29.04 ry 
PE34283-24 24" 37.10 34.50 31.91 29.68 PE3986-24 24" 37.10 34.50 31.91 29.68 
PE34283-36 36" 37.90 35.25 32.59 30.32 PE3986-36 36" 37.9 35.25 32.59 30.32 : 
PE34283-48 48" 38.70 35.99 33.28 30.96 PE3986-48 48" 38.7) 35.99 33.28 30.96 4 
PE34283-60 60" 39.50 36.74 33.97 31.60 PE3986-60 60" 39.50 36.74 33.97 31.60 ; 
PE34283-72 72" 40.30 37.48 34.66 32.24 PE3986-72 72" 40.30 37.48 34.66 32.24 * 
PE34283-XX Any Price Upon Request PE3986-XX Any Price Upon Request ok 
a 
30 OHM, RG213/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 3 
Model No. Length 1-24 25-49 50-99 100 + Model No. Lenath 1-24 25-49 50-99 100 + 
PE3232-12 iZE $34.10 $31.71 $29.33 $27.28 PE34281-12 12" $39.60 $36.83 $34.06 $31.68 
PE3232-24 24" 34.94 32.49 30.05 27.95 PE34281-24 24" 41.60 38.69 35.78 33.28 ; 
PE3232-36 36" 35.78 33.28 30.77 28.62 PE34281-36 36” 43.60 40.55 37.50 4.88 
PE3232-48 48" 36.62 34.06 31.49 29.30 PE34281-48 48" 45.60 42.41 39.22 36.48 _ 
PE3232-60 60” 37.46 34.84 32.22 29.97 PE34281-60 60” 47.60 44.27 40.94 38.08 ‘ 
PE3232-72 72" 38.30 35.62 32.94 30.64 PE34281-72 72" 49.60 46.13 42.66 39.68 
PE3232~XX Any Price Upon Request PE34281-XX Any Price Upon Request ‘ 
: J 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG393/0 COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3650-12 azn $36.30 $33.76 $31.22 $29.04 PE3977-12 12" $36.30 $33.76 $31.22 $29.04 2 
PE3650-24 24°" f -39.30 36.55 33.80 31.44 PE3977-24 24" 43.30 40.27 37.24 34.64 4 
PE3650-36 36" 42.30 39.34 36.38 33.84 PE3977-36 36" 50.30 46.78 43.26 40.24 v 
PE3650-48 48" 45.30 42.13 38.96 36.24 PE3977-48 48" 57.30 53.29 49.28 45.84 xg 
PE3650-60 60" 48.30 44.92 41.54 38.64 PE3977-60 60" 64.30 59.80 55.30 51.44 
PE3650-72 Fer, 51.30 47.71 44.12 41.04 PE3977-72 72" 71.30 66.31 61.32 57.04 ; 
PE3650-XX Any, Price Upon Request PE3977-XX Any Price Upon Request ‘ 
50 OHM, REZ U7) SOR DONGLE SHNELUER 50 OHM, RG400/U DOUBLE SHIELDED F 
Model No. Length 1-24 25-49 50-99 100 + Model No Length 1-24 25-49 50-99 100 + 
PE34274-12 12" $66.00 $61.38 $56.76 $52.80 PE3617-12 12" $24.20 $22.51 $20.81 $19.36 
PE34274-24 -24" 68.00 63.24 58.48 54.40 PE3617-24 24" 26.40 24.55 22.70 21.12 
PE34274-36 36" 70.00 65.10 60.20 56.00 PE3617-36 36" 28.60 26.60 24.60 22.88 
PE34274-48 48" 72.00 66.96 61.92 57.60 PE3617-48 48" 30.80 28.64 26.49 24.64 
PE34274-60 60" 74.00 68.82 63.64 59.20 PE3617-60 60” 33.00 30.69 28.38 26.40 
PE34274-72 72" 76.00 70.68 65.36 60.80 PE3617-72 Vf 35.20 32.74 30.27 28.16 a 
PE34274-XX Any Price Upon Request PE3617-XX Any Price Upon Request P| 
50 OHM, RG218/U COAX 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length "1-24 25-49 50-99 100 + 
PE34276-12 12" $88.00 $81.84 $75.68 $70.40 PE33011-12 Yad $36.30 $33.76 $31.22 $29.04 
PE34276-24 24" 93.00 86.49 79.98 74.40 PE33011-24 24" 37.10 34.50 31.91 29.68 
PE34276-36 36" 98.00 91.14 84.28 78.40 PE33011-36 36" 37.90 35.25 32.59" 30.32 
PE34276-48 48" 103.00 95.79 88.58 82.40 PE33011-48 48" 38.70 35.99 33.28 30.96 
PE34276-60 60" 108.00 100.44 92.88 86.40 PE33011-60 60" 39.50 36.74 33.97 31.60 
PE34276-72 lL 4g 113.00 105.09 97.18 90.40 PE33011-72 72" 40.30 37.48 34.66 32.24 
PE34276-XX Any Price Upon Request PE33011-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 _ IRVINE, CA 92623-6759 U.S.A. , 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK. 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 


PE3829-6 © 6" $48.40 $45.01 $41.62 $38.72 
PE3829-12 12° 49.90 46.41 42.91 39.92 
PE3829-18 18” 51.40 47.80 44.20 41.12 
PE3829-24 24" 52.90 49.20 45.49 42.32 
PE3829-36 36" 55.90 51.99 48.07 44.72 
PE3829-48 48" 58.90 54.78 50.65 47.12 
PE3829-60 . 60" 61.90 57.57 53.23 49.52 
PE3829-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. . Length 1-24 25-49 50-99 = 100 + 


PE34289-6 6" $51.70 $48.08 $44.46 $41.36 
PE34289-12 12" 53.20 49.48 45.75 42.56 
PE34289-18 18” 54.70 50.87 47.04 43.76 
PE34289-24 24" 56.20 52.27 48.33 44.96 
PE34289-36 36" 59.20 55.06 50.91 47.36 
PE34289-48 48" 62.20 57.85 53.49 49.76 
PE34289-60 60" 65.20 60.64 56.07 52.16 
PE34289-XX Any Price Upon Request 


50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 


Model No. = Length 1-24 25-49 50-99 100 + 
PE3485-6 6" $51.70 $48.08 $44.46 $41.36 
PE3485-12 12" 53.20 49.48 45.75 42.56 
PE3485-18 18" 54.70 50.87 47.04 43.76 
PE3485-24 24” 56.20 52:27 48.33 44.96 
PE3485-36 36" 59.20 55.06 50.91 47.36 
PE3485-48 48" 62.20 57.85 53.49 49.76 
PE3485-60 60" 65.20 60.64 56.07 52.16 
PE3485-XX Any Price Upon Request 


50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34287-6 6" $71.50 $66.50 $61.49 $57.20 
PE34287-12 12" 73.00 67.89 62.78 58.40 
PE34287-18 18" 74:50 69.29 64.07 59.60 
PE34287-24 24" 76.00° 70.68 65.36 60.80 
PE34287-36 36" 79.00 73.47 67.94 63.20 
PE34287-48 48" 82.00 76.26 70.52 65.60 
PE34287-60 60" 85.00 79.05 73.10 68.00 
PE34287-XX Any Price Upon Request 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model No. — Length 1-24 25-49 © 50-99 100 + 


PE34296-6 6" $77.00 $71.61 $66.22 $61.60 
PE34296-12 a2? 78.50 73.01 67.51 62.80 
PE34296-18 18" 80.00 74.40 68.80 64.00 
PE34296-24 24" 81.50 75.80 70.09 65.20 
PE34296-36 36” 84.50 78.59 72.67 67.60 
PE34296-48 48" 87.50 81.38 75.25 70.00 
PE34296-60 60" 90.50 84.17 77.83 72.40 
PE34296-XX Any Price Upon Request 


50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Model No. Length 1-24 25-49 = 50-99: 100 + 


PE34291-6 6" $77.00 $71.61 $66.22 $61.60 
PE34291-12 12" 78.50 73.01 67.51 62.80 
PE34291-18 18" 80.00 74.40 68.80 64.00 
PE34291-24 24" 81.50 75.80 70.09 65.20 
PE34291-36 36" 84.50 78.59 72.67 67.60 
PE34291-48 48" 87.50 81.38 75.25 70.00 
PE34291-60 60" 90.50 84.17 77.83 72.40 
PE34291-XX Any Price Upon Request 


N MALE TO N FEMALE 


50 OHM, RG405/U (.085” BARE COPPER) 


‘Model No. Length 1-28 Reedy 30-99 100 

PE3921-6 6" $51.70 $48.08 $44.46 $41.36 
PE3921-12 12: 53.20 49.48 45.75 42.56 
PE3921-18 18" 54.70 50.87 47.04 43.76 
PE3921-24 24" 56.20 52.27 48.33 44.96 
PE3921-36 36" 59.20 55.06 50.91 47.36 
PE3921-48 48" 62.20 57.85 53.49 49.76 
PE3921-60 60" 65.20 60.64 56.07 52.16 
PE3921-XX Any Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. = Length 1-24 25-49 = 50-99 100 + 


PE34285-6 6" $55.00 $51.15 $47.30 $44.00 
PE34285-12 12 56.50 52.55 48.59 45.20 
PE34285-18 18" 58.00 53.94 49.88 46.40 
PE34285-24 24" 59.50 55.34 51.17 47.60 
PE34285-36 36" 62.50 58.13 53.75 50.00 
PE34285-48 48" 65.50 60.92 56.33 52.40 
PE34285-60 60" 68.50 63.71 58.91 54.80 
PE34285-XX Any Price Upon Request 


50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 


Model _No. Length 1-24 ©°25-49"— «550-99 100 + 
PE3965-6 6" $55.00 $51.15 $47.30 $44.00 
PE3965-12 12" 56.50 52.55 48.59 45.20 
PE3965-18 18" 58.00 53.94 49.88 46.40 
PE3965-24 24" 59.50 55.34 51.17 47.60 
PE3965-36 36" 62.50 58.13 53.75 50.00 
PE3965-48 48" 65.50 60.92 56.33 52.40 
PE3965-60 60" 68.50 63.71 58.91 54.80 
PE3965-XX Any Price Upon Request 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3979-6 6" $60.50 $56.27 $52.03 $48.40 
PE3979-12 12? 63.50 59.06 54.61 50.80 
PE3979-18 18" 66.50 61.85 57.19 53.20 
PE3979-24 24" 69.50 64.64 59.77 55.60 
PE3979-36 36" 75.50 70.22 64.93 60.40 
PE3979-48 48" 81.50 75.80 70.09 65.20 
PE3979-60 60" 87.50 81.38 75.25 70.00 
PE3979-XX Any Price Upon Request 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3988-6 6" $66.00 $61.38 $56.76 $52.80 
PE3988-12 12" 69.00 64.17 59.34 55.20 
PE3988-18 18" 72.00 66.96 61.92 57.60 
PE3988-24 24" 75.00 69.75 64.50 60.00 
PE3988-36 36" 81.00 75.33 69.66 64.80 
PE3988-48 . 87.00 80.91 74.82 69.60 
PE3988-60 66" 93.00 86.49 79.98 74.40 
PE3988-XX Any Price Upon Request 


50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 = 100 + 


PE34293-6 6" $66.00 $61.38 $56.76 $52.80 
PE34293-12 12° 69.00 64.17 59.34 55.20 
PE34293-18 18" 72.00 66.96 61.92 57.60 
PE34293-24 24" 75.00 69.75 64.50 60.00 
PE34293-36 36" 81.00 75.33 69.66 64.80 
PE34293-48 48" 87.00 80.91 74.82 69.60 
PE34293-60 60" 93.00 86.49 79.98 74.40 
PE34293-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


USE MOUNTING HOLE G01 ON PAGE 196 
52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 =©.25-49 = 50-99 100 + Model No. Length 1-24 25-49. §0-99 100 + 
PE3966-12 12° $45.10 $41.94 $38.79 $36.08 PE3686-12 12" $37.40 $34.78 $32.16 $29.92 
PE3966-24 24" 45.94 42.72 39.51 36.75 PE3686-24 24" 38.50 35.81 33.11 .80 
PE3966-36 36" 46.78 43.51 40.23 37.42 PE3686-36 36" 39.60 36.83 34.06 31.68 
PE3966-48 48" 47.62 44.29 40.95 38.10 PE3686-48 48" 40.70 37.85 35.00 32.56 
PE3966-60 60” 48.46 45.07 41.68 38.77 ~ PE3686-60 60" 41.80 38.87 35.95 33.44 
PE3966-72 72" 49.30 45.85 42.40 39.44 PE3686-72 72" 42.90 39.90 36.89 34.32 
PE3966-XX Any Price Upon Request PE3686-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, R&225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 = 100 + 
PE3320-12 12% $37.40 $34.78 $32.16 $29.92 PE34194-12 12" $55.00 $51.15 $47.30 $44.00 
PE3320-24 24" 37.74 35.10 $23 ~ 30.19 PE34194-24 24" 75.00 69.75 64.50 60.00 
PE3320-36 36" 38.08 35.41 32.75 30.46 PE34194-36 36” 95.00 88.35 81.70 76.00 
PE3320-48 48" 38.42 35.73 33.04 30.74 PE34194-48 48” 115.00 106.95 98.90 92.00 
PE3320-60 60" 38.76 36.05 33.33 31.01 PE34194-60 60" 135.00 - 125.55 116.10 108.00 
PE3320-72 72" 39.10 36.36 33.63 31.28 PE34194-72 72" 155.00 144.15 133.30 124.00 
PE3320-XX Any Price Upon Request PE34194-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 =©625-49 = §0-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3034-12 12" ‘$37.40 $34.78 $32.16 $29.92 PE33534-12 12", $45.10 $41.94 $38.79 $36.08 
PE3034-24 24" 39.60 36.83 34.06 31.68 PE33534-24 24" 45.90 42.69 39.47 36.72 
PE3034-36 36" 41.80 38.87 35.95 33.44 PE33534-36 36" 46.70 43.43 40.16 37.36 
PE3034-48 48” 44.00 40.92 37.84 35.20 PE33534-48 48" 47.50 44.18 40.85 38.00 
PE3034-60 60” 46.20 42.97 39.73 36.96 PE33534-60 60” 48.30 44.92 41.54 38.64 
PE3034-72 fb 4 48.40 45.01 41.62 38.72 PE33534-72 723 49.10 45.66 42.23 39.28 
PE3034-XX Any Price Upon Request PE33534-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1=24 ~~ 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE34201-12 12" $49.50 $46.04 $42.57 $39.60 PE34198-12 729 $45.10 $41.94 $38.79 $36.08 
PE34201-24 24" 50.30 46.78 43.26 40.24 PE34198-24 24" 47.10 43.80 40.51 37.68 
PE34201-36 36" 51.10 47.52 43.95 40.88 PE34198-36 36” 49.10 45.66 42.23 39.28 
PE34201-48 48" 51.90 48.27 44.63 41.52 PE34198-48 48" 51.10 47.52 43.95 -88 
PE34201-60 60" 52.70 49.01 45.32 42.16 PE34198-60 60" 53.10 49.38 45.67 42.48 
PE34201-72 72" 53.50 49.76 46.01 42.80 PE34198-72 72° 55.10 51.24 47.39 44.08 
PE34201-XX Any Price Upon Request PE34198-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 §=625-49 — §0-99 100 + 
PE34181-12 12" $45.10 $41.94 $38.79 $36.08 PE33530-12 12" $45.10 $41.94 $38.79 $36.08 
PE34181-24 24" 45.90 42.69 39.47 36.72 PE33530-24 24" 52.10 48.45 44.81 41.68 
PE34181-36 36" 46.70 43.43 40.16 37.36 PE33530-36 36" 59.10 54.96 50.83 47.28 
PE34181-48 48" 47.50 44.18 40.85 38.00 PE33530-48 48" 66.10 61.47 56.85 52.88 
PE34181-60 60" 48.30 44.92 41.54 38.64 PE33530-60 60" 73.10 67.98 62.87 58.48 
PE34181-72 72" 49.10 45.66 42.23 39.28 PE33530-72 72" 80.10 74.49 68.89 64.08 
PE34181-XX Any Price Upon Request PE33530-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. ‘Length 1-24 25-49 50-99 100 + 
PE33543-12 12” $45.10 $41.94 $38.79 $36.08 PE3227-12 DI $37.40 $34.78 $32.16 $29.92 
PE33543-24 24" 45.94 42.72 39.51 36.75 PE3227-24 24" 39.60 36.83 34.06 31.68 
PE33543-36 36" 46.78 43.51 40.23 37.42 PE3227-36 36" 41.80 38.87 35.95 33.44 
PE33543-48 48" 47.62 44.29 40.95 38.10 PE3227-48 48" 44.00 40.92 37.84 35.20 
PE33543-60 60" 48.46 45.07 41.68 38.77 PE3227-60 60" 46.20 42.97 39.73 36.96 
PE33543-72 72" 49.30 45.85 42.40 39.44 PE3227-72 ees 48.40 45.01 41.62 38.72 
PE33543-XX Any Price Upon Request PE3227-XX Any Price Upon Request 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3217-12 12" $45.10 $41.94 $38.79 $36.08 PE34196-12 12” $39.60 $36.83 $34.06 $31.68 
PE3217-24 24" 48.10 44.73 41.37 38.48 PE34196-24 24" 40.40 37.57 34.74 32.32 
PE3217-36 36" 51.10 47.52 43.95 40.88 PE34196-36 36" 41.20 38.32 35.43 32.96 
PE3217-48 48" 54.10 50.31 46.53 43.28 PE34196-48 48" 42.00 39.06 36.12 33.60 
PE3217-60 60" 57.10 53.10 49.11 45.68 - PE34196-60 60" 42.80 39.80 36.81 34.24 
PE3217-72 72" 60.10 55.89 51.69 48.08 PE34196-72 72" 43.60 40.55 37.50 34.88 
PE3217-XX Any Price Upon Request PE34196-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


N MALE 


TO N FEMALE BULKHEAD 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNAC 


a 


Model No. 
PE3830-6 
PE3830-12 
PE3830-18 
PE3830-24 
PE3830-36 
PE3830-48 
PE3830-60 
PE3830-XX 


1-24 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
N MALE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 196 


50 OHM, RG402/U (.141” BARE COPPER) 
Length 
5" 


25-49 50-99 
$61.38 $56.76 
62.78 58.05 
64.17 59.34 
65.57 60.63 
68.36 63.21 
71.15 65.79 
73.94 68,37 
Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model No. 


PE34158-6 

PE34158-12 
PE34158-18 
PE34158-24 
PE34158-36 
PE34158-48 
PE34158-60 
PE34158-Xx 


. 50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Length 


Model No. 


PE3488-6 
PE3488-12 
PE3488-18 
PE3488-24 
PE3488-36 
- PE3488-48 
PE3488-60 
PE3488-XX 


Length 


6" 
12" 
18" 
24" 
36" 


60” 
_ Any 


6” 
12" 


1-24 
$69.30 


25-49 = 50-99 
$64.45 $59.60 
65.84 60.89 
67.24 62.18 
68.63 63.47 
71.42 66.05 
74.21 68.63 
77.00 71.21> 


Price Upon Request 


1-24 25-49 50-99 
$69.30 $64.45 $59.60 
70.80 65.84 60.89 
72.30 67.24 62.18 
73.80 68.63 63.47 
76.80 71.42 66.05 
79.80 74.21 68.63 
82.80 77.00 71.21 


Price Upon Request 


50 OHM, PE-047SR (.047” BARE COPPER) 


Model No. 
PE34152-6 
PE34152-12 
PE34152-18 
PE34152-24 
PE34152-36 
PE34152-48 
PE34152-60 
PE34152-XX 


Length 


+f 


1-24 
$77.00 
78.50 
80.00 
81.50 
84.50 
87.50 
90.50 


25-49 50-99 
$71.61 $66.22 
73.01 67.51 
74.40 68.80 
75.80 70.09 
78.59 72.67 
81.38 75.25 
84.17 77.83 
Price Upon Request 


100 + 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model __No. 
PE34154-6 
PE34154-12 
PE34154-18 
PE34154-24 
PE34154-36 
PE34154-48 
PE34154-60 
PE34154-XX 


50 OHM, PE-SRO47FL (.047” meted geet 
Length 


Model No. 
PE34156-6 
PE34156-12 
- PE34156-18 
PE34156-24 
PE34156-36 
PE34156-48 
PE34156-60 
PE34156-XX 


Length 


6" 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


1-24 
$82.50 
84.00 
85.50 
87.00 
90.00 
93.00 
96.00 


1-24 


25-49 = 50-99 
$76.73 $70.95 
78.1 72.24 
79.52 73.53 
80.91 74.82 
83.70 77.40 
86.49 79.98 
89.28 82.56 


Price Upon Request 


25-49 -99 
$76.73 Waa 
78.1 72.24 
79.52 73.53 
80.91 74.82 
83.70 77.40 
86.49 79.98 
89.28 82.56 


Price Upon Request 


100 + 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3922-6 6" $67.10 $62.40 $57.71 $53.68 
PE3922-12 12% 68.60 63.80 59.00 54.88 
PE3922-18 18" 70.10 65.19 60.29 56.08 
PE3922-24 24" 71.60 66.59 61.58 57.28 
PE3922-36 36" 74.60 69.38 64.16 59.68 
PE3922-48 48" 77.60 72.17 66.74 62.08 
PE3922-60 60" 80.60 74.96 69.32 64.48 
PE3922-XX Any Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 


Model No. Length 1-24 
PE3971-6 6" $70.40 
PE3971-12 12? 71.90 
PE3971-18 18” 73.40 
PE3971-24 24" 74.90 
PE3971-36 36" 77.90 
PE3971-48 48" 80.90 
PE3971-60 60” 83.90 
PE3971-XX Any 


Model No. Length 1-24 25-49 50-99 
PE34161-6 6" $70.40 $65.47 $60.54 
PE34161-12 12" 71.90 66.87 61.83 
PE34161-18 18" 73.40 68.26 63.12 
PE34161-24 24" 74.90 69.66 | 64.41 
PE34161-36 36" 77.90 72.45 66.99 
PE34161-48 48" 80.90 75.24 69.57 
» PE34161-60 60" 83.90 78.03 72.15 
PE34161-XX Any Price Upon Request 


25-49 50-99 
$65.47 $60.54 
66.8 61.83 
68.26 63.12 
69.66 64.41 
72.45 66.99 
75.24 69.57 
78.03 72.15 


Price Upon Request 


50 OHM, RG401/U (.250” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 
PE3983-6 6" $66.00 $61.38 $56.76 
PE3983-12_- 12" 69.00 64.17 59.34 
PE3983-18 18" 72.00 66.96 61.92 
PE3983-24 24" 75.00 69.75 64.50 
PE3983-36 36" 81.00 75.33 69.66 
PE3983-48 48" 87.00 80.91 74.82 
PE3983-60 60" 93.00 86.49 79.98 
PE3983-XX Any Price Upon Request 


100 + 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 
PE3993-6 6" $71.50 
PE3993-12 12" 74.50 
PE3993-18 18" 77.50 
PE3993-24 24" 80.50 
PE3993-36 36" 86.50 
PE3993-48 48" 92.50 
PE3993-60 60" 98.50 
PE3993-XX Any 


50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 


Model_No. Length 1-24 
PE34150-6 6" $71.50 
PE34150-12 a2 74.50 
PE34150-18 18" 77.50 
PE34150-24 24" 80.50 
PE34150-36 36" 86.50 
PE34150-48 48" 92.50 
PE34150-60 60" 98.50 
PE34150-XX Any 


IRVINE, CA 92623-6759 


25-49 50-99 
$66.50 $61.49 
69.29 64.07 
72.08 66.65 
74.87 69.23 
80.45 74.39 
86 .03 79.55 
91.61 84.71 
Price Upon Request 


25-49 50-99 
$66.50 $61.49 
69.29 64.07 
72.08 66.65 
74.87 69.23 
80.45 74.39 
86.03 79.55 
91.61 84.71 


Price Upon Request 


U.S.A. 


100 + 
$57.20 
59.60 
62.00 
64.40 
69.20 
74.00 
78.80 


N MALE RIGHT ANGLE TO N FEMALE BULKHEAD 


USE MOUNTING HOLE G01 ON PAGE 196 


52 OHM, RG8A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. — Length 1-24 25-49 50-99 100+ Model _No. Length 1-24 25-49 50-99 100 + 
PE34216-12 12" $55.00 $51.15 $47.30 $44.00 PE33536-12 12" $44.00 $40.92 $37.84 $35.20 
PE34216+24 24" 55.84 51.93 48.02 44.67 PE33536-24 24" 45.10 41.94 38.7 36.08 
PE34216-36 36" 56.68 52.71 48.74 45.34 PE33536-36 36" 46.20 42.97 39.73 36.96 
PE34216~48 48" 57.52 53.49 49.47 46.02 PE33536-48 48" 47.30 43.99 40.68 37.84 
PE34216-60 60” 58.36 54.27 50.19 46.69 PE33536-60 60" 48.40 45.01 41.62 38.72 
PE34216-72 ry Se 59.20 55.06 50.91 47.36 PE33536-72 72" 49.50 46.04 42.57 39.60 
PE34216-XX Any Price Upon Request PE33536-XX Any _Price Upon Request 
50 OHM, RG58C/U COAX =) 50 OHM, RO225/6 COAL, ROUBLE SINERES 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 100 + 
PE3407-12 12" $44.00 $40.92 $37.84 $35.20 PE34221-12 i2* $66.00 $61.38 een 76 $52.80 
PE3407-24 24" 44.34 41.24 38.13 35.47 PE34221-24 24" 86.00 79.98 73.96 68.80 
PE3407-36 36" 44.68 41.55 38.42 35.74 PE34221-36 36" 106.00 98.58 91.16 84.80 
PE3407-48 48" 45.02 41.87 38.72 36.02 PE34221-48 48" 126.00 117.18 108.36 100.80 
PE3407-60 60" 45.36 42.18 39.01 36.29 PE34221-60 60" 146.00 135.78 125.56 116.80 
PE3407-72 72" 45.70 42.50 39.30 36.56 PE34221-72 72" 166.00 154.38 142.76 132.80 
PE3407-XX Any Price Upon Request PE34221-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX , 
Model _ No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33021-12 12" $44.00 $40.92 $37.84 $35.20 PE34214-12 12" $50.60 $47.06 $43.52 $40.48 
PE33021-24 24" 46.20 42.97 39.73 36.96 PE34214-24 24” 51.40 47.80 44.20 41.12 
PE33021-36 36" 48.40 45.01 41.62 38.72 PE34214-36 36" 52.20 48.55 44,89 41.76 
PE33021-48 48" 50.60 47.06 43.53 40.48 PE34214-48 48" 53.00 49.29 45.58 42.40 
PE33021-60 60" 52.80 49.10 45.41 42.24 PE34214-60 60" 53.80 50.03 46.27 43.04 
PE33021-72 72" 55.00 51.15 47.30 44.00 PE342i4-72 YF tel 54.60 50.78 46.96 43.68 
PE33021-XX Any Price Upon Request PE34214-XX Any ; Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34229-12 12" $50.60 $47.06 $43.52 $40.48 PE34227-12 12" $52.80 $49.10 $45.41 $42.24 
PE34229-24 24" 50.82 47.26 43.71 40.66 PE34227-24 24" 54.80 50.96 47.13 43.84 
PE34229-36 36" 51.04 47.47 43.89 40.83 PE34227-36 36" 56.80 52.82 + 48.85 45.44 
PE34229-48 48" 51.26 47.67 44.08 41.01 PE34227-48 48" 58.80 54.68 50.57 47.04 
PE34229-60 60" 51.48 47.88 44.27 41.18 PE34227-60 60" 60.80 56.54 52.29 48.64 
PE34229-72 - 72" 51.70 48.08 44.46 41.36 PE34227-72 72" 62.80 58.40 54.01 50.24 
PE34229-Xx Any Price Upon Request PE34227-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
* PE34218-12 ges $50.60 $47.06 $43.52 $40.48 PE33532-12 12" $55.00 $51.15 $47.30 $44.00 
PE34218-24 24" 51.40 47.80 44.20 41.12 PE33532-24 24" 62.00 57.66 53.32 49.60 
PE34218-36 36" 52.20 48.55 44.89 41.76 PE33532-36 36" 69.00 64.17 59.34 55.20 
PE34218-48 48" 53.00 49.29 45.58 42.40 PE33532-48 48" 76.00 70.68 65.36 60.80 
PE34218-60 60" 53.80 50.03 46.27 43.04 PE33532-60 60" 83.00 77.19 71.38 66.40 
PE34218-72 72" 54.60 50.78 46.96 43.68 PE33532-72 72" 90.00 83.70 77.40 72.00 
PE34218-XX Any Price Upon Request PE33532-XX ~ = Any Price Upon Request 
50 OHM,.RGE213/U COAX 50 OHM, RG400/U COAX, 
Model_No. Length 1-24 =. 25-49 50-99 100. + Model_No. Length 1-24 25-49 50-99 100 + 
PE33545-12 12" $55.00 $51.15 $47.30 $44.00 PE33528-12 12" $44.00 $40.92 $37.84 $35.20 
PE33545-24 24” 55.84 51.93 48.02 44.67 PE33528-24 24" 46.20 42.97 39.73 36.96 
PE33545-36 36" 56.68 52.71 48.74 45.34 PE33528-36 36" 48.40 45.01 41.62 38.72 
PE33545-48 48" 57.52 53.49 49.47. 46.02 PE33528-48 48" 50.60 47.06 43.52 40.48 
PE33545-60 60" 58.36 54.27 50.19 46.69 PE33528-60 60" 52.80 49.10 45.41 42.24 
PE33545-72 72" 59.20 55.06 50.91 47.36 PE33528-72 72” 55.00 51.15 47.30 44.00 
PE33545-XX Any Price Upon Request PE33528-XX Any Price Upon Request 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model _ No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33178-12 12" $55.00 $51.15 $47.30 . $44.00 PE34225-12 12" $47.30 $43.99 $40.68 $37.84 
PE33178-24 24" 58.00 53.94 49.88 46.40 PE34225-24 24" 48.10 44.73 41.37 38.48 
PE33178-36 36" 61.00 56.73 52.46 48.80 PE34225-36 36" 48.90 45.48 42.05 39.12 
PE33178-48 48" 64.00 59.52 55.04 51.20 PE34225-48 48" 49.70 46.22 42.74 39.76 
PE33178-60 60" 67.00 62.31 57.62 53.60 PE34225-60 60" 50.50 46.97 43.43 40 
PE33178-72 ey 70.00 65.10 60.20 56.00 PE34225-72 72" 51.30 47.71 44.12 41.04 
PE33178-XX Any Price Upon Request PE34225-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: ee Nn COM WEB ADDRESS:° PASTERNACK.COM 


N MALE TO TNC MALE 


Model No. 


PE33615-12 
PE33615-24 
PE33615-36 
PE33615-48 
PE33615-60 
PE33615-72 
PE33615-XX 


Model No. 


PE3661-12 
PE3661-24 
PE3661-36 
PE3661-48 
PE3661-60 
PE3661-72 
PE3661-XX 


50 OHM, RE142B/U COAX, DOUBLE SHIELDED 


Model No. 
PE3652-12 
PE3652-24 
PE3652-36 
PE3652-48 
PE3652-60 
PE3652-72 
PE3652-XX 


Model__No. 
PE34272-12 
PE34272-24 


PE34272-36 - 


PE34272-48 
PE34272-60 
PE34272-72 
PE34272-XX 


Model No. 
PE33455-12 
PE33455-24 
PE33455-36 
PE33455-48 
PE33455-60 
PE33455-72 
PE33455-XX 


Model No. 


PE33457-12 
PE33457-24 
PE33457-36 
PE33457-48 
PE33457-60 
PE33457-72 
PE33457-XX 


Model No. 


PE3644-12 
PE3644-24 
PE3644-36 
PE3644-48 
PE3644-60 
PE3644-72 
PE3644-XX 


52 OHM, RG8A/U COAX 

Length 1-24. * 25-49 50-99 
it $35.20 $32.74 $30.27 
24" 36.04 33.5 30.99 
36" 36.88 34.30 31.72 
48" 37.72 35.08 32.44 
60" 38.56 35.86 33.16 
a2" 39.40 36.64 33.88 
Any Price Upon Request 


50 OHM, RGS8C/U COAX 


Length 


1-24 
$24.20 
24.54 
24.88 
25.22 
25.56 
25.90 


25-49 50-99 
$22.51 $20.81 
22.82 21.10 
23.14 21.40 
23.45 21.69 
23.77 21.98 
24.09 22.27 


Price Upon Request 


Length 1-24 25-49 50-99 
12" $24.20 $22.51 $20.81 
24" 26.40 24.55 22.70 
36" 28.60 26.60 24.60 
48" 30.80 28.64 26.49 
60" 33.00 30.69 28.38 
72" 35.20 32.74 30.27 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length ~ 1-24 25-49 50-99 
it gd $35.20 $32.74 $30.27 
24" 35.42 32.94 30.46 
36" 35.64 33.15 30.65 
48" 35.86 33.35 30.84 
60" 36.08 33.55 31.03 
72" 36.30 33.76 31.22 
Any Price Upon Request 
50 OHM, RG178B/U COAX 

Length 1-24 25-49 50-99 
12" $37.40 $34.78 $32.16 
24” 38.20 35.53 32.85 
36" 39.00 36.27 33.54 
48" 39.80 37.01 34.23 
60" 40.60 37.76 34.92 
72" 41.40 38.50 35.60 
Any Price Upon Request 
50 OHM, igen COAX 

Length 1-24 50-99 
12" $36.30 a $31.22 
24” 37.10 34.5) 31.91 
36" 37.90 35.25 32.59 
48" 38.70 35.99 33.28 
60" 39.50 36.74 33.97 
fee ‘40.30 37.48 34.66 
Any Price Upon Request 
50 OHM, RG213/U COAX 

Length 1-24 25-49 50-99 
12" $35.20 $32.74 $30.27 
24" 36.04 33.52 30.99 
36" 36.88 34.30 31.72 
48" 37.72 35.08 32.44 

~ 60" 38.56 35.86 33.16 
72" 39.40 36.64 33.88 
Any Price Upon Request 


PASTERNACK ENTERPRISES 
_ TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST-OFFICE BOX 16759 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3991-12 1 de $36.30 $33.76 $31.22 $29.04 
PE3991-24 24” 39.30 36.55 33.80 31.44 
PE3991-36 36" 42.30 39.34 36.38 33.84 
PE3991-48 48" 45.30 42.13 38.96 36.24 
PE3991-60 60” 48.30 44.92 41.54 38.64 
PE3991-72 T2* 51.30 47.71 44.12 41.04 
PE3991-XX Any | Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3665-12 4 dg $24.20 $22.51 $20.81 $19.36 
PE3665-24 24" 25.30 23.53 21.76 20.24 
PE3665-36 36" 26.40 24.55 22.70 21.12 
PE3665-48 48" 27.50 25.58 23.65 22.00 
PE3665-60 60” 28.60 26.60 24.60 22.88 
PE3665-72 fa 29.70 27.62 25.54 23.76 
PE3665-XX Any Price Upon Request 
50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3989-12 i23 $36.30 $33.76 $31.22 $29.04 
PE3989-24 24" 37.10 34.50 31.91 29.68 
PE3989-36 36" 37.90 35.25 32.59 30.32 
PE3989-48 48” 38.70 35.99 33.28 30.96 
PE3989-60 60" 39.50 36.74 33.97 31.60 
PE3989-72 7 W dee 40.30 37.48 34.66 32.24 
PE3989-XX Any Price Upon Request 
50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 50-99 100 + 
PE34266-12 12" $38.50 $35.81 $33.11 $30.80 
PE34266-24 24" 40.50 37.67 34.83 32.40 
PE34266-36 36" - - 42.50 39.53 36.55 34.00 
PE34266-48 48" 44.50 41.39 38.27 35.60 
PE34266-60 60" 46.50 43.25 39.99 37.20 
PE34266-72 ihe) 48.50 45.11 41.71 38.80 
PE34266-XX Any Price Upon Request 
50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3982-12 doe $36.30 $33.76 $31.22 $29.04 
PE3982-24 24" =~ 43.30 40.27 37.24 34.64 
PE3982-36 36" 50.30 46.78 43.26 40.24 
PE3982-48 48" 57.30 53.29 49.28 45.84 
PE3982-60 60" 64.30 59.80 55.30. 51.44 
PE3982-72 rpAy 71.30 66.31 61.32 57.04 
PE3982-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3666-12 12" $24.20 $22.51 $20.81 $19.36 
PE3666-24 24" 26.40 24.55 22.70 Ziii2 
PE3666-36 36” 28.60 26.60 24.60 22.88 
PE3666-48 48" 30.80 28.64 26.49 24.64 
PE3666-60 60" 33.00 30.69 28.38 26.40 
PE3666-72 72" 35.20 32.74 30.27 28.16 
PE3666-XX Any Price Upon Request 
50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33122-12 12° $35.20 $32.74 $30.27 $28.16 
PE33122-24 24" 36.00 a5; 30.96 28.80 
PE33122-36 36" 36.80 34.22 31.65 29.44 
PE33122-48 48” 37.60 34.97 32.34 30.08 
PE33122-60 60" 38.40 35.71 33.02 30.72 
PE33122-72 aes 39.20 36.46 33,22 31.36 
PE33122-XX Any Price Upon Request 


IRVINE, CA 92623-6759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


U.S.A. 


52 OHM, RG8A/U COAX 50 OHM, RG188A/U COAX , 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3098-12 12" $55.00 $51.15 $47.30 $44.00 PE34431-12 12” $36.30 $33.76 $31.22 $29.04 
PE3098-24 24" 55.84 51.9 48.02 44.67 PE34431-24 24" 37.10 34.50 31.91 > 29.68 
PE3098-36 36" 56.68 $2.71 48.74 45.34 PE34431-36 36" 37.90 35.25 32.59 30.32 
PE3098-48 48" 57.52 53.49 49.47 46.02 PE34431-48 48" 38.70 35.99 33.28 30.96 
PE3098-60~ 60" 58.36 54.27 50.19 46.69 PE34431-60 60” 39.50 36.74 33.97 31.60 
PE3098-72 72" 59.20 55.06 50.91 47.36 PE34431-72 I2- 40.30 37.48 34.66 32.24 
PE3098-XX Any Price Upon Request PE34431-XX Any Price Upon Request ‘ 
50 OHM, RG58C/U COAX ’ 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3516-12 12" $33.00 $30.69 $28.38 $26.40 PE3735-12 12" $55.00 $51.15 $47.30 $44.00 
PE3516-24 24" 33.34 31.01 28.67 26.67 PE3735-24 24" 58.00 53.94 49.88 46.40 
* PE3516-36 36" 33.68 31.32 28.96 26.94 PE3735-36 36” 61.00 56.73 52.46 48.80 
PE3516-48 48" 34.02 31.64 29.26 27.22 PE3735-48 48" 64.00 59.52 55.04 51.20 — 
PE3516-60 60" 34.36 31.95 29.55 27.49 PE3735-60 60" 67.00 62.31 57.62 53.60 
PE3516-72 72" 34.70 32.27 29.84 27.76 PE3735-72 72" 70.00 65.10 60.20 56.00 
PE3516-XX Any Price Upon Request PE3735-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50.99 100 + 
PE3542-12 12" $37.40 $34.78 $32.16 $29.92 PE3694-12 12" $33.00 $30.69 $28.38 $26.40 
PE3542-24 24" 37.74 35.10 32.46 30.19 PE3694-24 24" 34.10 31.7 29.33 <22ae 
PE3542-36 36" 38.08 35.41 32.75 30.46 PE3694-36 36" 35.20 32.74 30.27 28.16 
PE3542-48 48" 38.42 35.73 33.04 30.74 PE3694-48 48" 36.30 33.76 31:2. eee a 
PE3542-60 60" 38.76 36.05 33.33 31.01 PE3694-60 60" 37.40 34.78 32.16 29.92 — 
PE3542-72 72" 39.10 36.36 33.63 31.28 PE3694-72 72" 38.50 35.81 33.11 30.80 
PE3542-XX Any Price Upon Request PE3694-XX Any Price Upon Request 
93 OHM, RGG62A/U COAX - 50 OHM, RG225/U COAX, DOUBLE SHIELDED ws 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 $0-99 + 
PE3517-12 Le $37.40 $34.78 $32.16 $29.92 PE34423-12 12" $60.50 $56.27 $52.03 $48.40 
PE3517-24 24" 37.74 35.10 32.46 30.19 PE34423-24 24" 80.50 74.87 69.23 64.40 — 
PE3517-36 36" 38.08 35.41 32.75 30.46 PE34423-36 * 36" 100.50 93.47 86.43 80.40 
PE3517-48 48" 38.42 35.73 33.04 30.74 PE34423-48 48" 120.50 112.07 103.63 96.40 
PE3517-60 60" 38.76 36.05 33.33 31.01 PE34423-60 60" 140.50 130.67 120.83 112.40 
PE3517-72 rt deg 39.10 36.36 33.63 31.28 PE34423-72 72" 160.50 149.27 138.03 128. 
PE3517-XX Any Price Upon Request PE34423-XX Any Price Upon Request 
~ 
; 50 OHM, RG141A/U COAX 50 OHM, RG316/U COAX = 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length , 1-24 25-49 50-99 100 + 
PE34429-12 a2" $36.30 $33.76 $31.22 $29.04 PE34433-12 ize $36.30 $33.76 $31.22 $29.04 — 
PE34429-24 24" 39.30 36.55 33.80 31.44 PE34433-24 24" 37.10 34.50 31.91 S< * 
PE34429-36 36” 42.30 39.34 36.38 33.84 PE34433-36 36" 37.90 35.25 32.59 =. r 
PE34429-48 48" 45.30 42.13 38.96 36.24 PE34433-48 48” 38.70 35.99 33.28 % ° 
PE34429-60 60" 48.30 44.92 41.54 38.64 PE34433-60 60" 39.50 36.74 33.97 31.60 © 
PE34429-72 Yh 51.30 47.71 44.12 41.04 PE34433-72 72" 40.30 37.48 34.66 32.24 
PE34429-XX Any Price Upon Request PE34433-XX Any Price Upon Request i& 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED RG393/U COAX, DOUBLE SHIELDED 9 
Model No. Length 1-24 25-49 50-99 100 _+ Model No. Length 1-2 25-49 50-99 100+ 
PE3914-12 12" $33.00 $30.69 $28.38 $26.40 PE3577-12 12 $55.00 $51.15 $47.30 $44.00 
PE3914-24 24" 35.20 32.74 30.27 28.16 PE3577-24 24" 62.00 57.66 53.32 49.60 © 
PE3914-36 36" 37.40 34.78 32.16 29.92 PE3577-36 36" 69.00 64.17 59.34 55.20 
PE3914-48 48" 39.60 36.83 34.06 31.68 PE3577-48. 48" 76.00 70.68 65.36 60.80 
PE3914-60 60" 41.80 38.87 35.95 33.44 PE3577-60 60" 83.00 77.19 71.38 66.40 
PE3914-72 72" 44.00 40.92 37.84 35.20 PE3577-72 72” 90.00 83.70 77.40 (72.00 4 
PE3914-XX Any Price Upon Request PE3577-XX Any Price Upon Request ‘ 
50 OHM, RG174A/U COAX 50 OHM, R6400/U COAX, DOUBLE SHIELDED 3 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-4 50-99 100 + ba 
PE34427-12 12" $35.20 $32.74 $30.27 $28.16 PE34425-12 12" $33.00 $30.69 $28.38 $26.40 
PE34427-24 24" 35.42 32.94 30.46 28.34 PE34425-24 24” 35.20 32.74 30.27 28.16 
PE34427-36 36" 35.64 33.15 30.65 28.51 PE34425-36 36" 37.40 34.78 32.16 iy | 3 
PE34427-48 48" 35.86 33.35 30.84 28.69 PE34425-48 48" 39.60 36.83 34.06 68 
PE34427-60 60” 36.08 33.55 31.03 28.86 PE34425-60 60” 41.80 38.87 35.95 33.44 
PE34427-72 fas 36.30 33.76 31.22 29.04 PE34425-72 72” 44.00 40.92 37.84 35.20 » 
PE34427-XX Any Price Upon Request PE34425-xx Any ~ Peice Upon Request % 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CC 


Peay 4 


| 
| 


PE3365-12 


MHV MALE TO SHV PLUG 


12" $77.00 $71.61 $66.22 $61.60 
PE3365-24 24" 77.84 72.39 66.94 62.27 
PE3365-36 36" 78.68 73.17 67.66 62.94 
PE3365-48 48" 79.52 73.95 68.39 63.62 
PE3365-60 60" 80.36 74.73 69.11 64.29 
PE3365-72 72" 81.20 75.52 69.83 64.96 
PE3365-XX Any Price Upon Request 
50 OHM, COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3950-12 12" $66.00 $61.38 $56.76 $52.80 
PE3950-24 24" 66.34 61.70 57.05 53.07 
PE3950-36 36" 66.68 62.01 57.34 53.34 
PE3950-48 48" 67.02 62.33 57.64 53.62 
PE3950-60 60" 67.36 62.64 57.93 53.89 
PE3950-72 72" 67.70 62.96 58.22 54.16 
PE3950-XX Any Price Upon Request 
75 OHM, RGS9B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3108-12 12” $66.00 $61.38 $56.76 $52.80 
PE3108-24 24" 66.34 61.70 57.05 53.07 
PE3108-36 36" 66.68 62.01 57.34 53.34 
PE3108-48 48" ~~ 67.02 62.33 57.64 53.62 
PE3108-60 60" 67.36 62.64 57.93 53.89 
PE3108-72 72" 67.70 62.96 58.22 54.16 
PE3108-XX Any Price Upon Request 
$3 OHM, RG62A/U COAX 
Medel No. Length 1-24 25-49 550-99 100 + 
PE3451-12 12” $66.00 $61.38 $56.76 $52.80 
PE3451-24 24” 66.34 61.70 57.05 53.07 
PE3451-36 36" 66.68 62.61 57.34 53.34 
PE3451-48 48" 67.02 62.33 57.64 53.62 
PE3451-60 60" 67.36 62.64 57.93 53.89 
PE3451-72 72" 67.70 62.96 58.22 54.16 
PE3451-XX Any Price Upon Request 
50 OHM, RG141A/U COAX 
Model_No. = Length 1-24 «25-49 = 550-99 100 + 
PE34413-12 12" $68.20 $63.43 $58.65 $54.56 
PE34413-24 24" 71.20 66.2 61.23 56.96 
PE34413-36 36" 74.20 69.01 63.81 59.36 
PE34413-48 48" 77.20 71.80 66.39 61.76 
PE34413-60 60" 80.20 74.59 68.97 64.16 
PE34413-72 72" 83.20 77.38 71.55 66.56 
PE34413-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
1-24 25-49 50-99 100 + 
PE3085-12 a2? $66.00 $61.38 $56.76 $52.80 
PE3085-24 24" 68.20 63.43 58.65 54.56 
PE3085-36 36" 70.40 65.47 60.54 56.32 
PE3085-48 48" 72.60 67.52 62.44 58.08 
PE3085-60 60" 74.80 69.56 64.33 59.84 
PE3085-72 72" 77.00 71.61 66.22 61.60 
PE3085-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model_No. = Length 1-24 =625-49 = 550-99 100 + 
PE34419-12 12" $66.00 $61.38 $56.76 $52.80 
PE34419-24 24" 66.22 61.58 56.95 52.98 
PE34419-36 36" 66.44 61.79 57.14 53.15 
PE34419-48 48" 66.66 61.99 57.33 53.33 
PE34419-60 60” 66.88 62.20 57.52 53.50 
PE34419-72 72" 67.10 62.40 57.71 53.68 
PE34419-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
"ELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model _ No. Length 
PE34415-12 12 $67.10 $62.40 $57.71 $53.68 
PE34415-24 24" 67.90 63.15 58.39 54.32 
PE34415-36 36" 68.70 63.89 59.08 54.96 
PE34415-48 48" 69.50 64.64 59.77 55.60 
PE34415-60 60" 70.30 65.38 60.46 56.24 
PE34415-72 72" 71.10 66.12 61.15 56.88 
PE34415-XX Any Price Upon Request 
ca 

50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model_No. = Length 1-24 25-49 50-99 100 + 
PE33516-12 aes $82.50 $76.73 $70.95 $66.00 
PE33516-24 24" 85.50 79.52 73.53 68.40 
PE33516-36 36" 88.50 82.31 76.11 70.80 
PE33516-48 48" 91.50 85.10 78.69 73.20 
PE33516-60 60" 94.50 87.89 81.27 75.60 
PE33516-72 Le pe 97.50 90.68 83.85 78.00 
PE33516-XX Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model _No. Length 1-24 25-49 50-99 100 + 
PE34411-12 a2" $66.00 $61.38 $56.76 $52.80 
PE34411-24 24" 67.10 62.40 57.71 53.68 
PE34411-36 36" 68.20 63.43 58.65 54.56 
PE34411-48 48" 69.30 64.45 59.60 55.44 
PE34411-60 60" 70.40 65.47 60.54 56.32 
PE34411-72 TZ 71.50 66.50 61.49 57.20 
PE34411-XX Any Price Upon Request 

50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model_ No. Length 1-24 ~§= 25-49 §8-99 _- -100'+ 
PE34407-12 12" $88.00 $81.84 $75.68 $70.40 
PE34407-24 24" 108.00 100.44 92.88 86.40 
PE34407-36 36" 128.00 119.04 110.08 102.40 
PE34407-48 48” 148.00 137.64 127.28 118.40 
PE34407 -60 60" 168.00 156.24 144.48 134.40 
PE34407-72 72" 188.00 174.84 161.68 150.40 
PE34407 -XX Any Price Upon Request 

50 OHM, RG316/U COAX 

Model_Wo.  § Length 1-24 §=—25-49 «= «50-99 100 + 
PE34417-12 12" $67.10 $62.40 $57.71 $53.68 
PE34417-24 24" 67.90 63.15 58.39 54.32 
PE34417-36 36” 68.70 63.89 59.08 54.96 
PE34417-48 48" 69.50 64.64 59.77 55.60 
PE34417-60 60° 70.30 65.38 60.46 56.24 
PE34417-72 72" 71.10 66.12 61.15 56.88 
PE34417-XX Any Price Upon Request 

50 OHM, RG3$3/U COAX, DOUBLE SHIELDED 
Mode]_No. Length 1224 25-49 50-99) = 100 + 
PE33984-12 12° $82.50 $76.73 $70.95 $66.00 
PE33984-24 24" 89.50 83.24 76.97 71.60 
PE33984-36 36" 96.50 89.75 82.99 77.20 
PE33984-48 48" 103.50 96.26 89.01 82.80 
PE33984-60 60” 110.50 102.77 95.03 88.40 
PE33984-72 UM 4s 117.50 109.28 101.05 94.00 
PE33984-XX Any Price Upon Request 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model_Wo. Length 1-24 25-49 50-99 100+ 
PE34409-12 12" $66.00 $61.38 $56.76 $52.80 
PE34409-24 24" 68.20 63.43 58.65 54.56 
PE34409-36 36" 70.40 65.47 60.54 56.32 
PE34409-48 48" 72.60 67.52 62.44 58.08 
PE34409-60 60" 74.80 69.56 64.33 59.84 
PE34409-72 72 77.00 71.61 66.22 61.60 
PE34409-XX Any Price Upon Request 


IRVINE, CA 92623-6759 


U.S.A. 


SHV PLUG TO SHV PLUG 


52 OHM, RG8A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE33068-12 12" $77.00 $71.61 $66.22 $61.60 PE34430-12 12" $67.10 $62.40 $57.71 $53.68 
PE33068-24 24" 77.84 72.39 66.94 62.27 . PE34430-24 24" 67.90 63.15 58.39 54.32 
PE33068-36 36” 78.68 73.17 67.66 62.94 PE34430-36 36" 68.70 63.89 59.08 54.96 
PE33068-48 48" 79.52 73.95 68.39 63.62 PE34430-48 48" 69.50 64.64 59.77 55.60 
PE33068-60 60" 80. 36 74.73 69.11 64.29 PE34430-60 60" 70.30 65.38 60.46 56.24 
PE33068-72 72" 81.20 75.52 69.83 64.96 PE34430-72 vb el 71.10 66.12 61.15 i 
PE33068-XX_ Any Price Upon Request PE34430-XX Any Price Upon Request 

50 OHM, RE58C/U COAX : 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3815-12 12” $66.00 $61.38 $56.76 $52.80 PE3117-12 12" $82.50 $76.73 $70.95 $66.00 
PE3815-24 24" 66.34 61.70 57.05 53.07 PE3117-24 24" 85.50 79.52 73.5 68. 
PE3815-36 36” 66.68 62.01 57.34 53.34 PE3117-36 36" 88.50 82.31 76.11 70.80 
PE3815-48 48" 67.02 62.33 57.64 53.62 PE3117-48 48" 91.50 85.10 78.69 73.20 
PE3815-60 60” 67.36 62.64 57.93 53.89 PE3117-60 60" 94.50 87.89 81.27 75.60 
PE3815-72 Pt be] 67.70 62.96 58.22 54.16 PE3117-72 72°" 97.50 90.68 83.85 78.00 
PE3815-XX Any Price Upon Request PE3117-XX nap Price Upon Request 

75 OHM, RG59B/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 100 + 
PE3895-12 12" $66.00 $61.38 $56.76 $52.80 PE3992-12 12" $66.00 $61.38 Pn ~ $52.80 
PE3895-24 24" 66.34 61.70 57.05 53.07 PE3992-24 24" 67.10 62.40 57.71 53.68 
PE3895-36 36" 66.68 62.01 57.34 53.34 PE3992-36 36" 68.20 63.43 58.65 54.56 
PE3895-48 48" 67.02 62.33 57.64 53.62 PE3992-48 48” 69.30 64.45 59.60 55.44 
PE3895-60 60" 67.36 62.64 57.93 53.89 PE3992-60 60” 70.40 65.47 60.54 56.32 
PE3895-72 72" 67.70 62.96 58.22 54.16 PE3992-72 72" 71.50 66.50 61.49 57.20 
PE3895-XX Any Price Upon Request PE3992-XX Any Price Upon Request 

93 RG62A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 - 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3857-12 125) $66.00 $61.38 $56.76 $52.80 PE34421-12 12" $88.00 $81.84 $75.68 $70.40 
PE3857-24 24" 66.34 61.70 57.05 53.07 PE34421-24 24" 108.00 100.44 92. 86.40 
PE3857-36 36" 66.68 62.01 57.34 53.34 PE34421-36 36" 128.00 119.04 110.08 102.40 
PE3857-48 48” 67.02 62.33 57.64 53.62 PE34421-48 48” 148.00 137.64 127.28 118.40 
PE3857-60 60" 67.36 62.64 57.93 53.89 PE34421-60 60" 168.00 156.24 144.48 134.40 
PE3857-72 72" 67.70 62.96 58.22 54.16 PE34421-72 72" 188.00 174.84 161.68 150.40 
PE3857-XX Any Price Upon Request PE34421-XX Any Price Upon Request 

50 OHM, RG141A/U COAX 50 OHM, he ignite 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34428-12 iz $68.20 $63.43 $58.65 $54.56 PE34432-12 12" $67.10 $62.40 $57.71 $53.68 
PE34428-24 24" 71.20 66.22 61.23 56.96 PE34432-24 24 67.90 63.15 58.39 54.32 
PE34428-36 36” 74.20 69.01 63.81 59.36 PE34432-36 36" 68.70 63.89 59.08 54.96 
PE34428-48 48" 77.20 71.80 66.39 61.76 PE34432-48 48" 69.50 64.64 59.77 55.60 
PE34428-60 60" 80.20 74.59 68.97 64.16 PE34432-60 60" 70.30 65.38 60.46 56.24 
PE34428-72 72" 83.20 77.38 71.55 66.56 PE34432-72 72" 71.10 66.12 61.15 56.88 
PE34428-XX Any Price Upon Request PE34432-XX Any Price Upon Request 7 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, more heme fmm 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 100 + 
PE3843-12 12" $66.00 $61.38 $56.76 $52.80 PE3338-12 12” $82.50 $76.73 Ry $66.00 
PE3843-24 24" 68.20. 63.43 58.65 54.56 PE3338-24 24” 89.50 83.24 76.97 71.60 
PE3843-36 36" 70.40 65.47 60.54 56.32 PE3338-36 36" - 96.50 89.75 82.99 77.20 
PE3843-48 48" 72.60 67.52 62.44 58.08 PE3338-48 48" 103.50 96.26 89.01 82.80 
PE3843-60 60" 74.80 69.56 64.33 59.84 PE3338-60 60” 110.50 102.77 95.03 88.40 
PE3843-72 bt ae 77.00 71.61 66.22 61.60 PE3338-72 72" 117.50 =109.28 101.05 94.00 
PE3843-XX Any Price Upon Request PE3338-XX Any Price Upon Request 

50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33706-12 12" $66.00 $61.38 $56.76 $52.80 PE34424-12 12" $66.00 $61.38 $56.76 $52.80 
PE33706-24 24" 66.22 61.58 56.95 52.98 PE34424-24 24" 68.20 63.43 58.65 54.56 
PE33706-36 36" 66.44 61.79 57.14 53.15 PE34424-36 36" 70.40 65.47 60.54 ~32 
PE33706-48 48" 66.66 61.99 57.33 53.33 PE34424-48 48" 72.60 67.52 62.44 58.08 
PE33706-60 60" 66.88 62.20 57.52 53.50 PE34424-60 60” 74.80 69.56 64.33 59.84 
PE33706-72 72” 67.10 62.40 57.71 53.68 PE34424-72 722 77.00 71.61 66.22 61.60 
PE33706 -XX Any Price Upon Request PE34424-XxX Any Price Upon Reques 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTER 


HN MALE TO HN MALE 


52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model_No. Length 1-24 25-49 50-99 100 + 
PE33304-12 OO > 5g) $55.00 $51.15 $47.30 $44.00 PE3095-12 12" $55.00 $51.15 $47.30 $44.00 
PE33304-24 24" 55.84 51.93 48.02 44.67 PE3095-24 24" 58.00 53.94 49.88 46.40 
PE33304-36 36" 56.68 52.71 48.74 45.34 PE3095-36 36" 61.00 56.73 52.46 48.80 
PE33304-48 48" 57.52 53.49 49.47 46.02 PE3095-48 48" 64.00 59.52 55.04 51.20 
PE33304-60 60” 58.36 54.27 50.19 46.69 PE3095-60 60" 67.00 62.31 57.62 53.60 
PE33304-72 72" 59.20 55.06 50.91 47.36 PE3095-72 72" 70.00 65.10 60.20 56.00 
PE33304-XX Any Price Upon Request PE3095-XX Any Price Upon Request 
~ 50 OHM, RGS8C/U COAX 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3852-12 12" $49.50 $46.04 $42.57 $39.60 PE33370-12 12" $88.00 $81.84 $75.68 $70.40 
PE3852-24 24" 49.84 46.35 42.86 39.87 PE33370-24 24" 90.00 83.70 77.40 72.00 
PE3852-36 236" 50.18 46.67 43.15 40.14 PE33370-36 36" - 92.00 85.56 79.12 73.60 
PE3852-48 48" 50.52 46.98 43.45 40.42 PE33370-48 48" 94.00 87.42 80.84 75.20 
PE3852-60 60" 50.86 47.30 43.74 40.69 PE33370-60 60" 96.00 89.28 82.56 76.80 
PE3852-72 72" 51.20 47.62 44.03 40.96 PE33370-72 72" 98.00 91.14 84.28 78.40 
PE3852-XX Any Price Upon Request PE33370-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE34436-12 422 $51.70 $48.08 $44.46 $41.36 PE33583-12 12" $132.00 $122.76 $113.52 $105.60 
PE34436-24 24" 52.04 48.40 44.75 41.63 PE33583-24 24" 137.00 127.41 117.82 109.60 
PE34436-36 36" 52.38 48.71 45.05 41.90 PE33583-36 36" 142.00 132.06 122.12 113.60 
PE34436-48 48" 52.72 49.03 45.34 42.18 PE33583-48 48" 147.00 136.71 126.42 117.60 
? PE34436-60 60" 53.06 49.35 45.63 42.45 PE33583-60 60" 152.00 141.36 130.72 121.60 
PE34436-72 72" 53.40 49.66 45.92 42.72 PE33583-72 (fe 157.00 146.01 135.02 125.60 
PE34436-XX Any Price Upon Request PE33583-XX Any Price Upon Request : 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34438-12 az” $51.70 $48.08 . $44.46 $41.36 PE3357-12 12" $49.50 $46.04 $42.57 $39.60 
PE34438-24 24" 52.04 48.40 44.75 41.63 PE3357-24 24" 50.60 47.06 43.52 40.48 
PE34438-36 36" 52.38 48.71 45.05 41.90 PE3357-36 36” 51.70 48.08 44.46 41.36 
PE34438-48 48" 52.72 49.03 45.34 42.18 PE3357-48 48" 52.80 49.10 45.41 42.24 
PE34438-60 60" 53.06 49.35 45.63 42.45 PE3357-60 60" 53.90 50.13 46.35 43.12 
PE34438-72 72° 53.40 49.66 45.92 42.72 PE3357-72 72" 55.00 51.15 47.30 44.00 
PE34438-XX Any Price Upon Request PE3357-XX Any Price Upon Request 


50 OHM, RG141A/U COAX - 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM - 


. 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE34434-12 320 $51.70 $48.08 $44.46 $41.36 PE33778-12 12" $59.40 $55.24 $51.08 $47.52 
PE34434-24 24" 54.70 50.87 47.04 43.76 PE33778-24 24" 79.40 73.84 68.28 63.52 
PE34434-36 36" 57.70 53.66 49.62 46.16 PE33778-36 36" 99.40 92.44 85.48 79.52 
PE34434-48 48" 60.70 56.45 52.20 48.56 PE33778-48 48" 119.40 111.04 102.68 95.52 
PE34434-60 60" . 63.70 59.24: 54.78 50.96 PE33778-60 60" 139.40 129.64 119.88 111.52 
PE34434-72 | 72" 66.70 62.03 57.36 53.36 PE33778-72 72" 159.40 148.24 137.08 127.52 
PE34434-XX Any Price Upon Request PE33778-XX Any Price Upon Request 
| 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3083-12 1 $49.50 $46.04 $42.57 $39.60 PE3340-12 12" $55.00 “$51.15 $47.30 $44.00 
PE3083-24 24" 51.70 48.08 44.46 41.36 PE3340-24 24" 62.00 57.66 53.32 49.60 
PE3083-36 36" 53.90 50.13 46.35 43.12 PE3340-36 36" 69.00 64.17 59.34 55.20 
PE3083-48 48" 56.10 52.17 48.25 44.88 PE3340-48 48" 76.00 70.68 65.36 60.80 
PE3083-60 60" 58.30 54.22 50.14 46.64 PE3340-60 60" 83.00 77.19 71.38 66.40 
PE3083-72 72" 60.50 56.27 52.03 48.40 PE3340-72 72" 90.00 83.70 77.40 72.00 
PE3083-XX Any Price Upon Request PE3340-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, R6400/U COAX, DOUBLE SHIELDED 
Model _No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3038-12 Tom b $55.00 $51.15 $47.30 $44.00 PE33938-12 12" $49.50 $46.04 $42.57 $39.60 
PE3038-24 24" 55.84 51.93 48.02 44.67 PE33938-24 24" 51.70 48.08 44.46 41.36 
“PE3038-36 36" 56.68 52.71 48.74 45.34 PE33938-36 36" 53.90 50.13 46.35 43.12 
| PE3038-48 48" 57.52 53.49 49.47 46.02 PE33938-48 48" 56.10 52.17 48.25 44.88 
| PE3038-60 60" 58.36 | 54.27 50.19 46.69 PE33938-60 60" 58.30 54.22 50.14 46.64 
: PE3038-72 425. 59.20 55.06 50.91 47.36 PE33938-72 iit, 60.50 56.27 52.03 48.40 
% Price Upon Request PE33938-XX Any Price Upon Request 
: 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SMB PLUG TO SMB PLUG 


OO — — 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model_No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
PE33650-12 len $28.60 $26.60 $24.60 $22.88 PE3588-12 12" $23.10 $21.48 $19.87 $18.48 
PE33650-24 24” 28.94 26.91 24.89 23.15 PE3588-24 24" 23.90 22. 20.55 19.12 
PE33650-36 36" 29.28 27.23 25.18 23.42 PE3588-36 36" 24.70 22.97 21.24 19.76 
PE33650-48 48" 29.62 27.55 25.47 23.70 PE3588-48 48" 25.50 23.72 21.93 20.40 
PE33650-60 60" 29.96 27.86 25.77 23.97 PE3588-60 60" 26.30 24.46 22.62 21.04 
PE33650-72 72° 30.30 28.18 26.06 24.24 PE3588-72 72" 27.10 25.20 23.31 21.68 
PE33650-XX Any - Price Upon Request - PE3588-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model_No. Length 2425-49 «50-99 = 100 + Model No. Length 1-24 25-49 20-99" 100+ 
PE33652-12 We $28.60 $26.60 $24.60 $22.88 PE3166-12 12" $28.60 $26.60 $24/60 $22.88 
PE33652-24 24" 30.80 28.64 26.49 24.64 PE3166-24 24" 29.70 27.62 25.54 23.76 
PE33652-36 36" 33.00 30.69 28.38 26.40 PE3166-36 36" 30.80 28.64 26.49 24.64 
PE33652-48 48" 35.20 32.74 30.27 28.16 PE3166-48 48" 31.90 29.67 27.43 25.52 
PE33652-60 60" 37.40 34.78 32.16 - 29.92 PE3166-60 60" 33.00 30.69 28.38 26.40 
PE33652-72. Ms 39.60 36.83 34.06 31.68 PE3166-72 72" 34.10 31.71 29.33 27.28 
PE33652-XX Any Price Upon Request PE3166-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM; RG6316/U COAX 
Model No. Length 1-24 25-49 50-9 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3853-12 12" $22.00 $20.46 $18.92 $17.60 PE3915-12 12™ $22.00 $20.46 $18.92 $17.60 
PE3853-24 24" 22.22 20.66 19.11 17.78 PE3915-24 24" 22.80 21.20 19.61 18.24 
PE3853-36 36" 22.44 20.87 19.30 17.95 PE3915-36 36" 23.60 21.95 20.30 18.88 
PE3853-48 48" 22.66 21.07 19.49 18.13 PE3915-48 48" 24.40 22.69 20.98 19.52 
PE3853-60 60" 22.88 21.28 19.68 18.30 PE3915-60 60" 25.20 23.44 21.67 20.16 
PE3853-72 ten 23.10 21.48 19.87 18.48 PE3915-72 rs ty 26.00 24.18 22.36 20.80 
PE3853-XX Any Price Upon Request PE3915~-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED j 
Model - No. Length 1-24 25-49 ~ 50-99 100 _+ Model __No. Length 1-24 25-49 50-99 100 + 
PE33165-12 12" $23.10 $21.48 $19.87 $18.48 PE33704-12 i2* $24.20 $22.51 $20.81 $19.36 
PE33165-24 24" 23.90 22.23 20.55 19.12 PE33704-24 24" 26.20 24.37 22.53 20.96 
PE33165-36 36" 24.70 22.97 21.24 19.76 PE33704-36 36" 28.20 26.23 24.25 22.56 
PE33165-48 48" 25.50 23.72 21.93 20.40 PE33704-48 48" 30.20 28.09 25.97 24.16 
PE33165-60 60" 26.30 24.46 22.62 21.04 PE33704-60 60" 32.20 29.95 27.69 25.76 
PE33165-72 72" 27.10 25.20 23.31 21.68 PE33704-72 72" 34.20 31.81 29.41 27.36 
PE33165-XX Any Price Upon Request PE33704-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3587-12 12" $22.00 $20.46 $18.92 $17.60 PE34269-12 42° $28.60. $26.60 $24.60 $22.88 
PE3587-24 24" 22.80 21.20 19.61 18.24 PE34269-24 24" 30.80 28.64 26.4 24.64 
PE3587-36 36" 23.60 21.95 20.30 18.88 PE34269-36 36" 33.00 30.69 28.38 26.40 
PE3587-48 48" 24.40 22.69 20.98 19.52 PE34269-48 48” 35.20 32.74 30.27 28.16 
PE3587-60 60" 25.20 23.44 21.67 20.16 PE34269-60 60" 37.40 34.78 32.16 29.92 
PE3587-72 72" . 26.00 24.18 22.36 20.80 PE34269-72 72" 39.60 36.83 34.06 31.68 
PE3587-XX Any Price Upon Request PE34269-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model _ No. Length 1-24 25-49 50-99 100 + (SIMILAR TO BELDEN 9239) 
PE3721-12 12" $24.20 $22.51 $20.81 $19.36 Model No. Length 1-24 25-49 50-99 100+ 
pes72i-28 24" = «26-20 24.37 22.53 20.96 PE34488-12 12" $25.30 $23.53 $21.76 $20.24 
PE3721-36 36 28.20 26.23 24.25 22.56 PE34488-24 24" 27.30 25.39 23.48 21.84 
P3721-48 as" «30.20 28.09 25.97 24.16 PE34488-36 36" 29.30 27.25 25.20 © 23.44 
PE3721-60 60" 32.20 29.95 27.69 25.76 PE34488_48 48" 31.30 29.11 26.92 25.04 
Pe3721-72 72" 34-20. -3E.82-* “29.41 27.36 PE34488-60 60" 33.30 30.97 28.64 26.64 
PE3721-XX Any Price Upon Request PE34488-72 72" 35.30 32.83 30.36 28.24 
PE34488-XX Any Price Upon Request 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
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50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33666-12 12" $30.80 $28.64 $26.49 $24.64 PE3593-12 12° $28.60 $26.60 $24.60 $22.88 
PE33666-24 24" 31.1 28.96 26.78 24.91 PE3593-24 24" 29.40 27.34 25.28 23.52 
PE33666-36 36" 31.48 29.28 27.07 25.18 PE3593-36 36" 30.20 28.09 25.97 24.16 
PE33666-48 48" 31.82 29.59 27.37 25.46 PE3593-48 48" 31.00 28.83 26.66 24.80 
PE33666-60 60" 32.16 29.91 27.66 25.73 PE3593-60 60" 31.80 29.57 27.35 25.44 
PE33666-72 72° 32.50 30.23 27.95 26.00 PE3593-72 Lae 32.60 30.32 28.04 26.08 
PE33666-XX Any Price Upon Request PE3593-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG&223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33668-12 12" $34.10 $31.71 $29.33 $27.28 PE33670-12 a2 $33.00 $30.69 $28.38 $26.40 
PE33668-24 24" 36.30 33.76 31.22 29.04 PE33670-24 24" .34.10 31.71 29.33 27.28 
PE33668-36 36" 38.50 35.81 33.11 30.80 PE33670-36 36" 35.20 32.74 30.27 28.16 
PE33668-48 48" 40.70 37.85 35.00 32.56 PE33670-48 48" 36.30 33.76 31.22 29.04 
PE33668-60 60" 42.90 39.90 36.89 34.32 PE33670-60 60" 37.40 34.78 32.16 29.92 
PE33668-72 72" 45.10 41.94 38.79 36.08 PE33670-72 A See 38.50 35.81 33.11 30.80 
PE33668-XX Any Price Upon Request PE33670-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33175-12 12" $29.70 $27.62 $25.54 $23.76 PE33672-12 a2" $27.50 $25.58 $23.65 $22.00 
PE33175-24 24" 29.92 27.83 25.73 23.94 PE33672-24 24" 28.30 26.32 24.34 22.64 
PE33175-36 36" 30.14 28.03 25.92 24.11 PE33672-36 36" 29.10 27.06 25.03 23.28 
PE33175-48 48" 30.36 28.23 26.11 24.29 PE33672-48 48" 29.90 27.81 25.71 23.92 
PE33175-60 60" 30.58 28.44 26.30 24.46 PE33672-60 60" 30.70 28,55 26.40 24.56 
PE33175-72 72" 30.80 28.64 26.49 24.64 PE33672-72 722 31.50 29.30 27.09 25.20 
PE33175-XX Any Price Upon Request PE33672-XX Any Price Upon Request 
50 OHM, RG178B/U COAX : 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 50-99 100 + Model__No. Lenath 1-24 25-49 50-99 100 + 
PE33356-12 12" $28.60 $26.60 $24.60 $22.88 PE34485-12 12" $29.70 $27.62 $25.54 $23.76 
PE33356-24 24" 29.40 27.34 25.28 23.52 PE34485-24 24" 31.70 29.48 27.26 25.36 
PE33356-36 36" 30,20 28.09 25.97 -24.16 PE34485-36 36" 33.70 31.34 28.98 26.96 
PE33356-48 48" 31.00 28.83 26.66 24.80 PE34485-48 48" 35.70 33.20 30.70 28.56 
PE33356-60 60" 31.80 29.57 27.35 25.44 PE34485-60 60" 37.70 35.06 32.42 30.16 
PE33356-72 a2” 32.60 30.32 28.04 26.08 PE34485-72 12” 39.70 36.92 34.14 31.76 
PE33356-XX Any Price Upon Request PE34485 -XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 CHM, RG6400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
» PE3592-12 22° $27.50 $25.58 $23.65 $22.00 PE34481-12 12% $34.10 $31.71 $29.33 $27.28 
PE3592-24 24" 28.30. 26.32 24.34 22.64 PE34481-24 24" 36.30 33.76 31.22 29.04 
PE3592-36 36" 29.10 27.06 25.03 23.28 PE34481-36 36" 38.50 35.81 33.11 30.80 
PE3592-48 48" 29.90 27.81 25.71 23.92 PE34481-48 48" 40.70 37.85 35.00 32.56 
PE3592-60 60" 30.70 28.55 26.40 24.56 PE34481-60 60" 42.90 39.90 36.89 34.32 
PE3592-72 72" 31.50 29.30 27.09 25.20 PE34481-72 Tr ae 45.10 41.94 38.79 36.08 
PE3592-XX Any Price Upon Request PE34481-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-9329 
Model No. Length 1-24 25-49 50-99 100 + (SIMILAR TO BELDEN 9239) 
ots ated oe mer ee pereee en a Model No. Length 1-24 25-49 50-99 100 + 
5 - : : “ - . i 64 m A 
PE33143-36 36" 33.70 31.34 28.98 26.96 Sepa ae oo me wets eres 7ST} 
PE33143-48 48" 35.70 33.20 30.70 28.56 PE34490-36 36" 34.80 32.36 29.93 27.84 
PE33143-60 60" 37.70 35.06 32.42 30.16 PE34490-48 438" 36.80 34.22 31.65 29.44 
PE33143-72 72" 39.70 36.92 = 34.14 = 31.76 PE34490-60 60" 38.80 36.08 33.37 31.04 
PE33143-XX Any Price Upon Request PE34490-72 72" 40.80 37.94 35.09 32.64 
PE34490-XX Any Price Upon Request 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 
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U.S.A. 
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SMB PLUG RIGHT ANGLE TO SMB PLUG RIGHT ANGLE 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33654-12 12° $30.80 $28.64 $26.49 $24.64 
PE33654-24 24" 31.14 28.96 26.78 24.91 
PE33654-36 36" 31.48 29.28 27.07 25.18 
PE33654-48 48" 31.82 29.59 27.37 25.46 
PE33654-60 60" 32.16 29.91 27.66 25.73 
PE33654-72 72" 32.50 30.23 27.95 26.00 
PE33654-XX Any Price Upon Request 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 

Model No. Length 1-24 25-49 50-99 - 100 + 
PE33656-12 12" $34.10 $31.71 $29.33 $27.28 
PE33656-24 24" 36.30 33.76 31.22 29.04 
PE33656-36 36" 38.50 35.81 33.11 30.80 
PE33656-48 48" 40.70 37.85 35.00 32.56 
PE33656-60 60" ~42.90- 39.90 36.89 34.32 
PE33656-72 72" 45.10 41.94 38.79 36.08 
PE33656-XX Any Price Upon Request 

50 OHM, RG174A/U =~ 
Model No. Length 1-24 25-4 50-99 100 + 
PE3916-12 12” $29.70 See $25.54 $23.76 
PE3916-24 24" 29.92 27.83 25.73 23.94 
PE3916-36 36" 30.14 28.03 25.92 24.11 
PE3916-48 48" 30.36 28.23 26.11 24.29 
PE3916-60 60” 30.58 28.44 26.30 24.46 
PE3916-72 Iv ies 30:80 28.64 26.49 24.64 
PE3916-XX Any Price Upon Request 

50 OHM, RG178B/U COAX 
Model _No. Length 1-24 =25-49_ 50-99 100 + 
PE33350-12 12". $30.80 $28.64 $26.49 $24.64 
PE33350-24 24" 31.60 29.39 27.18 25.28 
PE33350-36 36" 32.40 30.13 27.86 25.92 
PE33350-48 48" 33.20 30.88 28.55 26.56 
PE33350-60 60" 34.00 31.62 29.24 27.20 
PE33350-72 q2- 34.80 32.36 29.93 27.84 
PE33350-XX Any Price Upon Request 

50 OHM, RG188A/U COAX “ 
Model No. Length 1-24 25-49 50-99 100 + 
PE3585-12 22" $29.70 $27.62 $25.54 $23.76 
PE3589-24 24" 30.50 28.37 26.23 24.40 
PE3589-36 36" 31.30 29.11 26.92 25.04 
PE3589-48 48" 32.10 29.85 27.61 25.68 
PE3589-60 60" 32.90 30.60 28.29 26.32 
PE3589-72 72" 33.70 31.34 28.98 26.96 
PE3589-XX Any Price Upon Request 

50 OHM, RG188-DS COAX, DOUBLE SHIELDED 

Model No. Length 1-24 25-49 50-99 100 + 
PE34463-12 12" $31.90 $29.67 $27.43 $25.52 
PE34463-24 24" 33.90 31.53 29.15 27.12 
PE34463-36 36" 35.90 33.39 30.87 28.72 
PE34463-48 48" 37.90 35.25 32.59 30.32 
PE34463-60 60” 39.90 37.11 34.31 31.92 
PE34463-72 72" 41.90 38.97 36.03 33.52 
PE34463-XxX Any Price Upon Request 


50 OHM, RG196A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3590-12 12" $30.80 $28.64 $26.49 $24.64 
PE3590-24 24" 31.60 28.4 27.18 25.28 
PE3590-36 ae 32.40 30.13 27.86 25.92 
PE3590-48 48" 33.20 30.88 28.55 26.56 
PE3590-60 60" 34.00 31.62 29.24 27.20 
PE3590-72 Te 34.80 32.36 29.93 27.84 
PE3590-XX Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 , 100 + 
PE33121-12 12" $33.00 $30.69 $28.38 $26.40 
PE33121-24 24" 34.10 31.71 29.33 27.28 
PE33121-36 36" 35.20 32.74 30.27 28.16 
PE33121-48 48" 36.30 33.76 31.22 29.04 
PE33121-60 60" 37.40 34.78 32.16 29.92 
PE33121-72 72" 38.50 35.81 33.11 30.80 
PE33121-XX Any Price Upon Request 

‘ 

50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3917-12 12" $29.70 $27.62 $25.54 $23.76 
PE3917-24 24" 30.50 28.37 26.23 24.40 
PE3917-36 36" 31.30 29.11 26.92 25.04 
PE3917-48 48" 32.10 29.85 27.61 25.68 
PE3917-60 60" 32.90 30.60 28.29 26.32 
PE3917-72 y+ ag! 33.70 31.34 28.98 26.96 
PE3917-XX Any Price Upon Request 

50 OHM, RG316-DS — DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33476-12 12" $31.90. $29.67 $27.43 $25.52 
PE33476-24 24" 33.90 31.53 29.15 27. 
PE33476-36 36" 35.90 33.39 30.87 28.72 
PE33476-48 48" 37.90 35.25 32.59 30.32 
PE33476-60 60" 39.90 37.11 34.31 31.92 
PE33476-72 72" 41.90 38.97 36.03 33.52 
PE33476-XX Any Price Upon Request 

50 OHM, R6400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34461-12 i2° $34.10 $31.71 $29.33 $27.28 
PE34461-24 24" 36.30 33.76 31.22 29.04 
PE34461-36 36" 38.50 35.81 33.11 30.80 
PE34461-48 48" 40.70 37.85 35.00 32.56 
PE34461-60 60" 42.90 39.90, 36.89 34.32 
PE34461-72 i 45.10 41.94 38.79 36.08 
PE34461-XX Any Price Upon Request 

50 OHM, LOW NOISE, PE-B9329 
(SIMILAR TO BELDEN $239) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34465-12 12" $33.00 $30.69 $28.38 $26.40 
PE34465-24 24" 35.00 32.55 30.10 28.00 
PE34465-36 36" 37.00 34.41 31.82 -60 
PE34465-48 48" 39.00 36.27 33.54 31.20 
PE34465-60 60" 41.00 38.13 35.26 32.80 
PE34465-72 72” 43.00 39.99 36.98 34.40 


PE34465-XX 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7454 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 
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SMB PLUG TO SMB JACK BULKHEAD 
ae iin 


USE MOUNTING HOLE B01 ON PAGE 196 


50 OHM, RGS8C/U COAX 
Model__No. Length 1-24 25-49 50-99 100 + 
PE34493-12 12" $35.20 $32.74 $30.27 $28.16 
PE34493-24 24" 35.54 33.05 30.56 28.43 
PE34493-36 36" . 35.88 33.37 30.86 28.70 
PE34493-48 48" 36.22 33.68 31.15 28.98 
PE34493-60 60" 36.56 34.00 31.44 29.25 
PE34493-72 72" 36.90 34.32 31.73 29.52 
PE34493-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34495-12 12" $36.30 $33.76 $31.22 $29.04 
PE34495-24 24" 38.50 35.81 33.11 30.80 
PE34495-36 36" 40.70 37.85 35.00 32.56 
PE34495-48 48" 42.90 39.90 36.89 34.32 
PE34495-60 60" 45.10 41.94 38.79 36.08 
PE34495-72 72" 47.30 43.99 40.68 37.84 
PE34495-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model_No. Length 1-24 25-49 50-99 100 + 
PE33674-12 12" $29.70 $27.62 $25.54 $23.76 
PE33674-24 24" 29.92 27.83 25.73 23.94 
PE33674-36 36" 30.14 28.03 25.92 24.11 
PE33674-48 48" 30.36 28.23 26.11 24.29 
PE33674-60 60" 30.58 28.44 26.30 24.46 
PE33674-72 72° 30.80 28.64 26.49 24.64 
PE33674-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 
Model No. = Length 1-24 . 25-49 50-99 100 + 
PE33676-12 12" $30.80 $28.64 $26.49 $24.64 
PE33676-24 24" 31.60 29.39 27.18 25.28 
PE33676-36 36" 32.40 30.13 27.86 25.92 
PE33676-48 48" 33.20 30.88 28.55 26.56 
PE33676-60 60" 34.00 31.62 29.24 27.20 
PE33676-72 ger 34.80 32.36 29.93 27.84 
PE33676-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3591-12 127, $27.50 $25.58 $23.65 $22.00 
PE3591-24 24" 28.30 26.32 24.34 22.64 
PE3591-36, 36" 29.10 27.06 25.03 23.28 
PE3591-48 48" 29.90 27.81 25.71 23.92 
PE3591-60 60" 30.70 28.55 26.40 24.56 
PE3591-72 "fs 31.50 29.30 27.09 25.20 
PE3591-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34489-12 12" $29.70 $27.62 $25.54 $23.76 
PE34489-24 24" 31.70 29.48 27.26 25.36 
PE34489-36 36" 33.70 31.34 28.98 26.96 
PE34489-48 48" 35.70 33.20 30.70 28.56 
PE34489-60 60" 37.70 35.06 32.42 30.16 
PE34489-72 Jim 39.70 36.92 34.14 31.76 
PE34489-XX Any Price Upon Request 


Model No. 
PE3130-12 
PE3130-24 
PE3130-36 
PE3130-48 
PE3130-60 
PE3130-72 


. PE3130-XX 


Model __No. 
PE34497-12 
PE34497-24 
PE34497-36 
PE34497-48 
PE34497-60 
PE34497-72 
PE34497-XX 


Model __No. 


PE33680-12 
PE33680-24 
PE33680-36 
PE33680-48 
PE33680-60 
PE33680-72 
PE33680-XX 


Model __No. 


PE34487 -12 
PE34487-24 
PE34487 -36 
PE34487 -48 
PE34487-60 
PE34487-72 
PE34487 -XX 


Model __No. 
PE34483-12 
PE34483-24 
PE34483-36 
PE34483-48 
PE34483-60 
PE34483-72 
PE34483-XX 


Model __No. 
PE34491-12 
PE34491-24 
PE34491-36 
PE34491-48 
PE34491-60 
PE34491-72 


50 OHM, RG196A/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $30.80 $28.64 $26.49 $24.64 
24" 31.60 29.39 27.18 25.28 
36" 32.40 30.13 27.86 25.92 
48" 33.20 30.88 28.55 26.56 
60" 34.00 31.62 29.24 27.20 
72" 34.80 32.36 29.93 27.84 
Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
12% $35.20 $32.74 $30.27 $28.16 
24 36.30 33.76 31.22 29.04 
36" 37.40 34.78 32.16 29.92 
48" 38.50 35.81 -33.11 30.80 
60" 39.60 36.83 34.06 31.68 
72" 40.70 37.85 35.00 32.56 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 100 + 
12” $27.50 $25.58 - $23.65 $22.00 
24" 28.30 26.32 24.34 22.64 
36" 29.10 27.06 25.03 23.28 
48" 29.90 27.81 25.71 23.92 
60" 30.70 28.55 26.40 24.56 
72" 31.50 29.30 27.09 25.20 
Any Price Upon Request 

50 OHM, RG316-DS COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99, 100+ 
12" $29.70 $27.62 $25.54 $23.76 
24" 31.70 29.48 27.26 25.36 
36" 33.70 31.34 28.98 26.96 
48" 35.70 33.20 30.70 28.56 
60" 37.70 35.06 32.42 30.16 
72". 39.70 36.92 34.14 31.76 
Any Price Upon Request 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
iz? $36.30 $33.76 $31.22 -.$29.04 
24" 38.50 35.81 33.11 30.80 
36" 40.70 37.85 35.00 32.56 
48" 42.90 39.90 °° 36.89 (34.32 
60" 45.10 41.94 38.79 36.08 
72" 47.30 43.99 40.68 37.84 
Any Price Upon Request 

50 OHM, LOW NOISE, PE-B9329 
(SIMILAR TO BELDEN 9239) 

Length 1-24 25-49 50-99 100 + 
125 $30.80 $28.64 $26.49 $24.64 
24" 32.80 30.50 28.21 26.24 
36" 34.80 32.36 29.93 27.84 
48" 36.80 34.22 31.65 29.44 
60" 38.80 36.08 33.37 31.04 
72" 40.80 37.94 35.09 32.64 
Any Price Upon Request 


PE34491-XX 


1"! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” CONNECTORS!!! 
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PASTERNACK ENTERPRISES 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 


U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


SMB PLUG RIGHT ANGLE TO SMB JACK BULKHEAD 


USE MOUNTING HOLE B01 ON PAGE 196 
50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model _No. Length 1-24- 25-49 ~~ 550-99 100 + Model No. Length 1:24 «©625-49 = 50-99 00. + 
PE34469-12 12" $35.20 $32.74 $30.27 $28.16 PE33682-12 12s $33.00 $30.69 $28.38 $26.40 
PE34469-24 24" 35-54 ‘ 33.05 30.56 28.43 PE33682-24 24" 33.80 31.43 29.07 27.04 
PE34469-36 36" 35.88 33.37 30. 86 28.70 PE33682-36 36" 34.60 32.18 29.76 27.68 
PE34469-48 48" 36.22 33.68 31.15 28.98 PE33682-48 48" 35.40 32.92 30.44 28.32 
PE34469-60 60" 36.56 34.00 31.44 29.25 PE33682-60 60" 36.20 33.67 31.13 28.96 
PE34469-72 72" 36.90 34.32 31.73 29.52 PE33682-72 72 37.00 34.41 31.82 29.60 
PE34469-XX Any Price Upon Request PE33682-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED : 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34471-12 12% $36.30 $33.76 $31.22 $29.04 PE34473-12 12" $36.30 $33.76 $31.22 $29.04 
PE34471-24 24" 38.50 35.81 33.11 30.80 PE34473-24 24" 37.40 34.78 32.16 29.92 
PE34471-36 36" 40.70 37.85 35.00 32.56 PE34473-36 36" 38.50 35.81 33.11 30.80 
PE34471-48 48" 42.90 39.90 36.89 34.32 PE34473-48 48" 39.60 36.83 34.06 31.68 
PE34471-60 60" 45.10 41.94 38.79 36.08 PE34473-60 60" 40.70" 37.85 35.00 32.56 
PE34471-72 72" 47.30 43.99 40.68 37.84 PE34473-72 72" 41.80 38.87 35.95 33.44 
PE34471-XX Any Price Upon Request PE34473-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33261-12 12" $29.70 $27.62 $25.54 $23.76 PE33675-12 12" $29.70 $27.62 $25.54 $23.76 
PE33261-24 24" 29.92 27.83 25.73 23.94 PE33675-24 24" 30.50 28.37 26.23 24.40 
PE33261-36 36" 30.14 28.03 25.92 24.11 PE33675-36 36" 31.30 29.11 26.92 25.04 
PE33261-48 48" 30.36 28.23 26.11 24.29 PE33675-48 48" 32.10 29.85 27.61 25.68 
PE33261-60 60" 30.58 28.44 26.30 24.46 PE33675-60 60" 32.90 30.60 28.29 26.32 
PE33261-72 72" 30.80 28.64 26.49 24.64 PE33675-72 72” 33.70 31.34 28.98 26.96 
PE33261-XX Any Price Upon Request PE33675-XX Any Price Upon Request 
50 GHM, RG178B/U COAX 50 OHM, RG316-BS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-4 50-99 100 + Model No. Len ngth 1-24 25-49 50-99 100 + 
PE34467-12 12" $33.00 $30.69 $28.38 $26.40 PE33349-12 12" $31.90 $29.67 $27.43 $25.52 
PE34467-24 24" 33.80 31.4 29.07 27.04 PE33349-24 24" 33.90 31.53 29.15 27.12 
PE34467-36 36" 34.60 32.18 29.76 27.68 PE33349-36 36" 35.90 33.39 30.87 28.72 
PE34467-48 48" 35.40 32.92 30.44 28.32 PE33349-48 48” 37.90 35.25 32.59 30.32 
PE34467-60 60" 36.20 33.67 31.13 28.96 PE33349-60 60" 39.90 37.11 34.31 31.92 
PE34467-72 72" 37.00 34.41 31.82 29.60 PE33349-72 72" 41.90 38.97 36.03 33.52 
PE34467~-XX Any Price Upon Request PE33349-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
e Lenath 1:24 = 25-49 50-99 100 + Mode]_No. Length 1-24 = 25-49 50-99 100 + 
PE3594-12 123 $29.70 $27.62 $25.54 $23.76 PE34475-12 12” $36.30 $33.76 $31.22 $29.04 
PE3594-24 24" 30.50 28.3 26.23 24.40 PE34475-24 24" 38.50 35.81 33.11 30.80 
PE3594-36 36" 31.30 29.11 26.92 25.04 PE34475-36 36" 40.70 37.85 35.00 32.56 
PE3594-48 48" 32.10 29.85 27.61 25.68 PE34475-48 48" 42.90 39.90 36.89 34.32 
PE3594-60 60” 32.90 30.60 28.29 26.32 PE34475-60 60" 45.10 41.94 38.79 36.08 
PE3594-72 72" 33.70 31.34 28.98 26.96 PE34475-72 72" 47.30 43.99 40.68 37.84 
PE3594-XX Any Price Upon Request PE34475-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model_No. Length 1-24 25-49 50-99 100 + (SIMILAR TO BELDEW 
PE34477-12 12" $31.90 $29.67 $27.43 $25.52 Mode] No. Length 1-24 25-49 50-99 100 + 
PE34477-24 24" 33-90 31.53 29.15 27.12 PE34479-12 12" $33.00 $30.69 $28.38 $26.40 
PE34477-36 36 35.90 33.39 30.87 28.72 PE34479-24 24" 35.00 32.55 30.10 28.00 
~ PE34477-48 48" 37.90 35.25 32.59 30.32 PE34479-36 36" 37.00 34.41 31.82 29.60 
PE34477-60 60" 39.90 37.11 34.31 31.92 PE34479-48 48" 39.00 36.27 33.54 31.20 
PE34477-72 72" 41.90 38.97 36.03 33.52 PE34479-60 60" 41.00 38.13 35.26 32.80 
PE34477 -XX Any Price Upon Request PE34479-72 72" 43.00 39.99 36.98 34.40 
PE34479-XX Any Price Upon Request 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE 50 OHM SMB CONNECTORS AND DO NOT MATE WITH “75 OHM SMB TYPE” COMMECTORS!!! 
ee ssssssssssssssssssnsistesnesssessnssssssss 
semen sss sssssssssnsssasnnnnnnnnnsnmnnnnnnnnnmennnnenmennnnnnennnr 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PAST ERNACK.COM 


SMA MALE TO SMB PLUG 66 


50 OHM, RGS8C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24. 25-4 50-99 100 + Model No. — Length 1-24 25-49 50-99 100+ 
PE3172-6 6" $29.70 _$27262 $25.54 $23.76 PE34448-6 6" $41.80 $38.87 $35.95 $33.44 
PE3172-12 12" 29.87 ° 27.78 25.69 23.90 PE34448-12 12" 42.20 39.25 36.29 33.76 
PE3172-18 18" 30.04 27.94 25.83 24.03 PE34448-18 18" 42.60 39.62 36.64 34.08 
PE3172-24 24" 30.21 28.10 25.98 24.17 PE34448-24 24" 43.00 39.99 36.98 34.40 
PE3172-36 36" 30.55 28.41 26.27 24.44 PE34448-36 36" 43.80 40.73 37.67 35.04 
PE3172-48 48" 30.89 28.73. 26.57 24.71 PE34448-48 48" 44.60 41.48 38.36 35.68 
PE3172-60 60" 31.23 29.04. 26.86 +=. 24.98 PE34448-60 60" 45.40 42.22 39.04 36.32 
PE3172-72 72" 31.57 29.36 27.15 25.26 PE34448-72 72" 46.20 42.97 39.73 36.96 
PE3172-XX Any Price Upon Request PE34448-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
. PE3181-6 6" $31.90 $29.67 $27.43 $25.52 PE3187-6 6" $29.70 $27.62 $25.54 $23.76 
PE3181-12 , 12" 33.00 30.69 28.38 26.40 PE3187-12 Ze 30.25 28.13 26.02 24.20 
PE3181-18 18" 34510... 31272-2933. 27.26 PE3187-18 18" 30.80 28.64 26.49 24.64 
PE3181-24 24" 35.20 32.74 30.27 = 28.16 PE3187-24 24" 31.35 29.16 26.96 25.08 
PE3181-36 36" 37.40 34.78 32.16 29.92 PE3187-36 36" 32.45 30.18 27.91 25.96 
PE3181-48 48" 39.60 36.83 34.06 31.68 PE3187-48 48"_ «33.55 31.20 28.85 == 26.84 
PE3181-60 60" 41.80 38.87 35.95 33.44 PE3187-60 60" BR. 65°02 932,. 22) kay 29.80 a 27.072 
PE3181-72 72" 44.00 40.92 37.84 35.20 PE3187-72 72" 35.75 33.25 30.75 28.60 
PE3181-XX Any Price Upon Request PE3187-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 = 50-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
PE3908-6 6" $29.70 $27.62 $25.54 $23.76 PE3810-6 6" $29.70 $27.62 $25.54 $23.76 
PE3908-12 128 29.81 27.72 25.64 23.85 PE3810-12 12" 30.10 27.99 25.89 24.08 
PE3908-18 18" 29.92 27.83 25.73 23.94 PE3810-18 18" 30.50 28.37 26.23 24.40 
PE3908-24 24" 30.03 27.93 25.83 24.02 PE3810-24 24" 30.90 28.74 26.57 24.72 
PE3908-36 36” 30.25 28.13 26.02 24.20 PE3810-36 36" 31.70 29.48 27.26 25.36 
PE3908-48 48" 30.47 28.34 26.20 24.38 PE3810-48 ~ 48" 32.50 30.23 27.95 26.00 
PE3908-60 60" 30.69 28.54 26.39 24.55 PE3810-60 60" 33.30 30.97 28.64 26.64 
PE3908-72 72" = 30.91. 28.75 = 26.58 =. 24.73 PE3810-72 72" 34510° $931.71. (29.33. 27.28 
PE3908-XX Any _ Price Upon Request PE3810-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100+ Model_No. Length 1-24 25-49 50-99 100 + 
PE3548-6 6" $41.80 $38.87 $35.95 $33.44 PE33657-6 6" $31.90 $29.67 $27.43 $25.52 
PE3548-12 12" 42.20 39.25 36.29 33.76 PE33657-12 12" 32.90 30.60 28.29 26.32 
PE3548-18 18" 42.60 =. 39.62 36.64 «= 34.08 PE33657-18 18" 33.90 31.53 29.15 27.12 
PE3548-24 24" 43.00 39.99 36.98 34.40 PE33657-24 24" 34.90 32.46 30.01 27.92 
PE3548-36 36" 43.80 40.73 37.67 — 35.04 PE33657-36 36" 36.90 34.32 31.73 29.52 
PE3548-48 48" 44.60 41.48 38.36 35.68 PE33657-48 48” 38.90 36.18 33.45 31.12 
PE3548-60 60" 45.40 42.22 39.04 36.32 PE33657-60 60" 40.90 38.04 35.17 32.72 
PE3548-72 72" 46.20 42.97 39.73 36.96 PE33657-72 72° 42.90 _ 39.90 36.89 34.32 
PE3548-XX Any Price Upon Request : PE33657-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 = 50-99 100 + Model No. — Length 1-24 25-49 50-99 100 + 
PE3755-6 6" $29.70 $27.62 $25.54 $23.76 © PE34452-6 6" $31.90 $29.67 $27.43 $25.52 
PE3755-12 122 30.10 27.99. 25.89 24.08 PE34452-12 12" 33.00 30.69 28.38 26.40 
PE3755-18 18" 30.50 28.37 26.23 24.40 PE34452-18 18" 34.10: 31.72, -<29.33:* 27.28 
PE3755-24 24" 30.90 28.74 26.57 24.72 PE34452-24 24" 35.20 32.74 30.27 28.16 
PE3755-36 36" 31.70 29.48 27.26 25.36 PE34452-36 36" 37.40 34.78 32.16 29.92 
PE3755-48 48" 32.50 30.23. 27.95 26.00 PE34452-48 48" 39.60 36.83 34.06 31.68 
PE3755-60 60" 33.30 30.97 28.64 26.64 PE34452-60 60" 41.80 38.87 35.95 33.44 
PE3755-72 72" 34.10 31.71 = 29.33. -27.28 PE34452-72 728 44.00 40.92 37.84 35.20 
PE3755-XX Any Price Upon Request PE34452-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model No. Length 1-24 25-49 50-99 100+ (SIMILAR TO BELDEN 9239) 
er. a he $9 8) ee ee Model No. Length 1-24 25-49 += 50-99»: 100 + 
3 i : . 2 . PE34455-6 6" $33.00 $30.69 $28.38 $26.40 
PE3722-18 18" 33.90 31.53 29.15, 27.12 PE34455-12 12" 34.00 31-62 29.24 27.20 
PE3722-24 24” 34.90 32.46 = 30.01 27.92 PE34455-18 18" 35.00 32.55 30.10 28.00 
PE3722-36 36” 36.90 34.32, 31.73 29.52 PE34455-24 24" 36.00 33.48 30.96 28.80 
PE3722-48 48" 38.90 36.18 = 33.45 31.12 PE34455-36 36" 38.00 35.34 32.68 30.40 
PE3722-60 60" 40.90 38.04 35.17 32.72 PE34455-48 48" 40.00 37.20 34.40. 32.00 
PE3722-72 72 42.90 39.90 36.89 = 34.32 PE34455-60 60" 42-00 39.06 36.12 33.60 
PE3722-XX Any Price Upon “Request PE34455-72 ihe 44.00 40.92 37.84 35.20 
: ‘ PE34455-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


67 “75 OHM SMB” PLUG TO “75 OHM BNC” MALE “73 OHM SMC” PLUG TO “75 OHM BRC” MALE 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
~- PE33270-12 A2s $33.00 $30.69 $28.38 $26.40 PE33330-12 cP let $33.00 $30.69 $28.38 $26.40 
PE33270-24 24" 33.34 31.01 28.67 26.67 PE33330-24 24" 33.34 31.01 28.67 26.67 
PE33270-36 36" 33.68 31.32 28.96 26.94 PE33330-36 36" 33.68 31.32 28.96 26.94 
PE33270-48 48" 34.02 31.64 29.26 27.22 PE33330-48 48" 34.02 31.64 29.26 27.22 
PE33270-60 * \ 60" 34.36 31.95 29.55 27.49 PE33330-60 60" 34.36 31.95 29.55 27.49 
PE33270-72 72" 34.70 32.27 29.84 27.76 PE33330-72 ete 34.70 32.27 29.84 27.76 
PE33270-XX Any Price Upon Request PE33330-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 ° 50-99 100 + 
PE33247-12 12" $33.00 $30.69 $28.38 $26.40 ~ PE33586-12 12" $33.00 $30.69 $28.38 $26.40 
PE33247-24 24" 33.80 31.43 29.07 27.04 PE33586-24 24" 33.80 31.43 29.07 27.04. 
PE33247-36 36" 34.60 32.18 29.76 27.68 PE33586-36 36" 34.60 32.18 29.76 27.68 
PE33247-48 48" 35.40 32.92 30.44 28.32 PE33586-48 48" 35.40 32.92 30.44 28.32 
PE33247-60 + 60" 36.20 33.67 31.13 28.96 PE33586-60 60" 36.20 33.67 31.13 28.96 
PE33247-72 72” ~ F-37080 34.41 31.82 29.60 PE33586-72 72" 37.00 34.41 31.82 § 29.60 
PE33247-XX Any Price Upon Request PE33586 -XX Any Price Upon Request 
75 OHM, PE-B8128 COAX 75 OHM, PE-B8128 COAX 
(SIMILAR TO BELDEN 8218) . (SIMILAR TO BELDEN 8218) 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE33644-12 125 $33.00 $30.69 $28. = $26.40 PE33646-12 12" $33.00 $30.69 $28.38 $26.40 
PE33644-24 24" 33.50 31.16 28.8 26.80 PE33646-24 24" 33.50 31.16 28.81 26.80 
PE33644-36 36" 34.00 31.62 29. 24 27.20 PE33646-36 36" 34.00 31.62 29.24 27.20 
PE33644-48 48" 34.50 32.09 29.67 27.60 PE33646-48 48" 34.50 32.09 29.67 27.60 
PE33644-60 60" 35.00 32.55 30.10 28.00 PE33646-60 60" 35.00 32.55 30.10 28.00 
PE33644-72 1k 35.50 33.02 30.53 ~~ 28.40 PE33646-72 72" 35.50 33.02 30.53 28.40 
PE33646-XX Any Price Upon Request 


PE33644-XX Any Price Upon Request 


WARNING: ALL SMB AND SMC CONNECTORS ON THIS PAGE ARE STANDARD “75 OHM” CONNECTORS. 
THESE CONNECTORS WILL NOT MATE TO 50 OHM OR “MINI 75 OHM” CONNECTORS. 


“75 OHM SMB” PLUG TO “75 OHM SMB” PLUG 


75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3041-12 12" $38.50 $35.81 $33.11 $30.80 PE3362-12 is $38.50 $35.81 $33.11 $30.80 
PE3041-24 24" 38.84 36.12 33.40 31.07 PE3362-24 24" 38.84 36.12 33.40 31.07 
PE3041-36 36" 39.18 36.44 33.69 31.34 PE3362-36 S9 138% 39.18 36.44 33.69 31.34 
PE3041-48 48" 39.52 36.75 33.99 31.62 PE3362-48 48" 39.52 36.75 33.99 31.62 
PE3041-60 60" 39.86 37.07 34.28 31.89 PE3362-60 60" 39. 86 37.07 34.28 31.89 
PE3041-72 72" 40.20 37.39 34.57 32.16 PE3362-72 72" 40.20 37.39 34.57 32.16 
PE3041-XX Any Price Upon Request PE3362-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
. PE3100-12 12" $3850 $35.81 $33.11 $30.80 PE3376-12 12” $38.50 $35.81 $33.11 $30.80 
PE3100-24 24" 39.30 36.55 33.80 31.44 PE3376-24 24" 39.30 36.55 33.80 31.44 
PE3100-36 36" 40.10 37.29 34.49 32.08 PE3376-36 36" 40.10 37.29 34.49 32.08 
PE3100-48 48" 40.90 38.04 35.17 32.72 PE3376-48 48" 40.90 38.04 35.17 32.72 
PE3100-60 60” 41.70 38.78 35.86 33.36 © PE3376-60 60" 41.70 38.78 35.86 33.36 
PE3100-72  ° 72" 42.50 39.53 36.55 34.00 PE3376-72 72" 42.50 39.53 36.55 34.00 
PE3100-XX Any Price Upon Request PE3376-XX Any Price Upon Request 
75.0HM, PE-B8128 COAX 75 OHM, PE-B8128 COAX 
(SIMILAR TO BELDEN pigs {SIMILAR TO BELDEN 8218) 
Model No. Length 2-24 ° 25-89 50-99 "100 + Model No. Length 1-24 25-49 50-99 100+ 
PE3112-12 12" $38.50 | $35.81 $35. 11 $30.80 PE3388-12 12". $38.50 $35.81 $33.11. $30.80 
PE3112-24 24" 39.00 36.27. 33.54 31.20 PE3388-24 24" 39.00 36.27 633.54 =. 31.20 
PE3112-36 36" 39.50 © 36.74 33.97 31.60 PE3388-36 36" 39.50 36.74 33.97 31.60 
PE3112-48 48" 40.00 37.20 34.40 32.00 PE3388-48 438” 40.00 37.20 34.40 32.00 
PE3112-60 60” 40.50 37.67 34.83 32.40 PE3388-60 60" 40.50 37.67 34.83 32.40 
PE3112-72 72" 41.00 38.13 35.26 32.80 PE3388-72 72" 41.00 38.13 35.26 32.80 
PE3112-XX Any Price Upon Request PE3388-XX Any Price Upon Request 
ey 
PASTERNACK ENTERPRISES - POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Se eee ae 


“MINI 75 OHM SMB” PLUG TO “MINI 75 OHM SMB” PLUG RIGHT ANGLE TO 68 
“MINI 75 OHM SMB” PLUG “MINI 75 OHM SMB” PLUG RIGHT ANGLE 


a= )—Ert—“—™SSCO P= 


75 OHM, RG59B/U COAX 75 OHM, RG5SB/U COAX 
Model _No. = Length 1-24 = 25-49 ~- 50-99 100 + Model _No. Length 1-24 © 25-49 50-99 = 100 + 
PE34681-12 12" $27.50 $25.58 $23.65 $22.00 PE34692-12 12" $30.80 $28.64 $26.49 $24.64 
PE34681-24 24" 27.84 25.89 23.94 22.27 PE34692-24 24" 31.14 28.96 26.78 24.91 
PE34681-36 36” 28.18 26.21 24.23 22.54 PE34692-36 36" 31.48 29.28 27.07 25.18 
PE34681-48 48" 28.52 26.52 24.53 22.82 PE34692-48 48" 31.82 29.59 27.37 25.46 
PE34681-60 60" 28.86 26.84 24.82 23.09 PE34692-60 60" 32.16 29.91 27.66 25.73 
PE34681-72 72% 29.20 27.16 25.11 23.36 PE34692-72 72" 32.50 30.23 27.95 26.00 
PE34681-XX Any Price Upon Request : PE34692-XX ~ Any Price Upon Request 
. 75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX ; 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34683-12 12" $25.30 $23.53 $21.76 $20.24 PE34694-12 12° $28.60 $26.60 $24.60 $22.88 
PE34683-24 24" 26.10 24.27 22.45 20.88 PE34694-24 24" 29.40 27.34 25.28 23.52 
PE34683-36 36" 26.90 25.02 23.13 21.52 PE34694-36 36" 30.20 28.09 25.97 24.16 
PE34683-48 48" 27.70 25.76 23.82 22.16 PE34694-48 48” 31.00 28.83 26.66 24.80 
PE34683-60 60" 28.50 26.51 24.51 22.80 PE34694-60 60" 31.80 29.57 27.35 25.44 
PE34683-72 72" 29.30 27.25 25.20 23.44 PE34694-72 i22 32.60 30.32 28.04 26.08 
PE34683-XX Any Price Upon Request PE34694-XX Any Price Upon Request 
75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 

Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 25-49 50-99 100 + 
PE34685-12 ids $25.30 $23.53 $21.76 $20.24 ‘ PE34696-12 12” $28.60 $26.60 $24.60 $22.88 
PE34685-24 24" 26.10 24.27 22.45 20.88 PE34696-24 24" 29.40 27.34 25.28 23.52 
PE34685-36 36" 26.90 25.02 23.13 21.52 PE34696-36 36" 30.20 28.09 25.97 24.16 
PE34685-48 48" 27.70 25.76 23.82 22.16 PE34696-48 48" 31.00 28.83 26.66 24.80 
PE34685-60 - 60" 28.50 26.51 24.51 22.80 PE34696-60 60" 31.80 29.57 27.35 25.44 
PE34685-72 de 29.30 27.25 25.20 23.44 PE34696-72 hee 32.60 30.32 28.04 26.08 
PE34685-XX Any Price Upon Request PE34696-XX Any Price Upon Request 


WARNING: ALL SMB CONNECTORS ON THIS PAGE ARE “MINI 75 OHM SMB” CONNECTORS. 
THESE CONNECTORS WILL NOT MATE TO STANDARD “75 OHM SMB” CONNECTORS. 


“MINI 75 OHM SMB” PLUG TO 
“MINI 75 OHM SMB” PLUG RIGHT ANGLE 


a 


“MINI 75 OHM SMB” PLUG TO 
“75 OHM BNC” MALE 


! 75 OHM, RG59B/U COAX 75 OHM, RG59B/U COAX 
Model No. = Length 1-24 25-49". 50-99. 100+ Model_No. Length 1-24 25-49 50-99 100 + 
PE34687-12 12° $29.70 $27.62 $25.54 $23.76 PE34701-12 pF oye $29.70 $27.62 $25.54 $23.76 
PE34687-24 - 24" 30.04 27.94 25.83 24.03 PE34701-24 24" 30.04 27.94 25.83 24.03 
PE34687-36 36" 30.38 28.25 26.13 24.30 PE34701-36 36" 30.38 28.25 26.13 24.30 
PE34687-48 48” 30.72 28.57 26.42 24.58 PE34701-48 48" 30.72 28.57 26.42 24.58 
PE34687-60 60" 31.06 28.89 26.71 24.85 _PE34701-60 60" 31.06 28.89 26.71 24.85 
PE34687-72 72" 31.40 29.20 27.00 25.12 PE34701-72 if Aes 31.40 29.20 27.00 25.12 
PE34687-XX Any Price Upon Request PE34701-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 75 OHM, RG179B/U COAX 
Model _No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49, 50-99 = 100 + 
PE34689-12 12" $27.50 $25.58 $23.65 $22.00 PE34703-12 p de $27.50 $25.58 $23.65 $22.00 
PE34689-24 wae 28.30 26.32 24.34 22.64 PE34703-24 24" 28.30 26.32 24.34 22.64 
* PE34689-36 36" 29.10 27.06 25.03 23.28 PE34703-36 36" 29.10 27.06 \ 25.03 23.28 
PE34689-48 48" 29.90 27.81 25.71 23.92 PE34703-48 48” 29.90 27.81 25.71 23.92 
PE34689-60 60" 30.70 28.55 26.40 24.56 PE34703-60 60" 30.70 28.55 26.40 24.56 
PE34689-72 72° 31.50 29.30 27.09 25.20 PE34703-72 if eg 31.50 29.30 27.09 25.20 
PE34689-XX Any Price Upon Request PE34703-XX Any Price Upon Request 
75 OHM, RG187A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34690-12 12" $27.50 $25.58 $23.65 $22.00 PE34705-12 12" $27.50 $25.58 $23.65 $22.00 
PE34690-24 24" 28.30 26.32 24.34 22.64 PE34705-24 24" 28.30 26.32 24.34 22.64 
PE34690-36 36" 29.10 27.06 25.03 23.28 PE34705-36 36" 29.10 27.06 25.03 23.28 
PE34690-48 438" 29.90 27.81 25.71 23.92 PE34705-48 48" 29.90 27.81 25.71 23.92 
PE34690-60 60" 30.70 28.55 26.40 24.56 PE34705-60 60" 30.70 28.55 26.40 24.56 
PE34690-72 rx 4 31.50 29.30 27.09 25.20 PE34705-72 Fz" 31.50 29.30 27.09 25.20 
PE34690-XX Any Price Upon Reques PE34705-XX Any Price Upon. Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


GR874 TO GR874 


50 OHM, RG58C/U COAX 

Model No. Length 1-24 = 25-49 50-99 100 + 
PE3211-12 12" $121.00 $112.53 $104.06 $96.80 
PE3211-24 24" 121.34 112.85 104.35 97.07 
PE3211-36 36" 121.68 113.16 104.64 97.34 
PE3211-48 48" 122.02 113.48 104.94 97.62 
PE3211-60 60" 122.36 =113.79 105.23 97.89 
PE3211-72 72" 122.70 114.11 105.52 98.16 
PE3211-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3200-12 12" $121.00 $112.53 $104.06 $96.80 
PE3200-24 24" 123.20 114.58 105.95 98.56 
PE3200-36 » 36" 125.40 116.62 107.84 100.32 
PE3200-48 48" 127.60 118.67 109.74 102.08 
PE3200-60 60" 129.80 120.71 111.63 103.84 
,PE3200-72 72" 132.00 122.76 113.52 105.60 
PE3200-XX Any Price Upon Request 


GR874 TO BNC MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3145-12 12° $93.50 $86.96 $80.41 $74.80 
PE3145-24 24" 96.50 89.75 82.99 77.20 
PE3145-36 36" 99.50 92.54 85.57 79.60 
PE3145-48 48" 102.50 95.33 88.15 82.00. 
PE3145-60 60" 105.50 98.12 90.73 84.40 
PE3145-72 72" 108.50 100.91 93.31 86.80 
PE3145-XX Any Price Upon Request 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 . 100 + 
PE3182-12 1 Sa $88.00 $81.84 $75.68 $70.40 
PE3182-24 24" 89.10 82.86 76.63 71.28 
PE3182-36 36" 90.20 83.89 77.57 72.16 
PE3182-48 48" 91.30 84.91 78.52 73.04 
PE3182-60 60" 92.40 85.93 79.46 73.92 
PE3182-72 72" 93.50 86.96 80.41 74.80 
PE3182-XX Any Price Upon Request 


SSMB PLUG TO SSMB PLUG 
SS a | | | 


50 OHM, RE214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 = 25-49. 50-99-1100 + 
PE3158-12 12" $132.00 $122.76 $113.52 $105.60 
PE3158-24 24" 135.00 125.55 116.10 108.00 
PE3158-36 36" 138.00 128.34 118.68 110.40 
PE3158-48 48" 141.00 131.13 121.26 112.80 
PE3158-60 60" 144.00 133.92 123.84 115.20 
PE3158-72 72" 147.00 136-71 126.42 117.60 
PE3158-XX Any Price Upon Request 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3190-12 12" $121.00 $112.53 $104.06 $96.80 
PE3190-24 24" 122.10 113.55 105.01 97.68 
PE3190-36 36" 123.20 114758 105.95 98.56 
PE3190-48 48" 124.30 115.60 106.90 +» 99.44 
PE3190-60 60" 125.40 116.62 107.84 100.32 
PE3190-72 rade! 126.50 117.65 108.79 101.20 
PE3190-XX Any Price Upon Request 


GR874 TO N MALE 


50 OHM, RG&214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 100 + 
PE3133-12 12" $93.50 $86.96 $80.41 $74.80 
PE3133-24 24" 96.50 89.75 82.99 77.20 
PE3133-36 36" 99.50 92.54 85.57 79.60 
PE3133-48 48" 102.50 95.33 88.15 82.00 
PE3133-60 60" 105.50 98.12 90.73 84.40 
PE3133-72 72" 108.50 100.91 93.31 86.80 
PE3133-XX Any Price Upon Request 


: 50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. . Length . 1-24 25-49 50-99 100+ 
PE3170-12 12" $88.00 $81.84 $75.68 $70.40 
PE3170-24 24" 89.10 82.86 76.6 71.28 
PE3170-36 36" 90.20 83.89 77.57 72.16 
PE3170-48 438" 91.30 84.91 78.52 73.04 
PE3170-60 60" 92.40 85.93 79.46 73.92 
PE3170-72 72" 93.50 86.96 80.41 74.80 
PE3170-XX Any Price Upon Request 


SSMB PLUG RIGHT ANGLE TO 
SSMB PLUG RIGHT ANGLE 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RG196A/U COAX 50 OHM, RG196A/U COAX 
Model No. Length ~ 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3122-12 12° $34.10 $31.71 $29.33 $27.28 PE3134-12 12" $39.60 $36.83 $34.06 $31.68 
PE3122-24 24" 34.90 32.46 30.01 27.92 PE3134-24 24" 40.40 37.57 34.74 32.32 
PE3122-36 36" 35.70 33.20 30.70 28.56 PE3134-36 36" 41.20 38.32 35.43 32.96 
PE3122-48 48" 36.50 33.95 31.35 29.20 PE3134-48 48" 42.00 - 39.06 36.12 33.60 
PE3122-60 60” 37.30 34.69 32.08 29.84 PE3134-60 60” 42.80 39.80 36.81 34.24 
PE3122-72 72" 38.10 35.43 32.77 30.48 PE3134-72 72" 43.60 40.55 37.50 34.88 
PE3122-XX. Any Price Upon Request PE3134-XX Any Price Upon Request 

50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3139-12 12" $33.00 $30.69 - $28.38 $26.40 PE3157-12 12" $38.50 $35.81 $33.11 $30.80 
PE3139-24 24" 33.80 31.43 29.07 27.04 PE3157-24 24" 39.30 36.55 33.80 31.44 
PE3139-36 36" 34.60 32.18 29.76 27.68 PE3157-36 36" 40.10 37.29 34.49 32.08 
PE3139-48 48" 35.40 32.92 30.44 28.32 PE3157-48 48" 40.90 38.04 35.17 32.72 
PE3139-60 se 36.20 33.67 31.13 28.96 PE3157-60 60" 41.70 38.78 35. 86 33.36 
PE3139-72 72" 37.00 34.41 31.82 29.60 PE3157-72 72" 42.50 39.53 36.55 34.00 
PE3139-XX Any Price Upon Request PE3157-XX Any Price Upon Request 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA. 


ae wdc, 


MCX PLUG TO MCX PLUG MCX PLUG RIGHT ANGLE TO 70 
MCX PLUG RIGHT ANGLE 


He rameprrenree camara 


50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3295-12 12" $20.90 $19.44 »$17.97 $16.72 PE3304-12 12" $28.60 $26.60 $24.60 $22.88 
a PE3295-24 24" 21.12 19.64 18.16 16.90 PE3304-24 24" 28.82 26.80 24.79 23.06 
PE3295-36 36" 21.34 19.85 18.35 17.07 PE3304-36 36" 29.04 27.01 24.97 23.23 
PE3295-48 48". 21.56 20.05 18.54 17.25 PE3304-48 48" 29.26 27.21 25.16 23.41 
PE3295-60 60" 21.78 20.26 18.73 17.42 PE3304-60 60" 29.48 27.42 25.35 23.58 
« PE3295-72 qo” 22.00 20.46 18.92 17.60 PE3304-72 72" 29.70 27.62 25.54 23.76 
PE3295-XX Any Price Upon Request PE3304-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3290-12 12" $20.90 $19.44 $17.97 $16.72 PE3299-12 12" $28.60 $26.60 $24.60 $22.88 
PE3290-24 24" 21.70 20.18 18.66 17.36 PE3299-24 24" 29.40 27.34 25.28 23.52 
PE3290-36 36" 22.50 20.93 19.35 18.00 PE3299-36 36" 30.20 28.09 25.97 24.16 
PE3290-48 48" 23.30 21.67 20.04 18.64. PE3299-48 48" 31.00 28.83 26.66~> 24.80 
PE3290-60 60" 24.10 22.41 20.73 19.28 PE3299-60 60" 31.80 29.57 27.35 25,44 
PE3290-72 72" 24.90 23.16 21.41 19.92 PE3299-72 72" 32.60 30.32 28.04 26.08 
PE3290-XX Any Price Upon Request PE3299-XX Any. Price Upon Request 
50 OHM, RG196A/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3293-12 12% $22.00 $20.46 $18.92 $17.60 PE3301-12 12" $29.70 $27.62 ($25.54 $23.76 
PE3293-24 24" 22.80 21.20 °° «19.61 18.24 PE3301-24 24" 30.50 28.37 26.23 24.40 
PE3293-36 36" 23.60 21.95 20.30 18.88 PE3301-36 36" 31.30 29.11 26.92 25.04 
PE3293-48 48" 24.40 22.69 20.98 pt. Bl PE3301-48 48" 32.10 29.85. 27.61 25.68 
PE3293-60 60" 25.20 23.44 21.67 20.16 PE3301-60 60" 32.90 30.60 28.29 26.32 
PE3293-72 125 26.00 24.18 22.36 20.80 : PE3301-72 72" 33.70 31.34 28.98 26.96 
PE3293-XX Any Price Upon Request PE3301-XX Any Price Upon Request 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3297-12 12" $20.90 $19.44 $17.97 $16.72 PE3306-12 12s $28.60 $26.60 $24.60 $22.88 
PE3297-24 24" 21.70 20.18 18.66 17.36 PE3306-24 24" 29.40 27.34 25.28 23.52 
PE3297-36 36" 22.50 20.93 19.35 18.00 PE3306-36 36" 30.20 28.09 25.97 24.16 
PE3297-48 48" 23.30 21.67 20.04 18.64 PE3306-48 48" 31.00 28.83 26.66 24.80 
PE3297-60 60" 24.10 22.41 20.73 19,28 PE3306-60 60" 31.80 29.57 27.35 25.44 
PE3297-72 Y i Age 24.90 23.16 21.41 19.92 PE3306-72 72" 32.60 30.32 28.04 . 26.08 
PE3297-XX Any Price Upon Request PE3306-XX Any Price Upon Request 


MCX PLUG RIGHT ANGLE TO MCX PLUG 


50 OHM, RG174A/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 — 25-49 50-99. 100 + Model No. Length 1-24 «=.25-49 50-99 =: 100 + 
PE3314-12 iba $27.50 $25.58 $23.65 $22.00 PE3311-12 e225 $28.60 $26.60 $24.60 $22.88 
| PE3314-24. 24" 27.72 25.78 23.84 22.18 PE3311-24 24" 29.40 27.34 25.28 23.52 
; PE3314-36 36” 27.94 25.98 24.03 22.35 PE3311-36 36" 30.20 28.09 25.97 24.16 
PE3314-48 48" 28.16 26.19 24.22 22.53 PE3311-48 48" 31.00 28.83 26.66 24.80 
PE3314-60 60" 28.38 26.39 24.41 22.70 PE3311-60 60" 31.80 29.57 27.35 25.44 
PE3314-72 Aer 28.60 26.60 24.60 22.88 PE3311-72 72" 32.60 30.32 28.04 26.08 
PE3314-XX Any Price Upon Request PE3311-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3309-12 12" $27.50 $25.58 $23.65 $22.00 PE3316-12 123 $27.50 $25.58 $23.65 $22.00 
PE3309-24 24" 28.30 26.32 24.34 22.64 PE3316-24 24" 28.30 26.32 24.34 22.64 
PE3309-36 36" 29.10 27.06 25.03 23.28 PE3316-36 36" 29.10 27.06 25.03 23.28 
PE3309-48 48" 29.90 27.81 25.71 23.92 PE3316-48 48" 29.90 27.81 25.71 23.92 
PE3309-60 60" 30.70 28.55 26.40 24.56 PE3316-60 60" 30.70 28.55 26.40 24.56 
PE3309-72 Tp ag 31.50 29.30 27.09 25.20 PE3316-72 72” 31.50 29.30 27.09 25.20 
PE3309-XX Any Price Upon Request PE3316-XX * Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 . U.S.A. 
| TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


71 


7/16 MALE TO 7/16 MALE 


50 OHM, RG58C/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 0-99 = 100 + 
PE3183-12 12" $137.50 $127.88 $118.25 $110.00 PE3185-12 12" $143.00 $132.99 $122.98 $114.40 
PE3183-24 24" 137.84 128.19 118.54 110.27 PE3185-24 24" 146.00 135.78 125.56 116.80 
PE3183-36 36" 138.18. 128.51 118.83 110.54 PE3185-36 36" 149.00 138.57 128.14 119.20 
PE3183-48 48” 138.52 128.82 119.13 110.82 PE3185-48 48” 152.00 141.36 130.72 121.60 
PE3183-60 60" 138.86 129.14 119.42 111.09 PE3185-60 60” 155.00 144.15 133.30 124.00 
PE3183-72 72" 139.20 129.46 119.71 111.36 PE3185-72 rh 158.00 146.94 135.88 126.40 
PE3183-XX Any Price Upon Request PE3185-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED / 


Model No. Lenath 1-24 =—.25-49— §0-99 100 + Model No. Length 1-24 25-49 = §0-99 . 100 + 
PE3189-12 12". $138.60 $128.90 $119.20 $110.88 PE3192-12 12" $138.60 $128.90 $119.20 $110.88 
PE3189-24 24” 140.80 130.94 121.09 112.64 PE3192-24 24" 139.70 129.92 120.14 111.76 
PE3189-36 36” 143.00 132.99 122.98 114.40 PE3192-36 36" 140.80 130.94 121.09 112.64 
PE3189-48 48” 145.20 135.04 124.87 116.16 PE3192-48 48" 141.90 131.97 122.03 113.52 
PE3189-60 60” 147.40 137.08 126.76 117.92 PE3192-60 60" 143.00 132.99 122.98 114.40 
PE3189-72 72" 149.60 139.13 128.66 119.68 PE3192-72 72" 144.10 134.01 123.93 115.28 
PE3189-XX Any Price Upon Request PE3192-XX Any Price Upon Request 

50 GHM, RG213/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length ‘1-24 25-49 50-99 100 + 
PE3199-12 12" $139.70 $129.92 $120.14 $111.76 PE3205-12 12" $149.60 $139.13 $128.66 $119.68 
PE3199-24 24" 140.54 130.70 120.86 112.43 PE3205-24 24" 156.60 145.64 134.68 - 125.28 
PE3199-36 36" 141.38 131.48 121.59 113.10 PE3205-36 36" 163.60 152.15 140.70 130.88 
PE3199-48 48” 142.22 132.26 §=122.31 =113.78 PE3205-48 48" 170.60 158.66 146.72 136.48 
PE3199-60 60" 143.06 133.05 123.03 114.45 PE3205-60 60" 177.60 165.17 152.74 142.08 
PE3199-72 72" 143.90 133.83 123.75 115.12 PE3205-72 72" ~ 184.60 171.68 158.76 147.68 
PE3199-XxX Any Price Upon Request PE3205-XX Any Price Upon Request 


7/16 MALE TO SMA MALE 


50 OHM, RG58C/U COAX 

Model No. 1-24 Model No. Length 1-24. * 25-49 50-99 100 + 
PE3207-12 a? $82.50 $76.73 $70.95 $66.00 PE3221-12 12” $82.50 $76.73 $70.95 $66.00 
PE3207-24 24" 82.84 77.04 71.24 66.27 PE3221-24 24" 82.84 77.04 71.24 66.27 
PE3207 -36 36" 83.18 77.36 71.53 66.54 PE3221-36 36" 83.18 77.36 71.53 66.54 
PE3207-48 48" 83.52 77.67 71.83 66.82 PE3221-48 48" 83.52 77.67 71.83 66.82 
PE3207-60 60" 83.86 77.99 72.12 67.09 PE3221-60 60" 83.86 77.99 72.12 67.09 
PE3207-72 72" 84.20 78.31 72.41 67.36 PE3221-72 72" 84.20 78.31 72.41 67.36 
PE3207-XX ~ Any Price Upon Request PE3221-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Mode! No. Length 1-24 = 25-49 §0-99 = 100 + Model No. Length 1-24 25-49 550-99» 100 + 
PE3216-12 12” $82.50 $76.73 $70.95 $66.00 PE3224-12 12" $82.50 $76.73 $70.95 $66.00 
PE3216-24 24" 84.70 78.77 72.84 67.76 PE3224-24 24" 84.70 78.77 72.84 67.76 
PE3216-36 36" 86.90 80.82 74.73 69.52 PE3224-36 36" 86.90 80.82 74.73 69.52 
PE3216-48 48” 89.10 82. 86 76.63 71.28 PE3224-48 48” 89.10 82. 86 76.63 71.28 
PE3216-60 60” 91.30 84.91 78.52 73.04 PE3224-60 60" 91.30 84.91 78.52 73.04 
_ PE3216-72 72" 93.50 86.96 80.41 74.80 PE3224-72 72” 93.50 86.96 80.41 74.80 
PE3216-XX Any Price.Upon Request PE3224-XX Any Price Upon Request 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 = =25-49° 50-99 = 100 + Model No. Length 1-24 = 25-49 550-99: 100 + 
PE3218-12 y? $88.00 $81.84 $75.68 $70.40 PE3233-12 12” $88.00 $81.84 $75.68 $70.40 
PE3218-24 24" 91.00 84.63 78.26 72.80 PE3233-24 24" 91.00 84.63 78.26 72.80 
PE3218-36 36" 94.00 87.42 80.84 75.20 PE3233-36 36" 94.00 87.42 80.84 75.20 
PE3218-48 pa | 5 97.00 90.21 83.42 77.60 PE3233-48 48" 97.00 90.21 83.42 77.60 
PE3218-60 60" 100.00 93.00 86.00 80.00 PE3233-60 60" 100.00 93.00 86.00 80.00 
PE3218-72 72" 103.00 95.79 88.58 82.40 PE3233-72 7a" 103.00 95.79 88.58 82.40 
PE3218-XX Any Price Upon Request PE3233-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
"TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


«Mey 


Vue 


Model __No. 
PE3258-12 
PE3258-24 
PE3258-36 
PE3258-48 
PE3258-60 
PE3258-72 
PE3258-84 
PE3258-96 
PE3258-108 
PE3258-120 
PE3258-144 
PE3258-XXX 


Model No. 


PE3263-12 
PE3263-24 
PE3263-36 
PE3263-48 
PE3263-60 
PE3263-72- 


MINI UHF MALE TO MINI UHF MALE 


50 OHM, RGS8C/U COAX 

_ Length 1-24 25-49 50-99 100 + 
12" $13.20 $12.28 $11.35 $10.56 
24" 13.54 12.59 11.64 10.83 
36" 13.88 12.91 11.94 11.10 
48" 14.22 13.22 12.23 11.38 
60" 14.56 13.54 12.52 11.65 
72" 14.90 13.86 12.81 11.92 
84" 15.24 14.17 13.11 12.19 
96" 15.58 14.49 13.40 12.46 
108" 15.92 14.81 13.69 12.74 
120" 16.26 15.12 13.98 13.01 
144" 16.94 15.75 14.57 13.55 

Any Price Upon Request 

50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Length 1-24. 25-49 _- 50-99 100 + 
12" $17.60 $16.37 $15.14 $14.08 
24" 19.80 18.41 17.03 15.84 
36" 22.00. 20.46 18.92 17.60 
48" 24.20 22.51 20.81 19.36 
60" 26.40 24.55 22.70 21.12 
if 28.60 26.60 24.60 22.88 

Any Price Upon Request 


PE3263-XX 


Model No. 


PE3273-12 
PE3273-24 
PE3273-36 
PE3273-48 
PE3273-60 
PE3273-72 
PE3273-XX 


- 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Length 


Model No. 


PE3275-12 
PE3275-24 
PE3275-36 
PE3275-48 
PE3275-60 
PE3275-72 
PE3275-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model_No. Length 1-24 =.25-49 50-99 
PE3271-12 12" $22.00 $20.46 $18.92 
PE3271-24 24" 23.10 21.48 19.87 
PE3271-36 36" 24.20 22.51 20.81 
PE3271-48 48" 25.30 23.53 21.76 
PE3271-60 60" 26.40 24.55 22.70 
PE3271-72 72° 27.50 25.58 23.65 
PE3271-XX Any Price Upon Request 
50 OHM, RG400/U COAX, pen ype 
Model No. Length 1-24 25-49 
PE3278-12 12" $23.10 $21.48 le ~ 
PE3278-24 24" 25.30 23.5 21.76 
PE3278-36 36" 27.50 25.58 23.65 
PE3278-48 48" 29.70 27.62 25.54 
PE3278-60 60" 31.90 29.67 27.43 
PE3278-72 72" 34.10 31.71 29.33 
PE3278-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


23.36 
23.70 


1-24 
$23.10 
25.30 
27.50 
29.70 
31.90 
34.10 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model _No. Length 1-24 25-49 50-99 100 + 
PE3265-12 12” $17.60 $16.37. $15.14 $14.08 
PE3265-24 24" 18.70 17.39 16.08 14.96 
PE3265-36 36" 19.80 18.41 17.03 15.84 
PE3265-48 48" 20.90 19.44 17.97 16.72 
PE3265-60 60" 22.00 20.46 18.92 17.60 
PE3265-72 72% 23.10 21.48 19.87 18.48 
PE3265-84 84" 24.20 22.51 20.81 19.36 
PE3265-96 96” 25.30 23.53 21.76 20.24 
PE3265-108 108" 26.40 24.55 22.70 21.12 
PE3265-120 120" 27.50 25.58 23.65 22.00 
PE3265-144 144" 29.70 27.62 25.54 23.76 
PE3265-XXX Any Price Upon Request 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3269-12 i Whe $17.60 $16.37 $15.14 $14.08 
PE3269-24 24" 19.80 18.41 17.03 15.84 
PE3269-36 36" 22.00 20.46 18.92 17.60 
PE3269-48 48" 24.20 22.51 20.81 19.36 
PE3269-60 60" 26.40 24.55 22.70 21.12 
PE3269-72 72n 28.60 26.60 24.60 22.88 
PE3269-XX Any Price Upon Request 


72 


25-49 50-99 
$20.46 $18.92 
20.78 19.21 
21.09 19.50 
21.41 19.80 
21.72 20.09 
22.04 20.38 


Price Upon Request 


25-49 = 50-99 
$21.48 — $19.87 
23.53 21.76 
25.58 23.65 
27.62 25.54 
29.67 27.43 
Sts72 pe 29.33 


Price Upon Request 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 ~ 25-49 50-99 
PE3282-12 a Fae. $22.00 $20.46 $18.92 
PE3282-24 24" 22.34 20.78 19.21 
PE3282-36 36" 22.68 21.09 19.50 
PE3282-48 48" 23.02 21.41 19.80 
PE3282-60 60" 23.36 21.72 20.09 
PE3282-72 7 23.70 22.04 20.38 
PE3282-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 
PE3285-12 12 $23.10 
PE3285-24 24" 25.30 
PE3285-36 36" 27.50 
PE3285-48 48" 29.70 
PE3285-60 60" 31.90 
PE3285-72 72" 34.10 
PE3285-XX Any 
50 OHM, RG223/U COAX, 
Model No. Length 1-24 
PE3280-12 i2Z* $22.00 
PE3280-24 24" 23.10 
PE3280-36 36" 24.20 
PE3280-48 48" 25.30 
PE3280-60 60" 26.40 
PE3280-72 ie 27.50 
PE3280-XX Any 
50 OHM, RG400/U COAX, 

Model No. Length 1-24 
PE3288-12 12" $23.10 
PE3288-24 24" 25.30 
PE3288-36 36" 27.50 
PE3288-48 48" 29.70 
PE3288-60 60" 31.90 
PE3288-72 72" 34.10 
PE3288-XX Any 


IRVINE, CA 92623-6759 


25-49 50-99 
$21.48 $19.87 
23.53 21.76 
25.58 23.65 
- 27.62 25.54 
29.67 27.43 
31.71 29.33 


Price Upon Request 


DOUBLE SHIELDED 
25-49 . 50-99 

$20.46 $18.92 
21.48 19.87 
22.51 20.81 
23.53 21.76 
24.55 22.70 
25.58 23.65 


Price Upon Request 


DOUBLE SHIELDED 
25-49 = 50-99 

$21.48 $19.87 
23.53- 21.76 
25.58 23.65 
27.62 25.54 
29.67 27.43 
31.71 29.33 


Price Upon Request 


U.S.A. 


73° 


arate 
4% 2 


Kes 


Model No. 


PE3528-12 
PE3528-24 
PE3528-36 
PE3528-48 
PE3528-60 
PE3528-72 
PE3528~-XX 


Model No.” 


PE3307-12 
PE3307-24 
PE3307-36 
PE3307-48 
PE3307-60 
PE3307-72 
PE3307-XX 


Model No. 


PE3581-12 
PE3581-24 
PE3581-36 
PE3581-48 
PE3581-60 
PE3581-72 
PE3581-XX 


TS OHM, RGS9B/U COAX 


Length 1-24 25-49 50-99 
12" $36.30 $33.76 $31.22 


24" 36.64 34.08 31.51 
36" 36.98 34.39 31.80 
= 37.32 34.71 32.10 
60" 37.66 35.02 32.39 
an 38.00 35.34 32.68 
Any Price Upon Request 
75 OHM, RG179B/U COAX 
Length 1-24 25-49 50-99 
12" $40.70 $37.85 $35.00 
24" 41.50 38.60 35.69 
36" 42.30 39.34 36.38 
48" 43.10 40.08 37.07 
60" 43.90 40.83 37.75 
72" 44.70 41.57 38.44 
Any Price Upon Request 
75 OHM, RE187A/U COAX 
Length 1-24 25-49 50-99 
12" $40.70 $37.85 $35.00 
24" 41.50 38.60 35.69 
36" 42.30 39.34 36.38 
48" 43.10 40.08 37.07 
60” 43.90 40.83 37.75 
72" 44.70 41.57 38.44 
Any Price Upon Request 


Model No. 


PE3612-12 
PE3612-24 
PE3612-36 
PE3612-48 
PE3612-60 
PE3612-72 
PE3612~-XX 


Model No. 


PE3616-12 
PE3616-24 
PE3616-36 
PE3616-48 
PE3616-60 
PE3616-72 
PE3616-XX 


Model No. 


PE3618-12 
PE3618-24 
PE3618-36 
PE3618-48 
PE3618-60 
PE3618-72 
PE3618-XX 


75 OHM, RG6A/U COAX 
Length 1-28. . 25-49". 50299 
12". $35.20 $32.74 $30.27 
24" 36.00 33.4) 30.96 
36" 36.80 34.22 31.65 
48" 37.60 34.97 32.34 
60" 38.40 35.71 33.02 
72" 39.20 36.46 33.71 
Any Price Upon Request 
75 OHM, RG11A/U COAX 
Length 1-24 =—-25-49 §0-99 
12" $39.60 $36.83 $34.06 
24" 40.40 37.57 34.74 
36" 41.20 38.32 35.43 
48" 42.00 39.06 36.12 
60" 42.80 39.80 36.81 
72" 43.60 40.55 37.50 
Any Price Upon Request 
75 OHM, RG216/U COAX 
Length 1-24 25-49 50-99 
12" $39.60 $36.83 $34.06 
24" 40.40 37.57 34.74 
36" 41.20 38.32 35.43 
48" 42.00 39.06 36.12 
60" 42.80 39.80 36.81 
7 43.60 40.55 37.50 
Any Price Upon Request 


WARNING: “75 OHM N” CONNECTORS DO NOT MATE WITH STANDARD 50 OHM CONNECTORS. 
ALL “75 OHM BNC” MALES ON THIS PAGE WILL MATE TO STANDARD 50 OHM BNC CONNECTORS. 


Model __No. 
PE33605-12 
PE33605-24 
PE33605-36 
PE33605-48 
PE33605-60 
PE33605-72 
PE33605-XX 


‘Model No. 


PE3398-12 
PE3398-24 
PE3398-36 
PE3398-48 
PE3398-60 
PE3398-72 
PE3398-XX 


Model No. 
PE3400-12 
PE3400-24 
PE3400-36 
PE3400-48 
PE3400-60 
PE3400-72 
PE3400-XX 


75 OHM, RG59B/U COAX 

Length 1-24 25-49 50-99 
12" $30.80 $28.64 $26.49 
24" 31.14 28.96 26.78 
36” 31.48 29.28 27.07 
48" 31.82 29.59 27.37 
60" 32.16 29.91 27.66 
Ja" 32.50 30.23 27.95 
Any Price Upon Request 
75 OHM, RG179B/U COAX 

Length 1-24 25-49 0-99 
1Z= $34.10 $31.71 $29.33 
24" 34.90 32.46 30.01 
36" 35.70 33.20 30.70 
48" 36.50 33.95 31.39 
60" 37.30 34.69 32.08 
Stee 38.10 35.43 32.77 
Any Price Upon Request 
75 OHM, RG187A/U COAX 

Length 1-24 25-49 50-99 
in $34.10 $31.71 $29.33 
24" 34.90 32.46 30.01 
36" 35.70 33.20 30.70 
48" 36.50 33.95 31.39 
60" 37.30 34.69 32.08 
Y fag 38.10 35.43 32.77 
Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. 
PE3341-12 
PE3341-24 
PE3341-36 
PE3341-48 
PE3341-60 
PE3341-72 
PE3341-XX 


Model No. 


PE3396-12 
PE3396-24 
PE3396-36 
PE3396-48 
PE3396-60 
PE3396-72 
PE3396-XX 


Model No. 


PE3404-12 
PE3404-24 
PE3404-36 
PE3404-48 
PE3404-60 
PE3404-72 
PE3404-XX 


“75 OHM N” MALE TO “75 OHM BNC” MALE 


75 OHM, RGGA/U COAX 

Length 1-24 25-49 50-99 
12" $33.00 $30.69 $28.38 
24"° 33.80 31.43 29.0 
36" 34.60 32.18 29.76 
48" 35.40 32.92 30.44 
60" 36.20 33.67 31.13 
72° 37.00 34.41 31.82 
Any Price Upon Request 
75 OHM, RG11A/U COAX 

Length 1-24 - 25-49 59-99 
12" $36.30 $33.76 $31.22 
24" 37.10 34.50 31.91 
36" 37.90 35.25 32.59 
48" 38.70 35.99 33.28 
60" . 39.50 36.74 33.97 
Ks a 40.30 37.48 34.66 
Any Price Upon Request 
75 OHM, RG216/U COAX 

Length 1-24 25-49 50-99 
Aan, $36.30 $33.76 $31.22 
24 37.10 34.50 31.91 
36" 37.90 35.25 32.59 
48" 38.70 35.99 33.28 
60" 39.50 36.74 33.97 
ie 40.30 37.48 34.66 
Any Price Upon Request 


IRVINE, CA 92623-6759 


USA. 


100 + 


“75 OHM BNC” MALE TO “75 OHM BNC” MALE 


75 OHM, RGGA/U COAX 75 OHM, RG179B/U COAX 
Modej__No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE33197-12 a2" $24.20 $22.51 $20.81 $19.36 PE33401-12 12% $22.00 $20.46 $18.92 $17.60 
PE33197-24 24" 25.00 23.25 21.50 20.00 PE33401-24 24" 22.80 21.20 19.61 18.24 
PE33197-36 36” 25.80 23.99 22.19 20.64 PE33401-36 36" 23.60 21.95 20.30 18.88 
PE33197-48 48” 26.60 24.74 22.88 21.28 PE33401-48 48" 24.40 22.69 20.98 19.52 
PE33197-60 60” 27.40 25.48 23.56 21.92 PE33401-60 60" 25.20 23.44 21.67 20.16 
PE33197-72 72% 28.20 26.23 24.25 22.56 PE33401-72 If se! 26.00 24.18 22.36 20.80 
PE33197-XX Any Price Upon Request PE33401-XX Any Price Upon Request 
_ 75 OHM, RG11A/U COAX 75 OHM, RE216/0 COAX 
Model __No. Length 1-24 8 «=25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE33399-12 bY $27.50 $25.58 $23.65 $22.00 PE33403-12 12°, $27.50 $25.58 $23.65 $22.60 
PE33399-24 24" 28.30 26.32 24.34 22.64 PE33403-24 24" 28.30 26.32 24.34 22.64 
PE33399-36 36" 29710 27.06 25.03 23.28 PE33403-36 36" 29.10 27.06 25.03 23.28 
PE33399-48 48" 29.90 27.81 25.71 23.92 PE33403-48 48" 29.90 27.81 25.71 23.92 
PE33399-60 60" 30.70 28.55 26.40 24.56 PE33403-60 60” 30.70 28.55 26.40 24.56 
PE33399-72 72" 31.50 29.30 27.09 25.20 PE33403-72 spre) 31.50 29.30 27.09 25.20 
PE33399-XX Any Price Upon Request PE33403-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 75 GHM, PE-B8128 COAX 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33188-12 127 $22.00 $20.46 $18.92 $17.60 PE33405-12 12% $22.00 $20.46 $18.92 $17.60 
PE33188-24 24" 22.34 20.78 19.21 17.87 PE33405-24 24" 22.50 20.93 19.35 18.00 
PE33188-36 36" 22.68 21.09 19.50 18.14 PE33405-36 36" 23.00 21.39 19.78 18.40 
PE33188-48 48" 23.02 21.41 19.80 18.42 PE33405-48 48" 23.50 21.86 20.21 18.30 
PE33188-60 60" 23.36 21.72 20.09 18.69 PE33405-60 60" 24.00 22.32 20.64 19.20 
PE33188-72 72" 23.70 22.04 20.38 18.96 PE33405-72 72" 24.50 22.79 21.07 19.60 
PE33188-XX _ Any Price Upon Request PE33405-XX Any Price Upon Request 


5 


75 OHM, RG179B/U COAX 


“75 OHM BNC” MALE TO “75 OHM BNC” MALE RIGHT ANGLE 


Modei_No. Length 2-24 25-49 50-99 100 + Mode] No. — Length 1-24 25-49 50-99 100 + 
PE33407-12 th ae $33.00 $36.69 $28.38 $26.40 PE33412-12 i2° $34.10 $31.71 $29.33 $27.28 
PE33407-24 24" 33.80 31.43 29.07 27.04 PE33412-24 24" 34.90 32.46 30.01 27.92 
PE33407-36 36" 34.60 32.18 29.76 27.68 PE33412-36 36" 35.70 33.20 30.70 28.56 
PE33407-48 48” 35.40 32.92 30.44 28.32 PE33412-48 48" 36.50 33.95 31.39 29.20 
PE33407-60 60" 36.20 33.67 31.13 28.96 PE33412-60 60" 37.30 34.69 32.08 29,84 
PE33407-72 72" 37.00 34.41 31.82 29.60 PE33412-72 ted 38.10 35.43 32.77 30.48 
PE33407 -XX Any Price Upon Request PE33412-XX Any Price Upon Request 
TS OHM, RG11A/U COAX 75 OHM, RG187A/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE33409-12 12" $36.30 $33.76 $31.22 $29.04 PE33414-12 123 $34.10 $31.71 $29.33 $27.28 
PE33409-24 24" _ 37.10 34.50 31.91 29.68 PE33414-24 24" 34.90 32.46 30.01 27.92 
PE33409-36 36" 37.90 35.25 32.59 30.32 PE33414-36 36" 35.70 33.20 30.70 28.56 
PE33409-48 48" 38.70 35.99 33.28 30.96 PE33414-48 48" 36.50 33.95 31.39 29.20 
PE33409-60 60" 39.50 36.74 33.97 31.60 PE33414-60 60" 37.30 34.69 32.08 29.84 
PE33409-72 72" 40.30 37.48 34.66 32.24 PE33414-72 72" 38.10 35.43 32.77 30.48 
PE33409-XX Any Price Upon Request PE33414-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 75 OHM, RG216/U COAX 

Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33196-12 12" $30.80 $28.64 $26.49 $24.64 PE33416-12 12" $36.30 $33.76 $31.22 $29.04 
PE33196-24 24" 31.14 28.96 26.78 24.91 PE33416-24 24" 37.10 34.50 31.9 29.68 
PE33196-36 36" 31.48 29.28 27.07 25.18 PE33416-36 36" 37.90 35.25 32.59 30.32 
PE33196-48 48" 31.82 29.59 27.37 25.46 PE33416-48 48" 38.70 35.99 33.28 30.96 
PE33196-60 60" 32.16 29.91 27.66 25.73 PE33416-60 60” 39.50 36.74 33.97 31.60 
PE33196-72 72" 32.50 30.23 27.95 26.00 PE33416-72 72° 40.30 37.48 34.66 32.24 
PE33196-XX Any Price Upon Request PE33416-XX Any Price Upon Request 
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PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 
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Model _ No. 


PE33426-12 
PE33426-24 
PE33426-36 
PE33426-48 
PE33426-60 
PE33426-72 
PE33426-XX 


Model__No. 
PE33428-12 
PE33428-24 
PE33428-36 
PE33428-48 
PE33428-60 
PE33428-72 
PE33428-XX 


Model No. 
PE33430-12 
PE33430-24 
PE33430-36 
PE33430-48 
PE33430-60 
PE33430-72 
PE33430-XX 


“75 OHM BNC” MALE RIGHT ANGLE TO 


’ 

Length 1-24 25-49 50-99 100 + 
12" $38.50 $35.81 $33.11 $30.80 
24" 39.30 36.55 33.80 31.44 
36" 40.10 37.29 34.49 32.08 
48" 40.90 38.04 35.17 32.72 
60” 41.70 38.78 35.86 33.36 
72" 42.50 39.53 36.55 34.00 
Any Price Upon Request 
75 OHM, RG11A/U COAX 

Length 1-24 = =625-49 = 50-99 100 + 
12” $41.80 $38.87 $35.95 $33.44 
24" 42.60 39.62 36.64 34.08 
36" 43.40 40.36 37.32 34.72 
48" 44.20 41.11 38.01 35.36 
60" 45.00 41.85 38.70 36.00 
72" 45.80 42.59 39.39 36.64 
Any Price Upon Request 
75 OHM, RGS9B/U COAX 

Length 1-24 25-49 50-99 100 + 
12° $39.60 $36.83 $34.06 $31.68 
24" 39.94 37.14 34.35 31.95 
36" 40.28 37.46 34.64 32.22 
48" 40.62 37.78 34.93 32.50 
60" 40.96 38.09 35.23 32.77 
72" 41.30 38.41 35.52 33.04 
Any Price Upon Request 


Model _ No. 


PE33432-12 
PE33432-24 
PE33432-36 
PE33432-48 
PE33432-60 
PE33432-72 
PE33432-XX 


Model _ No. 


PE33434-12 
PE33434-24 
PE33434-36 
PE33434-48 
PE33434-60 
PE33434-72 
PE33434-XX 


Model __No. 
PE33436-12 
PE33436-24 
PE33436-36 
PE33436-48 
PE33436-60 
PE33436-72 
PE33436-XX 


“75 OHM BNC” MALE RIGHT ANGLE 


Length "124 eG 50-99 100 + 
12" $42.90 $39.90 $36.89 $34.32 
24” 43.70 40.64 37.58 34.96 
36" 44.50 41.39 38.27 35.60 
48" 45.30 42.13 38.96 36.24 
60" 46.10 42.87 39.65 36.88 
tes 46.90 43.62 40.33 37.52 
Any Price Upon Request 
75 OHM, RG187A/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $42.90 $39.90 $36.89 $34.32 
24" 43.70 40.64 37.58 34.96 
36" 44.50 41.39 38.27 35.60 
48" 45.30 42.13 38.96 36.24 
60" 46.10 42.87 39.65 36.88 
J2" 46.90 43.62 40.33 37.52 
Any Price Upon Request 
75 OHM, RG216/U COAX 

Length 1-24 25-49 50-99 100 + 
12" $41.80 $38.87 $35.95 $33.44 
24" 42.60 39.62 36.64 34.08 
36" 43.40 40.36 37.32 34.72 
48” 44.20 41.11 38.01 35.36 
60" 45.00 41.85 38.70 36.00 
2 45.80 42.59 39.39 36.64 
Any Price Upon Request 


USE MOUNTING HOLE BO6 ON PAGE 172 


75 OHM, RGGA/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 0-99 100 + Mode]_No. Length 1-24 §=625-49—-§0-99 «100 + 
PE33417-12 12" $35.20 $32.74 $30.27 $28.16 PE33421-12 12" $40.70 $37.85 $35.00 $32.56 
PE33417-24 24 36. 33. 30.96 28.80 PE33421-24 24" 41.50 38.60 35.69 33.20 
PE33417-36 36" 36.80 34.22 31.65 29.44 PE33421-36 36" 42.30 39.34 36.38 33.84 
PE33417-48 48" 37.60 34.97 32.34 30.08 PE33421-48 48" 43.10 40.08 37.07 34.48 
PE33417-60 60" 38.40 35.71 33.02 30.72 PE33421-60 60" 43.90 40.83 37.75 35.12 
PE33417-72 Ja". 39.20 36.46 33.71 31.36 PE33421-72 Ten 44.70 41.57 38.44 35.76 
PE33417-XX Any Price Upon Request PE33421-XX Any Price Upon Request 

75 OHM, RG11A/U COAX 75 OHM, RG216/U COAX 
Model_No. Length 1-24 =. 25-49 - 100 + Model_No. Length 1-24 25-49 50-99 100 + 
PE33419-12 12" $39.60 $36.83 $34.06 $31.68 PE33423-12 12 $39.60 $36.83 $34.06 $31.68 
PE33419-24 24" 40.40 37. 34.74 32.32 PE33423-24 24" 40.40 37.57 34.74 32.32 
PE33419-36 36" 41.20 38.32 35.43 32.96 PE33423-36 36" 41.20 38.32 35.43 32.96 
PE33419-48 a 42.00 39.06 36.12 33.60 PE33423-48 48" 42.00 39.06 36.12 33.60 
PE33419-60 60" 42.80 39.80 36.81 34.24 PE33423-60 60" 42.80 39.80 36.81 34.24 
PE33419-72 TZ" 43.60 40.55 37.50 34.88 PE33423-72 ta 43.60 40.55 37.50 34.88 
PE33419-XX Any Price Upon Request PE33423-XX Any Price Upon Request 

eb perio ig ars 75 OHM, PE-B8128 COAX 
Model_No. Length 1-24 ~ 25-49 50-99 100+ Model_No. Length 1-24 25-49 50-99 100 + 
PE33179-12 12" ee $33.76 $31.22 $29.04 PE33425-12 12" $38.50 $35.81 $33.11 $30.80 
PE33179-24 24" 36.64 34.08 31.51 29.31 PE33425-24 24" 39.00 36.27 33.54 31.20 
PE33179-36 36" 36.98 34.39 31.80 29.58 PE33425-36 36" 39.50 36.74 33.97 31.60 
PE33179-48 37.32 34.71 32.10 29.86 PE33425-48 48" 40.00 37.20 34.40 32.00 
PE33179-60 60" 37.66 35.02 32.39 30.13 PE33425-60 60" 40.50 37.67 34.83 32.40 
PE33179-72 72" 38.00 35.34 32.68 30.40 PE33425-72 72" 41.00 38.13 35.26 32.80 
PE33179-XX Any Price Upon Request PE33425-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


“75 OHM BNC” MALE TO “75 OHM BNC” FEMALE 76 


75 OHM, RG6A/U COAX 75 OHM, RG179B/U COAX 
Model_No. Length 1-24. °°>25-49 50-99 = 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33437-12 12° $34.10 $31.71 $29.33 $27.28 PE33443-12 12" $38.50 $35.81 $33.11 $30.80 
PE33437-24 24" 34.90 32.46 30.01 27.92 PE33443-24 24" 39.30 36.55 33.80 31.44 
PE33437-36 35" 35.70 33.20 30.70 28.56 PE33443-36 36” 40.10 37.29 34.49 32.08 
PE33437-48 48" 36.50 33.95 31.39 29.20 PE33443-48 48" 40.90 38.04 35.17 32.72 
PE33437-60 60" 37.30 34.69 32.08 29.84 PE33443-60 60" 41.70 38.78 35.86 33.36 
PE33437-72 72" 38.10 35.43 32.77 30.48 PE33443-72 i ge 42.50 39.53 36.55 34.00 
PE33437-XX Any Price Upon Request PE33443-XX Any Price Upon Request 

75 OHM, RG11A/U COAX 75 OHM, RG187A/U COAX 
Model_No. Length 1-24 25-49 50-99 100 + Model No. Length 2-24 25-49 50-99 100 + 
PE33439-12 i2* $38.50 $35.81 $33.11 $30.80 PE33445-12 12" $38.50 $35.81 $33.11 $30.80 
PE33439-24 24" 39.30 36.55 33.80 31.44 PE33445-24 24" 39.30 36.55 33.80 31.44 
PE33439-36 36° 40.10 37.29 34.49 32.08 PE33445-36 36” 40.10 37.29 34.49 32.08 
PE33439-48 48" 40.90 38.04 35.17 32.72 PE33445-48 48" 40.90 38.04 35.17 32.72 
PE33439-60 60" 41.70 38.78 35.86 33.36 PE33445-60 60" 41.70 38.78 35.86 33.36 
PE33439-72 72" 42.50 39.53 36.55 34.00 PE33445-72 Ten 42.50 39.53 36.55 34.00 
PE33439-XX Any Price Upon Request PE33445-XX Any Price Upon Request 

75 OHM, RGS9B/U COAX 75 OHM, RG216/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33441-12 12" $35.20 $32.74 $30.27 $28.16 PE33447-12 125 $38.50 $35.81 $33.11 $30.80 
PE33441-24 24" 35.54 33.05 30.56 28.43 PE33447-24 24" 39.30 36.55 33.80 31.44 
PE33441-36 36" 35.88 33.37 30. 86 28.70 PE33447-36 36" 40.10 37.29 34.49 32.08 
PE33441-48 48" 36.22 33.68 31.15 28.98 PE33447-48 48" 40.90 38.04 35.17 32.72 
PE33441-60 60" 36.56 34.00 31.44 29.25 PE33447-60 60" 41.70 38.78 35.86 33.36 
PE33441-72 Fen 36.90 34.32 31.73 29.52 PE33447-72 72" 42.50 39.53 36.55 34.00 
PE33441-XX Any Price Upon Request PE33447-XX Any ; Price Upon Request 


75 OHM, RG6A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 0-99 100 + Model Ho. Length 1-24 25-49 50-99 100 + 
PE33448-12 i272 $35.20 $32.74 $30.27 $28.16 PE33451-12 12" $40.70 $37.85 $35.00 $32.56 
PE33448-24 24" 36.00 33.48 30.96 28.80 PE33451-24 24" 41.50 38.60 35.69 33.20 
PE33448-36 36" 36.80 34.22 31.65 29.44 PE33451-36 36" 42.30 39.34 36.38 33.84 
PE33448-48 48" 37.60 34.97 32.34 30.08 PE33451-48 48" 43.10 40.08 37.07 34.48 
PE33448-60 60" 38.40 35.71 33.02 30.72 PE33451-60 60" 43.90 ‘40.83 3teis 35.12 
PE33448-72 Ped 39.20 36.46 33.71 31.36 PE33451-72 72" 44.70 41.57 38.44 35.76 
PE33448-XX Any Price Upon Request PE33451-XX Any Price Upon Request 

75 OHM, RG11A/U COAX 75 OHM, RG187A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33450-12 12" $39.60 $36.83 $34.06 $31.68 : PE33456-12 128 $40.70 $37.85 $35.00 $32.56 
PE33450-24 24" 40.40 37.57 34.74 32.32 PE33456-24 24” 41.50 38.60 35.69 33.20 
PE33450-36 36” 41.20 38.32 35.43 32.96 PE33456-36 36” 42.30 39.34 36.38 33.84 
PE33450-48 48" 42.00 39.06 36.12 33.60 PE33456-48 48" 43.10 40.08 37.07 34.48 
PE33450-60 ~ 60" 42.80 39.80 36.81 34.24 PE33456-60 60" 43.90 40.83 37.75 35.12 
PE33450-72 Pf An 43.60 40.55 37.50 34.88 PE33456-72 vf a 44.70 41.57 38.44 35.76 
PE33450-XX Any Price Upon Request PE33456-XX Any Price Upon Request 

75 OHM, RG59B/U COAX 75 OHM, RG216/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33452-12 Wags $36.30 $33.76 $31.22 $29.04 PE33458-12 125 $39.60 $36.83 $34.06 $31.68 
PE33452-24 24" 36.64 34.08 31.51 29.31 PE33458-24 24" 40.40 37.57 34.74 32.32 
PE33452-36 36" 36.98 34.39 31.80 29.58 PE33458-36 36" 41.20 38.32 35.43 32.96 
PE33452-48 48" 37.32 34.71 32.10 29.86 PE33458-48 48" 42.00 39.06 36.12 33.60 
PE33452-60 60" 37.66 35.02 32.39 30.13 PE33458-60 60" 42.80 39.80 36.81 34.24 
PE33452-72 72" 38.00 35.34 32.68 30.40 PE33458-72 72" 43.60 40.55 37.50 34.88 
PE33452-XX Any Price Upon Request PE33458-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


TNC MALE TO TNC MALE 


soe 
All cable assemblies on this page utilize standard 50 ohm interface connectors 
52 OHM, RG8A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3418-12 12" $42.90 $39.90 $36.89 $34.32 PE3430-12 12" $23.10 $21.48 $19.87 $18.48 
PE3418-24 24" 43.70 40.64 37.58 34.96 PE3430-24 24" 23.90 22.23 20.55 19.12 
PE3418-36 36" 44.50 41.39 38.27 35.60 PE3430-36 36" 24.70 22.97 21.24 19.76 
PE3418-48 48" 45.30 42.13 38.96 36.24 PE3430-48 48" 25.50 23.72 21.93 20.40 
PE3418-60 60" 46.10 42.87 39.65 36.88 PE3430-60 60" 26.30 24.46 22.62 21.04 
PE3418-72 v20 46.90 43.62 40.33 37.52 PE3430-72 72" 27.10 25.20 23.31 21.68 
PE3418-XX Any Price Upon Request PE3430-XX Any Price Upon Request 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3504-12 i F dd $22.00 $20.46 $18.92 $17.60 PE3434-12 a27 $23.10 $21.48 $19.87 $18.48 
PE3504-24 24" 22.60 21.02 19.44 18.08 PE3434-24 24" 23.90 22.23 20.55 19.12 
PE3504-36 36" 23.20 21.58 19.95 18.56 PE3434-36 36" 24.70 22.97 21.24 19.76 
PE3504-48 48" 23.80 22.43. 20.47 19.04 PE3434-48 48" 25.50 23.72 21.93 20.40 
PE3504-60 60" 24.40 22.69 20.98 19.52 PE3434-60 60" 26.30 24.46 22.62 21.04 
PE3504-72 rf Ae! 25.00 23.25 21.50 20.00 PE3434-72 72” 27.10 25.20 23.31 21.68 
PE3504-XX Any Price Upon Request PE3434-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 0-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3394-12 12" $18.70 $17.39 $16.08 $14.96 PE3421-12 12" $42.90 $39.90 $36.89 $34.32 
PE3394-18 18" 18.87 17.55 16.23 15.10 PE3421-24 24" 43.70 40.64 37.58 34.96 
PE3394-24 24" 19.04 17.71 16.37 15.23 PE3421-36 36" 44.50 41.39 38.27 35.60 
PE3394-30 30" 19.21 17.87 16.52 15.37 PE3421-48 48" 45.30 42.13 38.96 36.24 
PE3394-36 36" 19.38 18.02 16.67 15.50 PE3421-60 60" 46.10 42.87 39.65 36.88 
PE3394-48 48" 19.72 18.34 16.96 15.78 PE3421-72 72% 46.90 43.62 40.33 37.52 
PE3394-60 60" 20.06 18.66 17.25 16.05 PE3421-XX Any Price Upon Request 
PE3394-72 72% 20.40 18.97 17.54 16.32 
PE3394-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3402-12 12" $18.70 $17.39 $16.08 $14.96 PE3435-12 12” $42.90 $39.90 $36.89 $34.32 
PE3402-18 18" 18.87 17.55 16.23 15.10 PE3435-24 24" 45.90 42.69 39.47 36.72 
PE3402-24 24" 19.04 17.71 16.37 15.23 PE3435-36 36" 48.90 45.48 42.05 39.12 
PE3402-30 30" 19.21 17.87 16.52 15.37 PE3435-48 48" 51.90 48.27 44.63 41.52 
PE3402-36 36" 19.38 18.02 16.67 15.50 PE3435-60 60" 54.90 51.06 47.21 43.92 
PE3402-48 48" 19.72 18.34 16.96 15.78 PE3435-72 72" 57.90 53.85 49.79 46.32 
PE3402-60 60" 20.06 18,66 17.25 16.05 PE3435-XX Any Price Upon Request 
PE3402-72 iy $3 20.40 18.97 17.54 16.32 
PE3402-XX Any Price Upon Request 
$3 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 = 25-49 §0-99 100 + Model No. Length 1-24 25-49 50-99 100+ 
PE3408-12 12% $20.90 $19.44 $17.97 $16.72 PE3414-12 12" $22.00 $20.46 $18.92 $17.60 
PE3408-24 24" 21.24 19.75 18.27 16.99 PE3414-24 24 23.10 21.48 19.87 18. 
PE3408-36 36" 21.58 20.07 18.56 17.26 PE3414-36 36" 24.20 22.51 20.81 19.36 
PE3408-48 48" 21.92 20.39 18.85 17.54 PE3414-48 48" 25.30 23.53 21.76 20.24 
PE3408-60 60" 22.26 20.70 19.14 17.81 PE3414-60 60" 26.40 24.55 22.70 21.12 
PE3408-72 72" 22.60 21.02 19.44 18.08 PE3414-72 72" 27.50 25.58 23.65 22.00 
PE3408-XX Any Price Upon Request PE3414-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 = 550-99: 100 + Model No. Length 1-24 §=25-49 = 50-99 + 
PE3544-12 12" $22.00 $20.46 $18.92 $17.60 PE3747-12 iZ3 $23.10 $21.48 $19.87 18.48 
PE3544-24 ta" 24.20 22.51 20.81 19.36 PE3747-24 24 23.90 22.23 20.55 19.12 
PE3544-36 36" 26.40 24.55 22.70 21.12 PE3747-36 36" 24.70 22.97 21.24 19.76 
PE3544-48 ~ 28.60 26.60 24.60 22.88 PE3747-48 48" 25.50 23.72 21.93 20.40 
PE3544-60 60" 30.80 28.64 25.49 24.64 PE3747-60 60" 26.30 24.46 22.62 21.04 
PE3544-72 72" 33.00 30.69 28.38 26.40 PE3747-72 Pf ae 27.10 25.20 23.31 21.68 
PE3544-XX Any Price Upon Request PE3747-XX Any Price Upon Request 
50 OHM, pene COAX OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE3425-12 12" Ge 70 $17.39 «$16.08 $14.96 PE3608-12 12" $22.00 $20.46 $18.92 $17.60 
PE3425-24 24" 18.92 17.60 16.27 15.14 PE3608-24 24" 24.20 22.51 20.81 19. 
PE3425-36 36" 19.14 17.80 16.46 15.31 PE3608-36 36" 26.40 24.55 22.70 21.12 
PE3425-48 48" 19.36 18.00 16.65 15.49 PE3608-48 48" 28.60 26.60 24.60 22.88 
PE3425-60 60" 19.58 18.21 16.84 15.66 PE3608-60 60” 30.80 28.64 26.49 24.64 
PE3425-72 72" 19.80 18.41 17.03 15.84 PE3608-72 Lie: 33.00 30.69 28.38 26.40 
PE3425-XX Any Price Upon Request PE3608-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


U.S.A. 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
TNC MALE TO TNC MALE 


50 OHM, RG402/U (.141” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3074-6 5" $36.30 $33.76 $31.22 $29.04 
PE3074-12 Ay 37.80 35.15 32.51 30.24 
PE3074-18 18" 39.30 36.55 33.80 31.44 
PE3074-24 24" 40.80 37.94 35.09 32.64 
PE3074-36 36" 43.80 40.73 37.67 35.04 
PE3074-48 48" 46.80 43.52 40.25 37.44 
PE3074-60 60" 49.80 46.31 42.83 39.84 
PE3074-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. —§ Length 1-24 25-49 50-99 100 + 


PE34279-6 6" $40.70 $37.85 $35.00 $32.56 
PE34279-12 12" 42.20 39.25 36.29 33.76 
PE34279-18 18" 43.70 40.64 37.58 34.96 
PE34279-24 24" 45.20 42.04 38.87 36.16 
PE34279-36 36" 48.20 44.83 41.45 38.56 
PE34279-48 48" 51.20 47.62 44.03 40.96 
PE34279-60 60" 54.20 50.41 46.61 43.36 
PE34279-XX Any Price Upon Request 


50 OHM, PE-SR402F1 (.141” RE-SHAPABLE) 


Model No. Length 1-24 25-49 50-99 100 + 
PE3466-6 6" $40.70 $37.85 $35.00 $32.56 
PE3466-12 a2” 42.20 39.25 36.29 33.76 
PE3466-18 18" 43.70 40.64 37.58 34.96 
PE3466-24 24" 45.20 42.04 38.87 36.16 
~ PE3466-36 36" 48.20 44.83 41.45 38.56 
PE3466-48 48" 51.20 47.62 44.03 40.96 
PE3466-60 60" 54.20 50.41 46.61 43.36 
PE3466-XX Any Price Upon Request 


50 OHM, PE-047SR (.047” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 = 100 + 


PE34273-6 6" $44.00 $40.92 $37.84 $35.20 
PE34273-12 12" 45.50 42.32 39.13 36.40 
PE34273-18 18" 47.00 43.71 40.42 37.60 
PE34273-24 24" 48.50 45.11 41.71 38.80 
PE34273-36 36" 51.50 47.90 44.29 41.20 
PE34273-48 48" 54.50 50.69 46.87 43.60 
PE34273-60 60" 57.50 53.48 49.45 46.00 
PE34273-XX Any Price Upon Request 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 
Model _No Length 1-24 25-49 = 50-99 100 + 


PE34277-6 e* $49.50 $46.04 $42.57 $39.60 
PE34277-12 tae 51.00 47.43 43.86 40.80 
PE34277-18 18” 52.50 48.83 45.15 42.00 
PE34277-24 24" 54.00 50.22 46.44 43.20 
PE34277-36 36" 57.00 53.01 49.02 45.60 
PE34277-48 48" 60.00 55.80 51.60 48.00 
PE34277-60 ~ 60" 63.00 58.59 54.18 50.40 
PE34277-XX Any Price Upon Request 


50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
‘Model No. = Length 1-24 25-49 50-99 100 + 


PE34280-6 6" $49.50 $46.04 $42.57 $39.60 
PE34280-12 12” 51.00 47.43 43.86 40.80 
PE34280-18 18” 52.50 48.83 45.15 42.00 
PE34280-24 24" 54.00 50.22 46.44 43.20 
PE34280-36 36" 57.00 53.01 49.02 45.60 
PE34280-48 48" 60.00 55.80 51.60 48.00 
PE34280-60 60" 63.00 58.59 54.18 50.40 
PE34280-XX Any Price Upon Request 
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50 OHM, RG6405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 


PE33391-6 6" - $37.40 $34.78 $32.16 $29.92 
PE33391-12 a2" 38.90 36.18 33.45 31.12 
PE33391-18 18" 40.40 37.57 34.74 32.32 
PE33391-24 24" 41.90 38.97 36.03 33.52 
PE33391-36 36" 44.90 41.76 38.61 35.92 
PE33391-48 48” 47.90 44.55 41.19 38.32 
PE33391-60 60" 50.90 47.34 43.77 40.72 
PE33391-XX Any Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34284-6 6" $41.80 $38.87 $35.95 $33.44 
PE34284-12 12" 43.30 40.27 37.24 34.64 
PE34284-18 18" 44.80 41.66 38.53 35.84 
PE34284-24 24" 46.30 43.06 39.82 37.04 
PE34284-36 36" 49.30 45.85 42.40 39.44 
PE34284-48 438" 52.30 43.64 44.98 41.84 
PE34284-60 60" 55.30 51.43 47.56 44.24 
PE34284-XX Any Price Upon Request 


50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 


Model No. Length 1-24 25-49 =50-99 100 + 
PE3684-6 6" $41.80 $38.87 $35.95 $33.44 
PE3684-12 12" 43.30 40.27 37.24 34.64 
PE3684-18 18" 44.80 41.66 38.53 35.84 
PE3684-24 24" 46.30 43.06 39.82 37.04 
PE3684-36 36" 49.30 45.85 42.40 39.44 
PE3684-48 48" 52.30 48.64 44.98 41.84 
PE3684-60 60" 55.30 51.43 47.56 44.24 
PE3684-XX Any Price Upon Request 


50 OHM, RG401/U (.250” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 = 100 + 


PE34271-6 6" $55.00 $51.15 $47.30 $44.00 
PE34271-12 12° 58.00 53.94 49.88 46.40 
PE34271-18 18" 61.00 56.73 52.46 48.80 
PE34271-24 24" 64.00 59.52 55.04 51.20 
PE34271-36 36" 70.00 65.10 60.20 56.00 
PE34271-48 48" 76.00 70.68 65.36 60.80 
PE34271-60 60" 82.00 76.26 70.52 65.60 
PE34271-XX Any Price Upon Request 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34275-6 6" $60.50 $56.27 $52.03 $48.40 
PE34275-12 12" 63.50 59.06 54.61 50.80 
PE34275-18 18" 66.50 61.85 57.19 53.20 
PE34275-24 24" 69.50 64.64 59.77 55.60 
PE34275-36 36" 75.50 70.22 64.93 60.40 
PE34275-48 48" 81.50 75.80 70.09 65.20 
PE34275-60 60" 87.50 81.38 75.25 70.00 
PE34275-XX Any Price Upon Request 


50 OHM, PE-SR401FL (.250” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34282-6 6" $60.50 $56.27 $52.03 $48.40 
PE34282-12 12" 63.50 59.06 54-61 50.80 
PE34282-18 18" 66.50 61.85 57.19 53.20 
PE34282-24 24" 69.50 64.64 59.77 55.60 
PE34282-36 36" 75.50 70.22 64.93 60.40 
PE34282-48 48" 81.50 75.80 70.09 65.20 
PE34282-60 60" 87.50 81.38 75.25 70.00 
PE34282-XX Any Price Upon Request 
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BNC MALE TO 
ALLIGATOR CLIPS 


CABLE LENGTH IS LENGTH STATED PLUS APPROXIMATELY 
6” OF BLACK & RED TEST LEAD 


53.5 OHM, RGS5B/U COAX, DOUBLE opeare= 


Model No. Length 1-24 25-49 0-99 100 + 
PE34536-12 12" $17.60 $16.37 Rian $14.08 
PE34536-24 24" 18.20 16.93 15.65 14.56 
PE34536-36 36" 18.80 17.48 16.17 15.04 
PE34536-48 48" 19.40 18.04 16.68 15.52 
PE34536-60 60" 20.00 18.60 17.20 16.00 
PE34536-72 ids 20.60 19.16 17.72 16.48 
PE34536-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 
Model _No. Length 1-24 25-49 50-99 100 + 
PE3501-12 i? $16.50 $15.35 $14.19 $13.20 
PE3501-24 24" 16.84 15.66 14.48 13.47 
PE3501-36 36" 17.18 15.98 14.77 13.74 
PE3501-48 48" 17.52 16.29 15.07 14.02 
PE3501-60 60" 17.86 16.61 15.36 14.29 
PE3501-72 72% 18.20 16.93 15.65 14.56 
PE3501-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3954-12 a $18.70 $17.39 $16.08 $14.96 
PE3954-24 24" 19.04 17.72 16.37 15.23 
PE3954-36 36" 19.38 18.02 16.67 15.50 
PE3954-48 48" 19.72 18.34 16.96 15.78 
PE3954-60 60" 20.06 18.66 17.25 16.05 
PE3954-72 72" 20.40 18.97 17.54 16.32 
PE3954-XX Any Price Upon Request 
93 OHM, RG62A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE34532-12 t Fl $18.70 $17.39 $16.08 $14.96 
PE34532-24 24" 19.04 17.71 16.37 15.23 
PE34532-36 36" 19.38 18.02 16.67 15.50 
PE34532-48 48" 19.72 18.34 16.96 15.78 
PE34532-60 60" 20.06 18.66 17.25 16.05 
PE34532-72 72" 20.40 18.97 17.54 16.32 
PE34532-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE3571-12 a2" $16.50 $15.35 $14.19 $13.20 
PE3571-24 24" 18.70 17.39 16.08 14.96 
PE3571-36 36" 20.90 19.44 17.97 16.72 
PE3571-48 48" 23.10 21.48 19.87 18.48 
PE3571-60 60" 25.30 23.53 21.76 20.24 
PE3571-72 72" 27.50 25.58 23.65 22.00 
PE3571-XX Any Price Upon Request 
50 RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-4 50-99 100 + 
PE3346-12 12” $16.50 $15.35 $14.19 $13.20 
PE3346-24 24" 17.60 16.37 15.14 14.08 
PE3346-36 36" 18.70 17.39 16.08 14.96 
PE3346-48 48” 19.80 18.41 17.03 15.84 
PE3346-60 60" 20.90 19.44 17.97 16.72 
PE3346-72 72" 22.00 20.46 18.92 17.60 
PE3346-XX Any Price Upon Request 
OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34534-12 12" $16.50 $15.35 $14.19 $13.20 
PE34534-24 24" 18.70 17.39 16.08 14.96 
PE34534-36 36" 20.90 19.44 17.97 16.72 
PE34534-48 48" 23.10 21.48 19.87 18.48 
PE34534-60 60" 25.30 23.53 21.76 20.24 
PE34534-72 72" 27.50 25.58 23.65 22.00 
PE34534-XXK Any Price Upon Request 


PASTERNACK ENTERPRISES 
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LC MALE TO LC MALE 


50 OHM, RG142B/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + 
PE33541-60 60" $220.00 $204.60 $189.20 $176.00 
PE33541-72 72" 222.20 206.65 191.09 177.76 
PE33541-84 84" 224.40 208.69 192.98 179.52 
PE33541-96 96" 226.60 210.74 194.88 181.28 
PE33541-108 108" 228.80 212.78 196.77 183.04 
PE33541-120 120" 231.00 214.83 198.66 184.80 
PE33541-XXX Any Price Upon Request 

50 OHM, RG214/U COAX, DOUBLE SHIELDED 

Model _ No. Length 1-24 25-49 50-99 100 + 
PE33491-60 60" $240.00 $223.20 $206.40 $192.00 
PE33491-72 72" 243.00 225.99 208.98 194.40 
PE33491-84 84" 246.00 228.78 211.56 196.80 
PE33491-96 96" 249.00 231.57 214.14 199.20 
PE33491-108 108" 252.00 234.36 216.72 201.60 
PE33491-120 120" 255.00 237.15 219.30 204.00 
PE33491-XXX Any Price Upon Request 

50 OHM, RG217/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33537-60 60" $220.00 $204.60 $189.20 $176.00 
PE33537-72 12 222.00 206.46 190.92 177.60 
PE33537-84 84" 224.00 208.32 192.64 179.20 
PE33537-96 96" 226.00 210.18 194.36 180.80 
PE33537-108 108" 228.00 212.04 196.08 182.40 
PE33537-120 120" 230.00 213.90 197.80 184.00 
PE33537-XXX Any Price Upon Request 

50 OHM, RG218/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3960-60 60" $250.00 $232.50 $215.00 $200.00 
PE3960-72 ft ie? 255.00 237.15 219.30 204.00 
PE3960-84 84" 260.00 241.80 223.60 208.00 
PE3960-96 96" 265.00 246.45 227.90 212.00 
PE3960-108 108" 270.00 251.10 232.20 216.00 
PE3960-120 120" 275.00 255.75 236.50 220.00 
PE3960-XXX Any Price Upon Request 

50 OHM, RG219/U COAX 
Model _ No. Lengt 1-24 25-49 50-99 100 + 
PE34023-60- 60" $330.00 $306.90 $283.80 $264.00 
PE34023-72 * te 350.00 325.50 301.00 280. 
PE34023-84 84" 370.00 344.10 318.20 296. 
PE34023-96 96" 390.00 362.70 335.40 312.00 
PE34023-108 108" 410.00 381.30 352.60 328.00 
PE34023-120 120" 430.00 399.90 369.80 344.00 
PE34023-XXX Any Price Upon Request 

50 OHM, RG225/U COAX, DOUBLE SHIELDED 

Model__No. Length 1-24 §=25-49 4-50-99 100+ 
PE34538-60 60" $250.00 $232.50 $215.00 $200.00 
PE34538-72 72" 270.00 251.10 232.20 216. 
PE34538-84 84" 290.00 269.70 249.40 232.00 
PE34538-96 96" 310.00 288.30 266.60 248.00 
PE34538-108 108" 330.00 306.90 283.80 264.00 
PE34538-120 120" 350.00 325.50 301.00 280.00 
PE34538~-XXX Any Price Upon Request 

50 OHM, RG393/U COAX 
Model _No. Length 1-24 - 50-99 100 + 
PE33539-60 60” $250.00 $232.50 $215.00 $200.00 
PE33539-72 72" 257.00 239.01 221.02 205.60 
PE33539-84 5 264.00 245.52 227.04 211.20 
PE33539-96 96" 271.00 252.03 233.06 216.80 
PE33539-108 108" 278.00 258.54 239.08 222.40 
PE33539-120 120" 285.00 265.05 245.10 228.00 
PE33539-XXX Any Price Upon Request 


IRVINE, CA 92623-6759 


U.S.A. 


LENGTH FOR ALL CABLES ON THIS PAGE IS DETERMINED AS FOLLOWS: 


BNC MALE TO MINIATURE 
ALLIGATOR CLIPS 


LENGTH STATED PLUS APPROXIMATELY 6” OF RED & BLACK TEST LEAD 


BNC MALE TO MINIATURE 
STACKING BANANA PLUGS 


Model No. 
PE33546-12 
PE33546-24 
PE33546-36 
PE33546-48 
PE33546-60 
PE33546-72 
PE33546-XX 


Model No. 
PE33548-12 
PE33548-24 
PE33548-36 
PE33548-48 
PE33548-60 
PE33548-72 
PE33548-XX 


Model _No. 
PE33009-12 
PE33009-24 
PE33009-36 
PE33009-48 
PE33009-60 
PE33009-72 


PE33009-XX" 


Model No. 
PE33550-12 
PE33550-24 
PE33550-36 
PE33550-48 
PE33550-60 
PE33550-72 
PE33550-XX 


BNC MALE TO STANDARD 
STACKING BANANA PLUGS 


50 OHM, RG58C/U COAX 

Length 1-24 25-49 50-99 
12" $20.40 $18.97 $17.54 
24" 20.74 19.29 17.84 
36" 21.08 19.60 18.13 
48” 21.42 19.92 18.42 
60" 21.76 20.24 18.71 
72" 22.10 20.55 19.01 
Any Price Upon Request 
75 OHM, RG59B/U COAX 

Length 1-24 25-49 50-99 
a2 $21.60 $20.09 $18.58 
24" 21.94 20.40 18.87 
36" 22.28 20.72 19.16 
48" 22.62 21.04 19.45 
60" 22.96 21.35 19.75 
72" 23.30 21.67 20.04 
Any Price Upon Request 


BNC MALE TO 
STACKING TIP PLUGS 


Length 1-24 =. 25-49 50-99 
12" $20.40 $18.97 $17.54 
24" 20.74 19.29 17.84 
36” 21.08 19.60 18.13 
48" 21.42 19.92 18.42 
60" 21.76 20.24 18.71 
722 22.10 20.55 19.01 
Any Price Upon Request 
75 OHM, RG59B/U COAX 

Length 1-24 25-49 50-99 
12" $21.60 $20.09 $18.58 
24" 21.94 20.4 18.87 
36" 22.28 20.72 19.16 
48" 22.62 21.04 19.45 
60" 22.96 21.35 19.75 
ane 23.30 21.67 20.04 


Price Upon Request 


Model No. 
PE33552-12 
PE33552-24 
PE33552-36 
PE33552-48 
PE33552-60 
PE33552-72 
PE33552-XX 


Model _No. 
PE33554-12 
PE33554-24 
PE33554-36 
PE33554-48 
PE33554-60 
PE33554-72 
PE33554-XX 


50 OHM, RGS8C/U COAX 

Length 1-24 25-49 50-99 
12" $20.40 $18.97 $17.54 
24" 20.74 19.29 17.84 
36" 21.08 19.60 18.13 
48" 21.42 19.92 18.42 
60" 21.76 20.24 18.71 
72" 22.10 20.55 19.01 
Any Price Upon Request 
73 RG5SSB/U COAX 

Length 1:24 = 25-49 50-99 
12" $21.60 $20.09 $18.58 
24" 21.94 20.40 18,87 
36" 22.28 20.72 19.16 
48" 22.62 21.04 19.45 
60" 22.96 21.35 19.75 
72° 23.30 21.67 20.04 
Any Price Upon Request 


50 OHM, RG58C/U COAX 
Model No. Length 1-24 25-49 50-99 
PE33557-12 12” $20.40 $18.97 $17.54 
PE33557-24 24" 20.74 19.29 17.84 
PE33557-36 36" 21.08 19.60 18.13 
PE33557-48 48" 21.42 19.92 18.42 
PE33557-60 60" 21.76 20.24 18.71 
PE33557-72 722 22.10 20.55 19.01 
PE33557-XX Any Price Upon Request 

75 OHM, RG59B/U COAX 
Model __No. Length 1-24 25-49 50-99 
PE33559-12 12" $21.60 $20.09 $18.58 
PE33559-24 24" 21.94 20.40 18.87 
PE33559-36 36" 22.28 20.72 19.16 
PE33559-48 48" 22.62 21.04 19.45 
PE33559-60 60" 22.96 21335 19.75 
PE33559-72 14: 23.30 21.67 20.04 
PE33559-XX Any Price Upon Request 


BNC MALE To SAFETY HOOKS 


Ce) 


Model No. 
PE33561-12 
PE33561-24 
PE33561-36 
PE33561-48 
PE33561-60 
PE33561-72 
PE33561-XX 


Model No. 
PE33563-12 
PE33563-24 
PE33563-36 
PE33563-48 
PE33563-60 
PE33563-72 
PE33563-XX 


50 OHM, RG58C/U COAX 

Length 1-24 © 25-49 = 0-99 
Age $20.40 $18.97 $17.54 
24" 20.74 19.29 17.84 
36" 21.08 19.60 18.13 
48" 21.42 19.92 18.42 
60" 21.76 20.24 18.71 
gad 22.10 20.55 19.01 
Any Price Upon Request 
75 OHM, RGS9B/U COAX 

Length 1-24 25-49 50-99 
12" $21.60 $20.09 $18.58 
24" 21.94 20.40 18.87 
36” 22.28 20.72 19.16 
48" 22.62 21.04 19.45 
60" 22.96 21.35 19.75 
tf 4 23.30 21.67 20.04 
Any Price Upon Request 


BNC MALE TO 
UNTERMINATED WIRES 


Model No. 


PE33565-12 
PE33565-24 
PE33565 -36 
PE33565-48 
PE33565-60 
PE33565-72 
PE33565-XX 


Model No. 
PE33567-12 
PE33567-24 
PE33567-36 
PE33567-48 
PE33567-60 
PE33567-72 
PE33567-XX 


Length 1-24 25-4 50-99 
12° $19.20 $17.86 $16.51 
24" 19.54 18.17 16.80 
36" 19.88 18.49 17.10 
48" 20.22 18.80 17.39 
60" 20.56 19.12 17.68 
ve" 20.90 19.44 17.97 
Any Price Upon Request 
75 OHM, RG59B/U COAX 

Length 1-24 25-49 50-99 
12” $20.40 $18.97 $17.54 
24" 20.74 19.29 17.84 
36" 21.08 19.60 18.13 
48" 21.42 19.92 18.42 
60" 21.76 20.24 18.71 
72" 22.10 20.55 19.01 
Any Price Upon Request 


SSS 
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SMC PLUG TO SMC PLUG 


Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33641-12 12" $28.60 $26.60 $24.60 $22.88 PE3596-12 12° $23.10 $21.48 $19.87 $18.48 
PE33641-24 24 28.94 26.91 24.89 23.15 PE3596-24 24" 23.90 22.23 20.55 19.12 
PE33641-36 36” 29.28 27.23 25.18 23.42 PE3596-36 36" 24.70 22.97 21.24 19.76 
PE3 \641-48 48" 29.62 27.55 25.47 23.70 PE3596-48 48" 25.50 23.72 21.93 20.40 
PE33641-60 60" 29.96 27.86 25.77 23.97 PE3596-60 60" 26.30 24.46 22.62 21.04 
PE33641-72 72" 30.30 28.18 26.06 24.24 PE3596-72 72" 27.10 25.20 23.31 21.68 
PE33641-XX Any Price Upon Request PE3596-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 

Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE3490-12 az" $28.60 $26.60 $24.60 $22.88 PE33647-12 a" $28.60 $26.60 $24.60 $22.88 
PE3490-24 24" 30.80 28.64 26.49 24.64 PE33647-24 24" 29.70 27.62 25.54 23.76 
PE3490-36 36" 33.00 30.69 28.38 26.40 PE33647-36 36" 30.80 28.64 26.49 24.64 
PE3490-48 48" 35.20 32.74 30.27 28.16 PE33647-48 48" 31.90 29.67 27.43 25.52 
PE3490-60 60" 37.40 34.78 32.16 29.92 PE33647-60 60" 33.00 30.69 28.38 26.40 
PE3490-72 vt Me 39.60 36.83 34.06 31.68 PE33647-72 72" 34.10 31.71 29.33 27.28 
PE3490-XX Any Price Upon Request PE33647-XX Any Price Upon Request 

50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 + 
PE3883~12 a2” $22.00 $20.46 $18.92 $17.60 PE3808-12 12" $22.00 $20.46 $18.92 $17.60 
PE3883-24 24" 22.22 20.66 19.11 17.78 PE3808-24 24" 22.80 21.20 19.61 18.24 
PE3883-36 36" 22.44 20.87 19.30 17.95 PE3808- 36 36" 23.60 21.95 20,30 18.88 
PE3883-48 48" 22.66 21.07 19.49 18,13 PE3808-48 48" 24.40 22.69 20.98 19.52 
PE3883-60 60" 22.88 21.28 19.68 18.30 PE3808-60 60" 25.20 23.44 21.67 20.16 
PE3883-72 72° 23.10 21.48 19.87 18.48 PE3808-72 72" 26.00 24.18 22.36 20.80 
PE3883-XX Any Price Upon Request PE3808-XX Any Price Upon Request 

50 OHM, RG178B/U COAX 50 OHM, pert teedherne hoerye ene 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 25-49 50-99 100 + 
PE3902-12 em $23.10 $21.48 $19.87 $18.48 PE34721-12 12" hte $22.51 $20.81 $19.36 
PE3902-24 24" 23.90 22.2 20.55 19,12 PE34721-24 24" 26.20 24.3 22.53 20.96 
PE3902-36 36" 24.70 22.97 21.24 19.76 PE34721-36 36" 28.20 26.23 24.25 22.56 
PE3902-48 48" 25.50 23.72 21.93 20.40 PE34721-48 48" 30.20 28.09 25.97 24.16 
PE3902-60 60" 26.30 24.46 22.62 21.04 PE34721-60 60" 32.20 29.95 27.69 25.76 
PE3902-72 72" 27.10 25.20 23.31 21.68 PE34721-72 Sed 34.20 31.81 29.41 27.36 
PE3902-XX Any Price Upon Request PE34721-XX Any Price Upon Request 

50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 «25-49 §=— 550-99 100 + Model _No. Length 1-24 «25-49 «= 0-99 100 + 
PE3595-12 12” $22.00 $20.46 $18.92 $17.60 PE34494-12 pe $28.60 $26.60 $24.60 $22.88 
PE3595-24 24" 22.80 21.20 19.61 18.24 PE34494-24 24" 30.80 28.64 26.4 24.64 
PE3595~-36 36" 23.60 21.95 20.30 18.88 PE34494-36 36" 33.00 30.69 28.38 26.40 
PE3595-48 48" 24.40 22.69 20.98 19.52 PE34494-48 48" 35.20 32.74 30.27 28.16 
PE3595-60 60" 25.20 23.44 21.67 20.16 PE34494-60 60" 37.40 34.78 32.16 29.92 
PE3595-72 72" 26.00 24.18 22.36 20.80 PE34494-72 7a3 39.60 36.83 34.06 31.68 
PE3595~-XX Any Price Upon Request PE34494-XX Any Price Upon Request 

50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model _No. ‘Length : 1-24 25-49 Ronin 100 + (SIMILAR TO BELDEN 9239) 
PE33154-12 12" 24.20 $22.51 20.81 $19.36 Model No. Length 1-24 25-49 50-99 100 + 
PE33154-24 24" 26.20 24.37 = 22.53 20.96 PE34501-12 12" $25.30 $23.53 $21.76 $20.24 
PE33154-36 36” 28.20 26.23 24.25 22.56 PE34501-24 24" 27.30 25.39 23.48 21.84 
PE33154-48 48" 30.20 28.09 25.97 24.16 PE34501-36 36" 29.30 27.25 25.20 23.44 
PE33154-60 60" 32.20 29.95 27.69 25.76 PE34501-48 48" 31.30 29.11 26.92 25.04 
PE33154-72 72" 34.20 31.81 = 29.41 = 27.36 PE34501-60 60" 33.30. 30.97 28.64 26.64 
PE33154-XX Any Price Upon Request PE34501-72 72" 35.30 32.83 30.36 28.24 
PE34501-XX Any Price Upon Request 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “SO OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


——————— Ew 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


SMC PLUG TO SMC PLUG RIGHT ANGLE 


50 OHM, RG58C/U COAX 50 OHM, RG196A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1.24 25-49 50-99 100 + 
PE33658-12 12" $30.80 $28.64 $26.49 $24.64 PE3601-12 ibe $28.60 $26.60 $24.60 $22.88 
PE33658-24 24" 31.14 28.96 26.78 24.91 PE3601-24 24" 29.40 27.34 25.28 23.52 
PE33658-36 36" 31.48 29.28 27.07 25.18 PE3601-36 36" 30.20 28.09 25.97 24.16 
PE33658-48 48" 31.82 29.59 27.37 25.46 PE3601-48 48” 31.00 28.83 26.66 24.80 
PE33658-60 60" 32.16 29.91 27.66 25.73 PE3601-60 60" 31.80 29.57 27.35 25.44 
PE33658-72 72" 32.50 30.23 27.95 26.00 PE3601-72 72" 32.60 30.32 28.04 26.08 
PE33658-XX Any Price Upon Request PE3601-XX Any Price Upon Request 
a oe, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Length 1-24 25-49 50-99 100 + Model__No. Length 1-24 25-49 50-99 100 + 
ors 12 12" $34.10 $31.71 $29.33 $27.28 PE33664-12 12% $33.00 $30.69 $28.38 $26.40 
PE33660-24 24 36.30 33.76 31.22 29.04 PE33664-24 24" 34.10 31.71 29.33 27.28 
PE33660-36 36" 38.50 35.81 33.11 30.80 PE33664-36 36” 35.20 32.74 30.27 28.16 
PE33660-48 48" 40.70 37.85 35.00 32.56 PE33664-48 48" 36.30 33.76 31.22 29.04 
PE33660-60 60" 42.90 39.90 36.89 34.32 PE33664-60 60" 37.40 34.78 32.16 29.92 
PE33660-72 io 45.10 41.94 38.79 36.08 PE33664-72 yf 38.50 35.81 33.11 30.80 
PE33660-XX Any Price Upon Request PE33664-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33556-12 A Sd $29.70 $27.62 $25.54 $23.76 PE33363-12 12° $27.50 $25.58 $23.65 $22.00 
PE33556-24 24" 29.92 27.83 25.73 23.94 PE33363-24 24" 28.30 26.32 24.34 22.64 
PE33556-36 36" 30.14 28.03 25.92 24.11 PE33363-36 36" 29.10 27.06 25.03 23.28 
PE33556-48 48" 30.36 28.23 26.11 24.29 PE33363-48 48" 29.90 27.81 25.71 23.92 
PE33556-60 60" 30.58 28.44 26.30 24.46 PE33363-60 60" 30.70 28.55 26.40 24.56 
PE33556-72 tf 30.80 28.64 26.49 24.64 PE33363-72 ty he 31.50 29.30 27.09 25.20 
PE33556-XX Any Price Upon Request PE33363~-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS Spy DOUBLE SHIELDED 
Model__No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34492-12 a2 $28.60 $26.60 $24.60 $22.88 PE34518-12 125 $29.70 $27.62 $25.54 $23.76 
PE34492-24 24" 29.40 27.34 25.28 23.52 PE34518-24 24" 31.70 29.48 27.26 25.36 
PE34492-36 36" 30.20 28.09 25.97 24.16 PE34518-36 36" 33.70 31.34 28.98 26.96 
PE34492-48 48" 31.00 28.83 26.66 24.80 PE34518-48 48" 35.70 33.20 30.70 28.56 
PE34492-60 60" 31.80 29.57 27.35 25.44 PE34518-60 60" 37.70 35.06 32.42 30.16 
PE34492-72 iy ee 32.60 30.32 28.04 26.08 PE34518-72 ned 39.70 36.92 34.14 31.76 
PE34492-XX Any Price Upon Request PE34518-XX Any Price Upon Request 
50 OHM, RE188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 2-24 25-49 50-99 100+ Mode} No. Length 1-24 25-49 50-99 100 + 
PE3600-12 12" $27.50 $25.58 $23.65 $22.00 PE34496~-12 12% $34.10 $31.71 $29.33 $27.28 
PE3600-24 24" 28.30 26.32 24.34 22.64 PE34496-24 24" 36.30 33.76 31.22 29.04 
PE3600-36 36" 29.10 27.06 25.03 23.28 PE34496~-36 36" 38.50 35.81 33.11 30.80 
PE3600-48 48" 29.90 27.81 25.71 23.92 PE34496-48 48" 40.70 37.85 35.00 32.56 
PE3600-60 60" 30.70 28.55 26.40 24.56 PE34496-60 60" 42.90 39.90 36.89 34.32 
PE3600-72 Ti te 31.50 29.30 27.09 25.20 PE34496-72 723 45.10 41.94 38.79 36.08 
PE3600-XX Any Price Upon Request PE34496-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model No. Length 1-24 25-49 «= §0-99 100 + (SIMILAR TO BELDEN 9239) 
PE34499-12 12" $29.70 $27.62 $25.54 © $23.76 Model No. Length 1-24 25-49 50-99 100 + 
PE34499-24 24" 31.70 29.48 = 27.26 = 25.36 PE34502-12 12" $30.80 $28.64 $26.49 $24.64 
PE34499-36 36" 33.70 31.34 28.98 26.96 PE34502-24 24" 32.80 30.50 28.21 26.24 
PE34499-48 yd 35-70 33.20 30.70 28.56 PE34502-36 36" 34.80 32.36 29.93 27.84 
PE34499-60 60" 37.70 35.06 = 32.42 30.16 PE34502-48 48" 36.80 34.22 31.65 29.44 
PE34499-72 72 39.70 36.92 = 34.14 31.76 PE34502-60 60" 38.80 36.08 33.37 31.04 
PE34499-XX Any Price Upon Request PE34502-72 72" 40.80 37.94 35.09 32.64 
PE34502~-XX Any Price Upon Request 
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ALL CONNECTORS OW THIS PAGE ARE “SO OHM SMC” CONNECTORS AND 00 ROT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 
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SMC PLUG RIGHT ANGLE TO SMC PLUG RIGHT ANGLE 


50 OHM, RES8C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33643-12 12" $30.80 $28.64 $26.49 $24.64 
PE33643-24 24" 31.14 28.96 26.78 24.91 
PE33643-36 36" 31.48 29.28 27.07 25.18 
PE33643-48 48" 31.82 29.59 27.37 25.46 
PE33643-60 60" 32.16 29.91 27.66 25.73 
PE33643-72 72" 32.50 30.23 27.95 26.00 
PE33643-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE33645-12 12" $34.10 $31.71 $29.33 $27.28 
PE33645-24 24" 36.30 33.76 31.22 29.04 
PE33645-36 36" 38.50 35.81 33.11 30.80 
PE33645-48 48" 40.70 37.85 35.00 32.56 
PE33645-60 60” 42.90 39.90 36.89 34.32 
PE33645-72 72" 45.10 41.94 38.79 36.08 
PE33645-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3918-12 12" $29.70 $27.62 $25.54 $23.76 
PE3918-24 24 29.92 27.83 25.73 23.94 
PE3918-36 36" 30.14 28.03 25.92 24.11 
PE3918-48 48" 30.36 28.23 26.11 24.29 
PE3918-60 re 30.58 28.44 26.30 24.46 
PE3918-72 72" 30.80 28.64 26.49 24.64 
PE3918-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3765-12 12" $30.80 $28.64 $26.49 $24.64 
PE3765-24 24" 31.60 29.39 27.18 25.28 
PE3765-36 36" 32.40 30.13 27.86 25.92 
PE3765-48 48" 33.20 30.88 28.55 26.65 
PE3765-60 60" 34.00 31.62 29.24 27.20 
PE3765-72 72" 34.80 32.36 29.93 27.84 
PE3765-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE3597-12 12" $29.70 $27.62 $25.54 $23.76 
PE3597-24 24" 30.50 28.3 26.23 24.40 
PE3S97-36 36" 31.30 29.11 26.92 25.04 
PE3597-48 48" 32.10 29.85 27.61 25.68 
PE3597-60 60" 32.90 30.60 28.29 26.32 
PE3597-72 72" 33.70 31.34 28.98 26.96 
PE3597-KX Any Price Upon Request 
30 RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34464-12 12" $31.90 $29.67 $27.43 $25.52 
PE34464-24 24" 33.90 31.53 29.15 27.12 
PE34464-36 36" 35.90 33.39 30.87 28.72 
PE34464-48 48" 37.90 35.25 32.59 30.32 
PE34464-60 60" 39.90 37.11 34.31 31.92 
PE34464-72 72" 41.90 38.97 36.03 33.52 
PE34464-KX Any Price Upon Request 


Model No. 
PE3598-12 
PE3598-24 
PE3598-36 
PE3598-48 
PE3598-60 
PE3598-72 
PE3598-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 


PE33649-12 
PE33649-24 
PE33649-36 
PE33649-48 
PE33649-60 
PE33649-72 
PE33649-XX 


Model No. 
PE3919-12 
PE3919-24 
PE3919-36 
PE3919-48 
PE3919-60 
PE3919-72 
PE3919-XX 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Length 


Model No. 


PE34462-12 
PE34462-24 
PE34462-36 
PE34462-48 
PE34462-60 
PE34462-72 
PE34462-XxX 


50 OHM, RG196A/U COAX 

Length 1-24 =. 25-49 §§0-99 
12" $30.80 $28.64 $26.49 
24" 31.60 29.39 27.18 
36" 32.40 30.13 27.86 
48" 33.20 30.88 28.55 
60" 34.00 31.62 29.24 
Ta 34.80 32.36 29.93 
Any Price Upon Request 


Length 1-24 =—25-49 = 50-99 
12% $33.00 $30.69 $28.38 
24" 34.10 31.71 29.33 
36" 35.20 32.74 30.27 
48" 36.30 33.76 31.22 
60" 37.40 34.78 32.16 
er 38.50 35.81 33.11 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12" $29.70 $27.62 . $25.54 
24" 30.50 28.37 26.23 
36" 31.30 29.11 26.92 
48" 32.10 29.85 27.61 
60" 32.90 30.60 28.29 
Lie 33.70 31.34 28.98 
Any Price Upon Request 


1-24 
$31.90 
33.90 
35.90 
37.90 
39.90 
41.90 


25-49 50-99 
$29.67 $27.43 
31.53 29.15 
33.39 30.87 
35.25 32.59 
37.11 34.31 
38.97 36.03 


Price Upon Request 


50 OHM, R6400/U COAX, DOUBLE SHIELDED 


Model No. 
PE34459-12 
PE34459-24 
PE34459-36 
PE34459-48 
PE34459-60 
PE34459-72 
PE34459-XX 


Model No. 
PE34466-12 
PE34466-24 
PE34466-36 
PE34466-48 
PE34466-60 
PE34466-72 
PE34466-XX 


Length 1-24 25-49 50-99 
12" $34.10 $31.71 $29.33 
24" 36.30 33.76 31.22 
36" 38.50 35.81 33.11 
48” 40.70 37.85 35.00 
60" 42.90 39.90 36.89 
72" 45.10 41.94 38.79 
Any Price Upon Request 

50 OHM, LOW NOISE, PE-B9329 
(SIMILAR TO BELDEN $239) 

Length 1-24 «25-49 = 80-99 
iZ* $33.00 $30.69 $28.38 
24" 35.00 32.55 30.10 
36" 37.00 34.41 31.82 
48" 39.00 36.27 33.54 
60" 41.00 38.13 35.26 
ff 43.00 39.99 36.98 
Any Price Upon Request 


100 + 
$26.40 
27.28 
28.16 
29.04 
29.92 
30.80 


se 
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WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “SO OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


SMC PLUG RIGHT ANGLE TO SMC JACK BULKHEAD 


USE MOUNTING HOLE BO1 ON PAGE 196 
50 OHM, sectors 50 OHM, RG196A/U COAX 
Model No. Length 1-24 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE34476-12 a2 $35.20 TEE $30.27 $28.16 PE33692-12 i22 $33.00 $30.69 $28.38 $26.40 
PE34476-24 24" 35.54 33.05 30.56 28.43 PE33692-24 24" 33.80 31.43 29.0 27.04 
PE34476-36 36" 35.88 33.37 30.86 28.70 PE33692-36 36" 34.60 32.18 29.76 27.68 
PE34476-48 48" 36.22 33.68 31.15 28.98 PE33692-48 48" 35.40 32.92 30.44 28.32 
PE34476-60 60" 36.56 34.00 31.44 29.25 PE33692-60 60" 36.20 33.67 31.13 28.96 
PE34476-72 7 Aas 36.90 34.32 31.73 29.52 PE33692-72 72% 37.00 34.41 31.82 29.60 
PE34476-XX Any Price Upon Request PE33692-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model Ho. Length 1-24 25-49 50-99 100 + 
PE34478-12 12" $36.30 $33.76 $31.22 $29.04 PE34480-12 2% $36.30 $33.76 $31.22 $29.04 
PE34478-24 24" 38.50 35.8 33.11 30.80 PE34480-24 24" 37.40 34.78 32.16 29.92 
PE34478-36 36” 40.70 37.85 35.00 32.56 PE34480-36 36" 38.50 35.81 33.11 30.80 
PE34478-48 48" 42.90 39.90 36.89 34.32 PE34480-48 48" 39.60 36.83 34.06 31.68 
PE34478-60 60" 45.10 41.94 38.79 36.08 PE34480-60 60" 40.70 37.85 35.00 32.56 
PE34478-72 Fy es 47.30 43.99 40.68 37.84 PE34480-72 72" 41.80 38.87 35.95 33.44 
PE34478-XX Any Price Upon Request PE34480-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 
Model _ No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34078-12 12" $29.70 $27.62 $25.54 $23.76 PE34472-12 12" $29.70 $27.62 $25.54 $23.76 
PE34078-24 24" 29.92 27.83 25.73 23.94 PE34472-24 24" 30.50 28.37 26.23 24.40 
PE34078-36 36" 30.14 28.03 25.92 24.11 PE34472-36 36" 31.30 29.11 26.92 25.04 
PE34078-48 48" 30.36 28.23 26.11 24.29 PE34472-48 48" 32.10 29.85 27.61 25.68 
PE34078-60 60" 30.58 28.44 26.30 24.46 PE34472-60 60" 32.90 30.60 28.29 26.32 
PE34078-72 72" 30.80 28.64 26.49 24.64 PE34472-72 Pt ax 33.70 31.34 28.98 26.96 
PE34078-XX . Any Price Upon Request PE34472-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34470-12 a2° $33.00 $30.69 $28.38 $26.40 PE34474-12 12" $31.90 $29.67 $27.43 $25.52 
PE34470-24 24" 33.80 31.43 29.07 27.04 PE34474-24 24" 33.90 31.53 29.15 27.12 
PE34470-36 36" 34.60 32.18 29.76 27.68 PE34474-36 36" 35.90 33.39 30.87 28.72 
PE34470-48 48" 35.40 32.92 30.44 28.32 PE34474-48 48" 37.90 35.25 32.59 30.32 
PE34470-60 60" 36.20 33.67 31.13 28.96 PE34474-60 60" 39.90 37.11 34.31 31.92 
PE34470-72 Bi he 37.00 34.41 31.82 29.60 PE34474-72 72" 41.90 38.97 36.03 33.52 
PE34470-XX Any Price Upon Request PE34474-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3602-12 12" $29.70 $27.62 $25.54 $23.76 PE34482-12 12° $36.30 $33.76 $31.22 $29.04 
PE3602-24 24" 30.50 28.37 26.23 24.40 PE34482-24 24" 38.50 35.81 aszak 30.80 
PE3602-36 36" 31.30 29.11 26.92 25.04 PE34482-36 36" 40.70 37.85 35.00 32.56 
PE3602-48 48" 32.10 29.85 27.61 25.68 PE34482-48 48” 42.90 39.90 36.89 34.32 
PE3602-60 60" 32.90 30.60 28.29 26.32 PE34482-60 60" 45.10 41.94 38.79 36.08 
PE3602-72 Rs 33.70 31.34 28.98 26.96 PE34482-72 Ry 4 47.30 43.99 40.68 37.84 
PE3602-XX Any Price Upon Request PE34482-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 50 OHM, LOW NOISE, PE-B9329 
Model No. Length 1-24 25-49 50-99 100 + (SIMILAR TO BELDEN $239) 
se og org ae eres cote we oe Model No. Length 1-24 25-49 50-99 100 + 
4484 - . 33. . 3. . PE34486-12 12" $33.00 $30.69 $28.38 $26.40 
PE34484-36 36" 35.90 33.39 30.87 28.72 PE34486-24 24" 35.00 32.55 30.10 28.00 
PE34484-48 48 37.90 35.25 32.59 30.32 PE34486-36 36" 37.00 34.41 31.82 29.60 
PE34484-60 60" 39.90 37.11 34.31 31.92 PE34486-48 43" 39.00 36.27 33.54 31.20 
PE34484-72 Fc 4 41.90 38.97 36.03 33.52 PE34486-60 60" 41.00 38.13 35.26 32.80 
PE34484-XX Any Price Upon Request PE34486-72 aoe 43.00 39.99 36.98 34.40 
PE34486 -XX Any ‘Price Upon Request 


WARMING!!! ALL CONNECTORS ON THIS PAGE ARE “50 OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 
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Model__No. 
PE34503-12 
PE34503-24 
PE34503-36 
PE34503-48 
PE34503-60 
PE34503-72 
PE34503-XX 


SMC PLUG TO SMC JACK BULKHEAD 


50 OHM, RG58C/U COAX 

Length 1-24 = 25-49 
12" $35.20 $32.74 
24" 35.54 33.05 
36" 35.88 33.37 
48" 36.22 33.68 
60" 36.56 34.00 
1g 9 36.90 34.32 
Any 


USE MOUNTING HOLE B01 ON PAGE 196 


50-99 100 + Model No. 
$30.27 $28.16 PE33688-12 
30.56 28.43 PE33688-24 
30. 86 28.70 PE33688-36 
31.15 28.98 PE33688-48 
31.44 29.25 PE33688-60 
31.73 29.52 PE33688-72 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model __No. Length 1-24 25-49 50-99 100 + 
PE34505-12 12" $36.30 $33.76 $31.22 $29.04 
PE34505-24 24" 38.50 35.81 33.11 30.80 
PE34505-36 36" 40.70 37.85 35.00 32.56 
PE34505-48 48" 42.90 39.90 36.89 34.32 
PE34505-60 60" 45.10 41.94 38.79 36.08 
PE34505-72 72" 47.30 43.99 40.68 37.84 
PE34505-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + 
PE33580-12 12% $29.70 $27.62 $25.54 $23.76 
PE33580-24 24" 29.92 27.8. 25.73 23.94 
PE33580-36 36" 30.14 28.03 25.92 24.11 
PE33580-48 48" 30.36 28.23 26.11 24.29 
PE33580-60 60" 30.58 28.44 26.30 24.46 
PE33580-72 72° 30.80 28.64 26.49 24.64 
PE33580-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + 
PE33352-12 32” $30.80 $28.64 $26.49 $24.64 
PE33352-24 24" 31.60 29.39 27.18 25.28 
PE33352-36 36" 32.40 30.13 27.86 25.92 
PE33352-48 48" 33.20 30.88 28.55 26.56 
PE33352-60 60" 34.00 31.62 29.24 27.20 
PE33352-72 72" 34.80 32.36 29.93 27.84 
PE33352-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + 
PE33686-12 12” $27.50 $25.58 $23.65 $22.00 
PE33686-24 24" 28.30 26.32 24.34 22.64 
PE33686-36 36" 29.10 27.06 25.03 23.28 
PE33686-48 48" 29.90 27.81 25.71 23.92 
PE33686-60 60" 30.70 28.55 26.40 24.56 
PE33686-72 72" 31.50 29.30 27.09 25.20 
PE33686-XX Any Price Upon Request 
50 OHM, RG188-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34500-12 * $29.70 $27.62 $25.54 $23.76 
PE34500-24 24" 31.70 29.48 27.26 25.36 
PE34500-36 36" 33.70 31.34 28.98 26.96 
PE34500-48 48" 35.70 33.20 30.70 28.56 
PE34500-60 60" 37.70 35.06 32.42 30.16 
PE34500-72 72" 39.70 36.92 34.14 31.76 
PE34500-XX Any Price Upon Request 


PE33688-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 
PE34507-12 
PE34507-24 
PE34507-36 
PE34507-48 
PE34507-60 
PE34507-72 
PE34507 -XX 


Model __No. 
PE33690-12 
PE33690-24 
PE33690-36 
PE33690-48 
PE33690-60 
PE33690-72 
PE33690-XX 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 


50 OHM, RG196A/U COAX 

Length 1-24 25-49 = 550-99 
i2t $30.80 $28.64 $26.49 
24" 31.60 29.3 27.18 
36" 32.40 30.13 27.86 
48" 33.20 30.88 28.55 
60" 34.00 31.62 29.24 
72" 34.80 32.36 29.93 
Any Price Upon Request 


Length 1-24 25-49 50-99 
IZ $35.20 $32.74 $30.27 
24" 36.30 33.76 31.2 
36" 37.40 34.78 32.16 
48" 38.50 35.81 33.11 
60" 39.60 36.83 34.06 
72” 40.70 37.85 35.00 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12° $27.50 $25.58 $23.65 
24" 28.30 26.32 24.34 
36” 29.10 27.06 25.03 
48” 29.90 27.81 25.71 
60" 30.70 28.55 26.40 
72" 31.50 29.30 27.09 
Any Price Upon Request 


Model __No. Length 1-24 25-49 50-99 
PE34511-12 12" $29.70 $27.62 $25.54 
PE34511-24 24" 31.70 29.48 27.26 
PE34511-36 36" 33.70 31.34 28.98 
PE34511-48 48" 35.70 33.20 30.70 
PE34511-60 60" 37.70 35.06 32.42 
PE34511-72 72" 39.70 36.92 34.14 
PE34511-XX Any Price Upon Request 
50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE34498-12 i $36.30 $33.76 $31.22 
PE34498-24 24" 38.50 35.81 33.11 
PE34498-36 36" 40.70 37.85 35.00 
PE34498-48 48" 42.90 39.90 36.89 
PE34498-60 60" 45.10 41.94 38.79 
PE34498-72 72° 47.30 43.99 40.68 
PE34498-XX Any Price Upon Request 
50 OHM, LOW NOISE, PE-B9329 
(SIMILAR TO BELDEN $239) 
Model __No. Length 1-24 25-49 50-99 
PE34509-12 12" $30.80 $28.64 $26.49 
PE34509-24 24" 32.80 30.50 28.21 
PE34509-36 36" 34.80 32.36 29.93 
PE34509-48 438" 36.80 34.22 31.65 
PE34509-60 60" 38.80 36.08 33.37 
PE34509-72 72" 40.80 37.94 35.09 
_ PE34509-XX Any Price Upon Request 


100 + 
$28.16 
29.04 
29.92 
30.80 


31.68 
32.56 


WARNING!!! ALL CONNECTORS ON THIS PAGE ARE “SO OHM SMC” CONNECTORS AND DO NOT MATE WITH “75 OHM SMC TYPE” CONNECTORS!!! 


PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.CO 


IRVINE, CA 92623-6759 


U.S.A. 


Model No. 
PE3210-6 

PE3210-12 
PE3210-18 


PE3210-24 - 


PE3210-36 
PE3210-48 
PE3210-60 
PE3210-72 
PE3210-XX 


SMA MALE TO SMC PLUG 


Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model _No. 
PE3214-6 

PE3214-12 
PE3214-18 
PE3214-24 
PE3214-36 
PE3214-48 
PE3214-60 
PE3214-72 
PE3214-XX 


Model No. 
PE3944-6 

PE3944-12 
PE3944-18 
PE3944-24 
PE3944-36 
PE3944-48 
PE3944-60 
PE3944-72 
PE3944-XX 


Model No. 
PE3561-6 
PE3561-12 
PE3561-18 
PE3561-24 
PE3561-36 
PE3561-48 
PE3561-60 
PE3561-72 
PE3561-XX 


Model No. 
PE3736-6 

PE3736-12 
PE3736-18 
PE3736-24 
PE3736-36 
PE3736-48 
PE3736-60 
PE3736-72 
PE3736-XX 


Length 1-24 25-49 50-99 100 + 
6" $31.90 $29.67 $27.43 $25.52 


72" 44.00 40.92 37.84 35.20 
Any Price Upon Request 


50 OHM, RG174A/U COAX 
Length 1-24 25-49 50-99 100 + 
6" $29.70 $27.62 $25.54 $23.76 
bee 29.81 27.72 25.64 23.85 
18" 29.92 27.83 25.73 23.94 
24" 30.03 27.93 25.83 24.02 
36" 30.25 28.13 26.02 24.20 
48" 30.47 28.34 26.20 24.38 
60" 30.69 28.54 26.39 24.55 
72" 30.91 28.75 26.58 24.73 
Any Price Upon Request 


50 OHM, RG178B/U COAX 


Length 1-24 25-49 50-99 100 + 


Any , Price Upon Request 


50 OHM, RG188A/U COAX 

Length 1-24 825-49 = 550-99 100 + 
6" $29.70 $27.62 $25.5 
12" 30.10 27.99 25.89 24.08 
18" 30.50 28.37 26.23 24.40 
24" 30.90 28.74 26.57 24.72 
36" 31.70 29.48 27.26 25.36 
48" 32.50 30.23 27.95 26.00 
60" 33.30 30.97 28.64 26.64 
Ye 34.10 31.71 29.33 27.28 
Any Price Upon Request 


50 OHM, RG188-DS COAX, DOUBLE SHIELDED 


Model No. 


PE34458-6 

PE34458-12 
PE34458-18 
PE34458-24 
PE34458-36 
PE34458-48 
PE34458-60 
PE34458-72 
PE34458-XX 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Length 2-24 «25-49 = 550-99 100 + 
6" $31.90 $29.67 $27.43 $25.52 
12" 32.90 30.60 28.29 26.32 
18" 33.90 31.53 29.15 27.12 
24" 34.90 32.46 30.01 27.92 
36" 36.90 34.32 31.73 29.52 
48" 38.90 36.18 33.45 31.12 
60” 40.90 38.04 35.17 32.72 
72" 42.90 39.90 36.89 34.32 
Any Price Upon Request 


50 OHM, RE196A/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE34450-6 6” $41.80 $38.87 $35.95 $33.44 
PE34450-12 12° 42.20 39.25 36.29 33.76 
PE34450-18 18" 42.60 39.62 36.64 34.08 
PE34450-24 24" 43.00 39.99 36.98 34.40 
PE34450-36 36" 43.80 40.73 37.67 35.04 
PE34450-48 48" 44.60 41.48 38.36 35.68 
PE34450-60 60" 45.40 42.22 39.04 36.32 
PE34450-72 itn 46.20 42.97 39.73 36.96 
PE34450-XX Any Price Upon Request 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. Length 1-24 25-49 50-99 -100 + 
PE3226-6 6" $29.70 $27.62 $25.54 $23.76 
PE3226-12 pF ded 30.25 28.13 26.02 24.20 
PE3226-18 18" 30.80 28.64 26.49 24.64 
PE3226-24 24" 31.35 29.16 26.96 25.08 
PE3226-36 36" 32.45 30.18 27.91 25.96 
PE3226-48 48" 33.55 31.20 28.85 26.84 
PE3226-60 60" 34.65 32.22 29.80 27.72 
PE3226-72 qe 35.75 33.25 30.75 28.60 
PE3226-XX Any Price Upon Request 
50 OHM, RG316/U COAX 

Model No. Length 1-24 25-49 50-99 100 + 
PE3809-6 6" $29.70 $27.62 $25.54 $23.76 
PE3809-12 12" 30.10 27.99 25.89 24.08 
PE3809-18 18" 30.50 28.37 26.23 24.40 
PE3809-24 24" 30.90 28.74 26.57 24.72 
PE3809-36 36" 31.70 29.48 27.26 25.36 
PE3809-48 48" 32.50 30.23 27.95 26.00 
PE3809-60 60" 33.30 30.97 28.64 26.64 
PE3809-72 72" 34.10 31.71 29.33 27.28 
PE3809-XX Any Price Upon Request 


50 OHM, RG316-DS COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 


PE34456-6 6" $31.90 $29.67 $27.43 $25.52 
PE34456-12 12" 32.90 30.60 28.29 26.32 
PE34456-18 18" 33.90 31.53 29.15 27.12 
PE34456-24 24" 34.90 32.46 30.01 27.92 
PE34456-36 36” 36.90 34.32 31.73 29.52 
PE34456-48 48” 38.90 36.18 33.45 31.12 
PE34456-60 60" 40.90 38.04 35.17 32.72 
PE34456-72 yg bcs 42.90 39.90 36.89 34.32 
PE34456-XX Any Price Upon Request 

50 OHM, RG6400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + 
PE34454-6 6" $31.90 $29.67 $27.43 $25.52 
PE34454-12 12° 33.00 30.69 28.38 26.40 
PE34454-18 18” 34.10 31.71 29.33 27.28 
PE34454-24 24” 35.20 32.74 30.27 28.16 
PE34454-36 36" 37.40 34.78 32.16 29.92 
PE34454-48 48” 39.60 36.83 34.06 31.68 
PE34454-60 60" 41.80 38.87 35.95 33.44 
PE34454-72 72” 44.00 40.92 37.84 35.20 
PE34454-XX Any Price Upon Request 

50 OHM, LOW NOISE, PE-B9329 
(SIMILAR TO BELDEN 9239) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34460-6 6" $33.00 $30.69 $28.38 $26.40 
PE34460-12 rz 34.00 31.62 29.24 27.20 
PE34460-18 18" 35.00 32.55 30.10 28.00 
PE34460-24 24" 36.00 33.48 30.96 28.80 
PE34460-36 36” 38.00 35.34 32.68 30.40 
PE34460-48 48" 40.00 37.20 34.40 32.00 
PE34460-60 60” 42.00 39.06 36.12 33.60 
PE34460-72 det 44.00 40.92 37.84 35.20 
PE34460-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


E-MAIL ADDRESS: SALES@PASTERNACK.COM 


WEB ADDRESS: PASTERNACK.COM 


53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG213/U COAX 
Model_No. = Length 1-24 25-49 50-99 100 + Model_No. = Length 1-24 25-49 = 80-99 
~ PE34250-12 12° $28.60 $26.60 $24.60 $22.88 PE33673-12 12° $66.00 $61.38 $56.76 
PE34250-24 24" 29.20 27.16 2521t 23.36 PE33673-24 24" 66.84 62.16 57.48 
PE34250-36 36" 29.80 27.71 25.63 23.84 PE33673-36 36" 67.68 62.94 58.20 
PE34250-48 48" 30.40 28.27 26.14 24.32 PE33673-48 48" 68.52 63.72 58.93 
PE34250-60 60" 31.00 28.83 26.66 4.80 PE33673-60 60" 69.36 64.50 59.65 
PE34250-72 72% 31.60 29.39 27.18 25.28 PE33673-72 72" 70.20 65.29 60.37 
PE34250-XX Any Price Upon Request PE33673-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE3154-12 12" $26.40 $24.55 $22.70 $21.12 PE3176-12 12% $71.50 $66.50 $61.49 
PE3154-24 24" 26.74 24.87 23.00 21.39 PE3176-24 24" 74.50 69.29 64.07 
PE3154-36 36" 27.08 25.18 23.29 21.66 PE3176-36 36" 77.50 72.08 66.65 
PE3154-48 48" 27.42 25.50 23.58 21.94 PE3176-48 48" 80.50 74.87 69.23 
PE3154-60 60" 27.76 25.82 23.87 22.21 PE3176-60 60" 83.50 77.66 71.81 
PE3154-72 fee 28.10 26.13 24.17 22.48 PE3176-72 72e 86.50 80.45 74.39 
PE3154-XX Any Price Upon Request PE3176-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. 
PE3664-12 
PE3664-24 
PE3664-36 
PE3664-48 
PE3664-60 
PE3664-72 
PE3664-XX 


Model No. 
PE3178-12 
PE3178-24 
PE3178-36 
PE3178-48 
PE3178-60 
PE3178-72 
PE3178-XX 


Model __No. 
PE34248-12 
PE34248-24 
PE34248-36 
PE34248-48 
PE34248-60 
PE34248-72 
PE34248-XX 


Model No. 


PE34255-12 
PE34255-24 
PE34255-36 
PE34255-48 
PE34255-60 
PE34255-72 
PE34255-XX 


Model No. 


PE33361-12 
PE33361-24 
PE33361-36 
PE33361-48 
PE33361-60 
PE33361-72 
PE33361-XX 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


SMA MALE TO TNC MALE 


Length 1-24 =. 25-49 550-99: 100 + Model _ No. Length 1-24 25-49 50-99 
12” $26.40 $24.55 $22.70 $21.12 PE3535-12 12" $26.40 $24.55 $22.70 
24" 28.60 26.60 24.60 22.88 PE3535-24 24" 27.50 25.58 23.65 
36" 30.80 28.64 26.49 24.64 PE3535-36 36" 28.60 26.60 24.60 
48" 33.00 30.69 28.38 26.40 PE3535-48 48" 29.70 27.62 25.54 
60" 35.20 32.74 30.27 28.16 PE3535-60 60" 30.80 28.64 26.49 
72" 37.40 34.78 32.16 29.92 PE3535-72 Ize 31.90 29.67 27.43 
Any Price Upon Request PE3535-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
12" $29.70 $27.62 $25.54 $23.76 PE3174-12 12" $29.70 $27.62 $25.54 
24" 29.92 27.83 25.73 23.94 PE3174-24 24" 30.50 28.37 26.23 
36" 30.14 28.03 25.92 24.11 PE3174-36 36" 31.30 29.11 26.92 
48” 30.36 28.23 26.11 24.29 PE3174-48 48" 32.10 29.85 27.61 
60" 30.58 28.44 26.30 24.46 PE3174-60 60" 32.90 30.60 28.29 
72” 30.80 28.64 26.49 24.64 PE3174-72 72" 33.70 31.34 28.98 
Any Price Upon Request PE3174-XX Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, nGne-35 Co ee ee 

Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 
125 $35.20 $32.74 $30.27 $28.16 PE34246-12 12” $31.90 $29.67 Rasy 
24" 36.00 33.48 30.96 28.80 PE34246-24 24" 33.90 31.53 29.15 
36" 36.80 34.22 31.65 29.44 PE34246-36 36" 35.90 33.39 30.87 
48" 37.60 34.97 32.34 30.08 PE34246-48 eS 37.90 35.25 32.59 
60" 38.40 35.71 33.02 30.72 PE34246-60 60" 39.90 37.11 34.31 
ve 39.20 36.46 33.71 31.36 PE34246-72 Te" 41.90 38.97 36.03 
Any Price Upon Request PE34246-XX Any Price Upon Request 
75 OHM, RG179B/U COAX 50 OHM, RG393/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-9 100 + Model No. Length 1-24 25-49 50-99 
12" $29.70 $27.62 $25.54 $23.76 PE34253-12 i2f $71.50 $66.50 $61.49 
24" 30.50 28.37 26.23 24.40 PE34253-24 24" 78.50 73.01 67.51 
36" 31.30 29.11 26.92 25.04 PE34253-36 36" 85.50 79.52 73.53 
48" 32.10 29.85 27.61 25.68 PE34253-48 48" 92.50 86.03 79.55 
60" 32.90 30.60 28.29 26.32 PE34253-60 60” 99.50 92.54 85.57 
72" 33.70 31.34 28.98 26.96 PE34253-72 1 ie 106.50 99.05 91.59 
Any Price Upon Request PE34253-XX Any Price Upon Request 
50 OHM, Baisene oe 50 OHM, RG400/U COAX, DOUBLE SHIELDED 

Length 1-24 -49 50-99 100 + Model No. Length 1-24 25-49 50-99 
12" $29.70 Aa» $25.54 $23.76 PE33948-12 12" $26.40 $24.55 $22.70 
24" 30.50 28.37 26.23 24.40 PE33948-24 24" 28.60 26.6 24.60 
36" 31.30 29.11 26.92 25.04 PE33948-36 36" 30.80 28.64 26.49 
48" 32.10 29.85 27.61 25.68 PE33948-48 48" 33.00 30.69 28.38 
60" 32.90 30.60 28.29 26.32 PE33948-60 60" 35.20 32.74 30.27 
72" 33.70 31.34 28.98 26.96 PE33948-72 YF ag 37.40 34.78 32.16 
Any Price Upon Request PE33948-XX Any Price Upon Request 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


E-MAIL ADDRESS: SALES@PASTERNACK.COM 


F 


eOrywaaw 
RSRSRS 


S3ssss 


WEB ADDRESS: PASTERNACK.COM 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
SMA MALE TO TNC MALE 


50 OHM, RG402/U (.141” BARE COPPER) 50 OHM, RG405/U (.085” BARE 

Model No. Length 1-24 «25-49 «= 550-99 100 + Model No. Length 1-24 25-49 = 50-99 100 + 
PE3089-6 6" $41.80 $38.87 $35.95 $33.44 PE33420-6 6" $44.00 $40.92 $37.84 $35.20 
PE3089-12 12" 43.30 40.27 37.24 34.64 PE33420-12 1 ba 45.50 42.32 39.13 36.40 
PE3089-18 18" 44.80 41.66 38.53 35.84 PE33420-18 18" 47.00 43.71 40.42 37.60 
PE3089-24 24" 45.30 43.06 39.82 37.04 PE33420-24 24” 48.50 45.11 41.71 38.80 
PE3089-36 36" 49.30 45.85 42.40 39.44 PE33420-36 36” 51.50 47.90 44.29 41.20 
PE3089-48 48" 52.30 48.64 44.98 41.84 PE33420-48 48" 54.50 50.69 46.87 43.60 
PE3089-60 60" 55.30 51.43 47.56 44.24 PE33420-60 60" 57.50 53.48 49.45 46.00 
PE3089-XX Any Price Upon Request PE33420-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 


Model __No. 
PE34406 -6 

PE34406-12 
PE34406-18 
PE34406-24 
PE34406-36 
PE34406-48 
PE34406-60 
PE34406-XX 


Model__No. 
PE33928-6 

PE33928-12 
PE33928-18 
| PE33928-24 
PE33928-36 
PE33928-48 
PE33928-60 
PE33928-XX 


| 
} Model No. 
| PE34408-6 
| PE34408-12 
| PE34408-18 
PE34408-24 
PE34408-36 
PE34408-48 
PE34408-60 
. PE34408-XX 


Length 


6" 


6" 
12” 


age 
12” 


1-24 


1-24 
$44.06 
45.50 
47.00 
48.50 
51.50 
54.50 
57.50 


1-24 
$55.00 
56.50 
58.00 
59.50 
62.50 
65.50 
68.50 


25-49 
$40.92 
42.32 
43.71 
45.11 
47.90 
50.69 
53.48 


Price Upon Request 


25-49 
$40.92 
42.32 
43.71 
45.11 
47.90 
50.69 
53.48 


Price Upon Request 


25-49 
$51.15 
52.55 
53.94 
55.34 
58.13 
60.92 
63.71 


Price Upon Request 


50-99 


50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Lenath 


50-99 
$37.84 
39.13 
40.42 
41.71 
44.29 
46.87 
49.45 


50 OHM, PE-047SR (.047” BARE COPPER) 
Length 


50-99 


100 + 
$35.20 
36.40 
37.60 
38.80 
41.20 
43.60 
46.00 


50 OHM, PE-SRO47AL (.047” TINNED ALUMINUM) 


Model No. 
PE34410-6 
PE34410-12 
PE34410-18 
PE34410-24 
| PE34410-36 
PE34410-48 
PE34410-60 
PE34410-XX 


Model No. 


PE34412-6 
PE34412-12 
PE34412-18 
PE34412-24 
PE34412-36 
PE34412-48 
PE34412-60 
: PE34412-XX 


Length 


6” 
l2? 


6" 
ion 


1-24 


1-24 
4-64 


25-49 


Price Upon Request 


25-49 
$56.27 
57 .66 
59.06 
60.45 
63.24 
66.03 
68.82 


Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


50-99 


i 50 OHM, PE-SRO47FL (.047” RE-SHAPABLE) 
Length 


50-99 


63.64 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


100 + 
$48.40 
49.60 
50.80 
52.00 
54.40 
56.80 
59.20 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 


Model No. 
PE34414-6 

PE34414-12 
PE34414-18 
PE34414-24 
PE34414-36 
PE34414-48 
PE34414-60 
PE34414-XX 


Model No. 


PE34416-6 

PE34416-12 
PE34416-18 
PE34416-24 
PE34416-36 
PE34416-48 
PE34416-60 
PE34416-XX 


Model No. 


PE34418-6 

PE34418-12 
PE34418-18 
PE34418-24 
PE34418-36 
PE34418-48 
PE34418-60 
PE34418-XX 


Length 1-24 25-49 50-99 100 + 
6" $46.20 $42.97 $39.73 $36.96 
i2% 47.70 44.36 41.02 38.16 
18" 49.20 45.76 42.31 39.36 
24” 50.70 47.15 43.60 40.56 
36" 53.70 49.94 46.18 42.96 
48" 56.79 52.73 48.76 45.36 
60" 59.70 55.52 51.34 47.76 
Any Price Upon Request 
50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Length 1-24 25-49 50-99 100 + 
6" $46.20 $42.97 $39.73 $36.96 
12° 47.70 44.36 41.62 38.16 
18" 49.20 45.76 42.31 39.36 
24" 50.70 47.15 43.60 40.56 
36” 53.70 49.94 46.18 42.96 
48" 56.70 52.73 48.76 45.36 
60” 59.70 55.52 51.34 47.76 
Any Price Upon Request 
50 OHM, RG401/U (.250” BARE COPPER) 
Length 1-24 25-49 50-99 100 + 
6" $55.00 $51.15 $47.30 $44.00 
12” 58.00 53.94 49.88 46.40 
18” 61.00 56.73 52.46 48.80 
24" 64.00 $9.52 55.04 51.20 
36" 70.00 65.10 60.20 56.00 
48" 76.00 70.68 65.36 60.80 
60" 82.00 76.26 70.52 65.60 
Any Price Upon Request 


50 OHM, PE-SR401AL (.250” TINNED ALUMINUM) 


Model No. Length 1-24 25-49 50-99 
PE34420-6 6" $60.50 $56.27 $52.03 
PE34420-12 a2 63.50 59.06 54.61 
PE34420-18 18" 66.50 $1.85 57.19 
PE34420-24 24" 69.50 64.64 59.77 
PE34420-36 36" 75.50 70.22 64.93 
PE34420-48 48" 81.50 75.80 70.09 
PE34420-60 60" 87.50 81.38 75.25 
PE34420-XX Any Price Upon Request 
50 OHM, PE-SR401FL (.250” 
Model No. Length 1-24 25-49 50-99 
PE34422-6 6” $60.50 $56.27 $52.03 
PE34422-12 12" 63.50 59.06 54.61 
PE34422-18 18" 66.50 61.85 57.19 
PE34422-24 24" 69.50 64.64 59.77 
PE34422-36 36" 75.50 70.22 64.93 
PE34422-48 48" 81.50 75.80 70.09 
PE34422-60 60" 87.50 81.38 75.25 
PE34422-XX Any Price Upon Request 


IRVINE, CA 92623-6759 


U.S.A. 


BNC MALE TO TNC MALE 


All cable assemblies on this page utilize standard 50 ohm interface connectors 


52 OHM, RG8A/U COAX 75 OHM, RG179B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE34504-12 12" $42.90 $39.90 $36.89 $34.32 PE34510-12 12" $23.10 $21.48 $19.87 
PE34504-24 24" 43.74 40.68 37.6 34.99 PE34510-24 24" 23.90 22.2 20.55 
PE34504-36 36" 44.58 41.46 38.34 35.66 PE34510-36 36" 24.70 22.97 21.24 
PE34504-48 48" 45.42 42.24 39.06 36.34 PE34510-48 . 25.50 23.72 21.93 
PE34504-60 60" 46.26 43.02 39.78 37.01 PE34510-60 60” 26.30 24.46 22.62 
PE34504-72 72" 47.10 43.80 40.51 37.68 PE34510-72 72% 27.10 25.20 23.31 
PE34504-XX Any Price Upon Request PE34510-XX Any Price Upon Request 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
Model No. Length 1-24 =25-49 += §0-99 100 + Model_No. Length 1-24 =. 25-49 50-99 
PE3904-12 ia? $22.00 $20.46 $18.92 $17.60 PE34512-12 12" $23.10 $21.48 $19.87 
PE3904-24 24" 22.60 21.02 19.44 18.08 PE34512-24 24" 23.90 22.2 20.55 
PE3904-36 36" 23.20 21.58 19.95 18.56 PE34512-36 36" 24.70 22.97 21.24 
PE3904-48 48" 23.80 22.13 20.47 19.04 PE34512-48 48" 25.50 23.72 21.93 
PE3904-60 60” 24.40 22.69 20.98 19.52 PE34512-60 60” 26.30 24.46 22.62 
PE3904-72 Lie 25.00 23.25 21.50 20.00 PE34512-72 a2 27.10 25.20 23.31 
PE3904-XX Any Price Upon Request PE34512-XxXx Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG213/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 
PE3497-12 12" $18.70 $17.39 $16.08 $14.96 PE33969-12 12” $42.90 $39.90 $36.89 
PE3497-24 24" 19.04 17.7 16.37 15.23 PE33969-24 24" 43.74 40.68 37.62 
PE3497-36 36" 19.38 18.02 16.67 15.50 PE33969-36 36" 44.58 41.46 38.34 
PE3497-48 48" 19.72 18.34 16.96 15.78 PE33969-48 48" 45.42 42.24 39.06 
PE3497-60 60" 20.06 18.66 17.25 16.05 PE33969-60 60" 46.26 43.02 39.78 
PE3497-72 72% 20.40 18.97 17.54 16.32 PE33969-72 Ff ty 47.10 43.80 40.51 
PE3497-XX Any Price Upon Request PE33969-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 =625-49 550-99 = 100 + Mode] No. = Length 1-24 25-49 50-99 
PE3023-12 12" $18.70 $17.39 $16.08 | $14.96 PE33701-12 12" $42.90 $39.90 $36.89 
PE3023-24 24" 19.04 17.71 16.37 15.23 PE33701-24 24" 45.90 42.69 39.47 
PE3023-36 36" 19.38 18.02 16.67 15.50 PE33701-36 36" 48.90 45.48 42.05 
PE3023-48 48" 19.72 18.34 16.96 15.78 PE33701-48 48" 51.90 48.27 44.63 
PE3023-60 60” 20.06 18.66 17.25 16.05 PE33701-60 60" 54.90 51.06 47.21 
PE3023-72 gen 20.40 18.97 17.54 16.32 PE33701-72 rr 57.90 53.85 49.79 
PE3023-XX Any Price Upon Request PE33701-XX Any Price Upon Request 
93 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 
PE34508-12 12” $20.90 $19.44 $17.97 $16.72 PE3498-12 32° $18.70 $17.39 $16.08 
PE34508-24 24" 21.24 19.75 18.27 16.99 PE3498-24 24" 19.80 18.41 17.03 
PE34508-36 36" 21.58. 20.07 18.56 17.26 PE3498-36 36" 20.90 19.44 17.97 
PE34508-48 48" 21.92 20.39 18.85 17.54 PE3498-48 48" 22.00 20.46 18.92 
PE34508-60 60" 22.26 20.70 19.14 17.81 PE3498-60 60" 23.10 21.48 19.87 
PE34508-72 72" 22.60 21.02 19.44 18.08 PE3498-72 i 24.20 22.51 20.81 
PE34508-XX Any Price Upon Request PE3498-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 =650-99 = 100 + Model _No. Length 1-24 25-49 50-99 
PE3551-12 12% $18.70 $17.39 $16.08 $14.96 PE33383-12 i2* $23.10 $21.48 $19.87 
PE3551-24 24" 20.90 19.44 17.97 16.72 PE33383-24 24" 23.90 22.23 20.55 
PE3551-36 36" 23.10 21.48 19.87 18.48 PE33383-36 36" 24.70 22.97 21.24 
PE3551-48 48" 25.30 23.53 21.76 20.24 PE33383-48 48" 25.50 23.72 21.93 
PE3551-60 60" 27.50 25.58 23.65 22.00 PE33383-60 60" 26.30 24.46 22.62 
PE3551-72 qan 29.70 27.62 25.54 23.76 PE33383-72 428 27.10 25.20 23.31 
PE3551-XX Any Price Upon Request PE33383-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model _ No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 
PE34506-12 12% $18.70 $17.39 $16.08 $14.96 PE33535-12 12" $18.70 $17.39 $16.08 
PE34506-24 24" 18.92 17.60 16.27 15.14 PE33535-24 24 20.90 19.44 17.97 
PE34506-36 36” 19.14 17.80 16.46 15.31 PE33535-36 36" 23.10 21.48 19.87 
PE34506-48 48" 19.36 18.00 16.65 15.49 PE33535-48 48" 25.30 23.53 21.76 
PE34506-60 60" 19.58 18.21 16.84 15.66 PE33535-60 60" 27.50 25.58 23.65 
PE34506-72 72" 19.80 18.41 17.03 15.84 PE33535-72 bg be 29.70 27.62 25.54 
PE34506-XX Any Price Upon Request PE33535-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


| 
| 


C MALE TO C MALE 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


’ 
Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE33316-12 12" $48.40 $45.01 $41.62 $38.72 PE3605-12 i2* $48.40 $45.01 $41.62 $38.72 
PE33316-24 24" 49.24 45.79 42.35 39.39 PE3605-24 24" 51.40 47.80 44.20 41.12 
PE33316-36 36" 50.08 46.57 43.07 40.06 PE3605-36 36" 54.40 50.59 46.78 43.52 
PE33316-48 48" 50.92 47.36 43.79 40.74 PE3605-48 48" 57.40 53.38 49.36 45.92 
PE33316-60 60" 51.76 48.14 44.51 41.41 PE3605-60 60" 60.40 56.17 51.94 48.32 
PE33316-72 ve" 52.60 48.92 45.24 42.08 PE3605-72 ede 63.40 58.96 54.52 50.72 
PE33316-XX Any Price Upon Request PE3605-XX Any Price Upon Request 
50 OHM, RG58C/U COAX 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 ‘50-99 100 + 
; PE3457-12 12% $44.00 $40.92 $37.84 $35.20 PE34437-12 12° $71.50 $66.50 $61.49 $57.20 
; PE3457-24 24” 44.34 41.24 38.13 35.47 PE34437-24 24" 73.50 68.36 63.21 58.80 
PE3457-36 36" 44.68 41.55 38.42 35.74 PE34437-36 36" 75.50 70.22 64.93 60.40 
| PE3457-48 48" 45.02 41.87 38.72 36.02 PE34437-48 48" 77.50 72.08 66.65 62.00 
PE3457-60 60" 45.36 42.18 39.01 36.29 PE34437-60 60” 79.50 73.94 68.37 63.60 
PE3457-72 5 ad 45.70 42.50 39.30 36.56 PE34437-72 ti 4s 81.50 75.80 70.09 65.20 
PE3457-XX Any Price Upon Request PE34437-XX Any Price Upon Request 
75 OHM, RGS9B/U COAX 50 OHM, RG218/U COAX 
| Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
] PE33662-12 12" $46.20 $42.97 $39.73 $36.96 PE34442-12 12" $110.00 $102.30 $94.60 $88.00 
] PE33662-24 24" 46.54 43.28 40.02 37.23 PE34442-24 24" 115.00 106.95 98.90 92.00 
PE33662-36 36" 46.88 43.60 40.32 37.50 PE34442-36 36" 120.00 111.60 103.20 96.00 
] PE33662-48 48" 47.22 43.91 40.61 37.78 PE34442-48 48" 125.00 116.25 107.50 100.00 
| PE33662-60 60" 47.56 44.23 40.90 38.05 PE34442-60 60" 130.00 120.90 111.80 104.00 
PE33662-72 72" 47.90 44.55 41.19 38.32 PE34442-72 72" 135.00 125.55 116.10 108.00 
PE33662-XX Any Price Upon Request PE34442-XX Any Price Upon Request 
. $3 OHM, RG62A/U COAX 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
] Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
] PE34435-12 i2" $46.20 $42.97 $39.73 $36.96 PE3343-12 12" $44.00 $40.92 $37.84 $35.20 
PE34435-24 24" = 46.54 43.28 40.02 37.23 PE3343-24 24" 45.10 41.94 38.79 36.08 
] PE34435-36 36" 46.88 43.60 40.32 37.50 PE3343-36 36" 46.20 42.97 39.73 36.96 
| PE34435-48 48" 47.22 43.91 40.61 37.78 PE3343-48 48" 47.30 43.99 40.68 37.84 
PE34435-60 60" 47.56 44.23 40.90 38.05 PE3343-60 60" 48.40 45.01 41.62 38.72 
i PE34435-72 de 47.90 44.55 41.19 38.32 PE3343-72 if ae 49.50 46.04 42.57 39.60 
PE34435~-XX Any Price Upon Request PE3343-XX Any Price Upon Request 
1 
50 OHM, RG141A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
: Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
: PE34440-12 1 dee $46.20 $42.97 $39.73 $36.96 PE33098-12 th des $53.90 $50.13 $46.35 $43.12 
: PE34440-24 24" 49.20 45.7 42.31 39.36 PE33098-24 24" 73.90 68.73 63.55 59.12 
PE34440-36 36" 52.20 48.55 44.89 41.76 PE33098-36 36" 93.90 87.33 80.75 75.12 
| PE34440-48 48" 55.20 51.34 47.47 44.16 PE33098-48 48” 113.90 105.93 97.95 91.12 
PE34440-60 60" 58.20 54.13 50.05 46.56 PE33098-60 60" 133.90 124.53 115.15 107.12 
| PE34440-72 tt ee 61.20 56.92 52.63 48.96 PE33098-72 yz" 153.90. 143.13 ~ 132.35 123.12 
PE34440-XX Any Price Upon Request PE33098-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
| Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
| PE3518-12 12" $44.00 $40.92 $37.84 $35.20 PE3120-12 12" $48.40 $45.01 $41.62 $38.72 
| PE3518-24 24" 46.20 42.97 39.73 36.96 PE3120-24 24" 55.40 51.52 47.64 44.32 
PE3518-36 36" 48.40 45.01 41.62 38.72 PE3120-36 36" 62.40 58.03 53.66 49.92 
| PE3518-48 48" 50.60 47.06 43.52 40.48 PE3120-48 48" 69.40 64.54 59.68 55.52 
] PE3518-60 60" 52.80 49.10 45.41 42.24 PE3120-60 60" 76.40 71.05 65.70 61.12 
] PE3518-72 a2 55.00 51.15 47.30 44.00 PE3120-72 72% 83.40 77.56 71.72 66.72 
|] PE3518-XX Any Price Upon Request PE3120-XX Any Price Upon Request 
| 
I 50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
i] Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3522-12 a2" $48.40 $45.01 $41.62 $38.72 PE3545-12 42* $44.00 $40.92 $37.84 $35.20 
1 PE3522-24 24° 49.24 45.79 42.35 39.39 PE3545-24 24" 46.20 42.97 39.73 36.96 
! PE3522-36 36" 50.08 46.57 43.07 40.06 PE3545-36 36" 48.40 45.01 41.62 38.72 
} PE3522-48 48" 50.92 47.36 43.79 40.74 PE3545-48 48" 50.60 47.06 43.52 40.48 
i PE3522-60 60" 51.76 48.14 44.51 41.41 PE3545-60 60" 52.80 49.10 45.41 42.24 
] PE3522-72 72" 52.60 48.92 45.24 42.08 PE3545-72 12" 55.00 51.15 47.30 44.00 
PE3522-XX Any Price Upon Request PE3545-XX Any Price Upon Request 
; 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


91 SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 


50 OHM, RG402/U (.141” BARE COPPER) 

Model _No. Length 1-24 25-49 = 50-99 100 + 
PE34570-6 6" $90.00 $83.70 $77.40 $72.00 
PE34570-12 12" 91.50 85.10 78.69 73.20 
PE34570-18 18" 93.00 86.49 79.98 74.40 
PE34570-24 24" 94.50 87.89 81.27 , 75.60 
PE34570-36 36" 97.50 90.68 83.85 78.00 
PE34570-48 48" 100.50 93.47 86.43 80.40 
PE34570-60 60" 103.50 96.26 89.01 82.80 
PE34570-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model No. Length 1-24 25-49 50-99 100 + 


PE34572-6 6" $93.00 $86.49 $79.98 $74.40 
PE34572-12 12" 94.50 87.89 81.27 75.60 
PE34572-18 18" 96.00 89.28 82.56 76.80 
PE34572-24 24" 97.50 90.68 83.85 78.00 
PE34572-36 36" 100.50 93.47 ~ 86.43 80.40 
PE34572-48 48” 103.50 96.26 89.01 82.80 
PE34572-60 60" 106.50 99.05 — 91.59 85.20 
PE34572-XX Any Price Upon Request 


3.5mm MALE TO 3.5mm MALE 


50 OHM, RN ear ae 


Mode}__No. Lenath 1-24 25-49 100 + 
PE34574-6 6" $92.00 $85.56 wake 12 $73.60 
PE34574-12 12" 93.50 86.96 80.41 74.80 
PE34574-18 18" 95.00 88.35 81.70 76.00 
PE34574-24 24" 96.50 89.75 82.99 77.20 
PE34574-36 36" 99.50 92.54 85.57 79.60 
PE34574-48 48" 102.50 95.33 88.15 82.00 
PE34574-60 60" 105.50 98.12 90.73 84.40 
PE34574-XX Any Price Upon Request 
50 OHM, PE-SR405AL (.085” TINNED 

Model No. Length 1-24 25-49 50-99 100 + 
PE34576-6 6" $95.00 $88.35 $81.70 $76.00 
PE34576-12 12” 96.50 89.75 82.99 77.20 
PE34576-18 18" 98.00 91.14 84.28 78.40 
PE34576-24 24" 99.50 92.54 85.57 79.60 
PE34576-36 36" 102.50 95.33 88.15 82.00 
PE34576~-48 48" 105.50 98.12 90.73 84.40 
PE34576-60 60" 108.50 100.91 93.31 86 . 80 
PE34576-XX Any Price Upon Request 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100+ 


PE34578-6 6" $95.00 $88.35 $81.70 $76.00 
PE34578-12 42? 96.50 89.75 82.99 77.20 
PE34578-18 18” 98.00 91.14 84.28 78.40 
PE34578-24 24" 99.50 92.54 85.57 79.60 
PE34578-36 36" 102.50 95.33 88.15 82.00 
PE34578-48 48" 105.50 98.12 90.73 84.40 
PE34578-60 60" 108.50 100.91 93.31 86.80 
PE34578-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 
Model_No. Length 1-24 25-49 50-99. 100 + 


PE34580-6 6" $98.00 $91.14 $84.28 $78.40 
PE34580-12 12" 99.50 92.54 85.57 79.60 
PE34580-18 18" 101.00 93.93 86 . 86 80.80 
PE34580-24 24” 102.50 95.33 88.15 82.00 
PE34580-36 36" 105.50 98.12 90.73 84.40 
PE34580-48 48" 108.50 100.91 93.31 86.80 
PE34580-60 60” 111.50 103.70 95.89 89.20 
PE34580-XX Any Price Upon Request 


_ 3.5mm MALE TO 3.5mm FEMALE BULKHEAD 


pgp rer pitch g rae i en 
Model__No. Length 1-24 25-49 100 + 
PE34582-6 6" $98.00 $91.14 dese $78.40 
PE34582-12 12” 99.50 92.54 85.57 79.60 
PE34582-18 18" 101.00 93.93 86 . 86 80.80 
PE34582-24 24" 102.50 95.33 88.15 82.00 
PE34582-36 36" 105.50 98.12 90.73 84.40 
PE34582-48 48" 108.50 100.91 93.31 86.80 
PE34582-60 60" 111.50 103.70 95.89 89.20 
PE34582-XX Any Price Upon Request 
50 OHM, ee riage 

Model No. Length 1-24 25-49 100 + 
PE34584-6 6" $101.00 $93.93 cores $80.80 
PE34584-12 12” 102.50 95.33 88.15 82.00 
PE34584-18 18" 104.00 96.72 89.44 83.20 
PE34584-24 24" 105.50 98.12 90.73 84.40 
PE34584-36 36" 108.50 100.91 93.31 86.80 
PE34584-48 48” 111.50 103.70 95.89 89.20 
PE34584-60 60" 114.50 106.49 98.47 91.60 
PE34584-XX Any Price Upon Request 


USE MOUNTING HOLE B02 ON PAGE 196 
rears aii al ae ndies tayo 50 OHM, 405/085" BARE COPPER) 
Model No. Length 25-49 50-99 100 + Model No. Length 1-24 100 + 
PE34586-6 ie oa ~ $97.65 $90.30 $84.00 PE34590-6 6" $107.00 fap = t- $85.60 
PE34586-12 12" 106.50 99.05 91.59 85.20 PE34590-12 12" 108.50 100.91 93.31 86.80 
PE34586-18 18" 108.00 100.44 92.88 86.40 PE34590-18 18" 110.00 102.30 94.60 88.00 
PE34586-24 24" 109.50 101.84 94.17 87.60 PE34590-24 24" 111.50 103.70 95.89 89.20 
PE34586 -36 36" 112.50 104.63 96.75 90.00 PE34590-36 36" 114.50 106.49 98.47 91.60 
PE34586-48 48" 115.50 107.42 $9.33 92.40 PE34590-48 48" 117.50 109.28 101.05 94.00 
PE34586-60 60" 118.50 110.21 101.91 94.80 PE34590-60 60" 120.50 112.07 103.63 96.40 
PE34586-XX Any Price Upon Request PE34590-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 50 OHM, PE-SR405AL (.085” TINNED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34588-6 6" $108.00 $100.44 $92.88 $86.40 PE34592-6 6" $110.00 $102.30 $94.60 $88.00 
PE34588-12 123 109.50 101.84 94.17 87.60 PE34592-12 a7 111.50 103.70 95.89 89.20 
PE34588-18 18" 111.00 103.23 95.46 88.80 PE34592-18 18" 113.00 105.09 97.18 90.40 
PE34588-24 24" 112.50 104.63 96.75 90.00 PE34592-24 24" 114.50 106.49 98.47 91.60 
PE34588-36 36" 115.50 107.42 99.33 92.40 PE34592-36 36" 117.50 109.28 101.05 94.00 
PE34588-48 48" 118.50 110.21 101.91 94.80 PE34592-48 48" 120.50 112.07 103.63 96.40 
PE34588-60 60" 121.50 113.00 104.49 97.20 PE34592-60 60" 123.50 114.86 106.21 98.80 
PE34588-XX Any Price Upon Request PE34592-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


| SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
2.9mm MALE TO 2.9mm MALE 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 
PE34729-6 6" $48.00 $44.64 $41.28 
PE34729-12 12" 49.50 46.04 42.57 
PE34729-18 18" 51.00 47.43 43.86 
PE34729-24 24" 52.50 48.83 45.15 
PE34729-36 36" 55.50 51.62 47.73 
PE34729-48 48" 58.50 54.41 50.31 
PE34729-60 60" 61.50 57.20 52.89 
PE34729-XX Any Price Upon Request 


50 OHM, PE-SR402AL (.141” TINNED ALUMINURA} 


Model No. 


PE34731-6 

PE34731-12 
PE34731-18 
PE34731-24 
PE34731-36 
PE34731-48 
PE34731-60 
PE34731-XX 


50 OHM, PE-SR402FL (.141” RE-SHAPABLE) 
Length 


Model No. 


PE34733-6 

PE34733-12 
PE34733-18 
PE34733-24 
PE34733-36 
PE34733-48 
PE34733-60 
PE34733-XX 


Length 


6" 
12" 


6" 


1-24 


1-24 
$50.00 
0 


25-49 


Price Upon Request 


25-49 = 50-99 
$46.50 $43.00 
47.90 44.29 
49.29 45.58 
50.69 46.87 
53.48 49.45 
56227-55203 
59.06 54.61 


Price Upon Request 


50 OHM, RG405/U (.085” BARE COPPER) 


Model No. Length 1-24 25-49 50-99 100 + 
PE34735-6 6" $50.00 $46.50 $43.00 $40.00 
PE34735-12 125 51.50 47.90 44.29 41.20 
PE34735-18 18” 53.00 49.29 45.58 42.40 
PE34735-24 24" 54.50 50.69 46.87 43.60 
PE34735-36 36” 57.50 53.48 49.45 46.00 
PE34735-48 48" 60.50 56.27 52.03 48.40 
PE34735-60 60" 63.50 59.06 54.61 50.80 
PE34735-XX Any Price Upon Request 

50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34737-6 6" $52.00 $48.36 $44.72 $41.60 
PE34737-12 12" 53.50 49.76 46.01 42.80 
PE34737-18 18" 55.00 51.15 47.30 44.00 
PE34737-24 24" 56.50 52.55 48.59 45.20 
PE34737-36 36" 59.50 55.34 51.17 47.60 
PE34737-48 48" 62.50 58.13 53.75 50.00 
PE34737-60 60" 65.50 60.92 56.33 52.40 
PE34737-XX Any Price Upon Request 

50 OHM, PE-118SR (.118” BARE COPPER) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34739-6 6" $60.00 $55.80 $51.60 $48.00 
PE34739-12 a2" 65.00 60.45 55.90 52.00 
PE34739-18 18" 70.00 65.10 60.20 56.00 
PE34739-24 24" 75.00 69.75 64.50 60.60 
PE34739-36 36" 85.00 79.05 73.10 68.00 
PE34739-48 48" 95.00 88.35 81.70 76.00 
PE34739-60 60" 105.00 97.65 90.30 84.00 
PE34739-XX Any Price Upon Request 


SEMI-RIGID & RE-SHAPABLE CABLE ASSEMBLIES 
2.9mm MALE T0 2.9mm FEMALE BULKHEAD 


USE MOUNTING HOLE B02 ON PAGE 196 


50 OHM, RG402/U (.141” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34741-6 6" $60.00 $55.80 $51.60 $48.00 
PE34741-12 i2 61.50 57.20 52.89 49.20 
PE34741-18 18" 63.00 58.59 54.18 50.40 
PE34741-24 24" 64.50 59.99 55.47 51.60 
PE34741-36 36" 67.50 62.78 58.05 54.00 
PE34741-48 48" 70.50 65.57 60.63 56.40 
PE34741-60 60" 73.50 68.36 63.21 58.80 
PE34741-XX Any Price Upon Request 
50 OHM, PE-SR402AL (.141” TINNED ALUMINUM) 

Model No. Length 1-24 25-49 50-99 100 + 
PE34743-6 6" $62.00 $57.66 $53.32 $49.60 
PE34743-12 12" 63.50 59.06 54.61 50.80 
PE34743-18 18" 65.00 60.45 55.90 52.00 
PE34743-24 24" 66.50 61.85 57.19 53.20 
PE34743-36 36" 69.50 64.64 59.77 55.60 
PE34743-48 48" 72.50 67.43 62.35 58.00 
PE34743-60 60" 75.50 70.22 64.93 60.40 
PE34743-XX Any Price Upon Request 

50 OHM, PE-SR402FL (.141” RE-SHAPABLE} 
Model No. Length 1-24 25-49 50-99 100 + 
PE34745-6 6" $62.00 $57.66 $53.32 $49.60 
PE34745-12 12" 63.50 59.06 54.61 50.80 
PE34745-18 18" 65.00 60.45 55.90 52.00 
PE34745-24 24" 66.50 61.85 57.19 53.20 
PE34745-36 36" 69.50 64.64 59.77 55.60 
PE34745-48 48” 72.50 67.43 62.35 58.00 
PE34745-60 60" 75.50 70.22 64.93 60.40 
PE34745-XX Any Price Upon Request 


50 OHM, RG405/U (.085” BARE COPPER) 
Model __No. Length 1-24 25-49 50-99 100 + 
PE34747-6 6" $62.00 $57.66 $53.32 $49.60 
PE34747-12 12" 63.50 59.06 54.61 50.80 
PE34747-18 18" 65.00 60.45 55.90 52.00 
PE34747-24 24" 66.50 61.85 57.19 53.20 
PE34747 -36 36" 69.50 64.64 59.77 55.60 
PE34747-48 48" 72.50 67.43 62.35 58.00 
PE34747-60 60" 75.50 70.22 64.93 60.40 
PE34747-XX Any Price Upon Request 
50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34749-6 6" $64.00 $59.52 $55.04 $51.20 
PE34749-12 12" 65.50 60.92 56.33 52.40 
PE34749-18 18" 67.00 62.31 57.62 53.60 
PE34749-24 24" 68.50 63.71 58.91 54.80 
PE34749-36 36" 71.50 66.50 61.49 57.20 
PE34749-48 48” 74.50 69.29 64.07 59.60 
PE34749-60 60" 77.50 72.08 66.65 62.00 
PE34749-XX Any Price Upon Request 
50 OHM, PE-118SR (.118” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE34751-6 6" $72.00 $66.96 $61.92 $57.60 
PE34751-12 i 77.00 71.61 66.22 61.60 
PE34751-18 18" 82.00 76.26 70.52 65.60 
PE34751-24 24" 87.00 80.91 74.82 69.60 
PE34751-36 36" 97.00 90.21 83.42 77.60 
PE34751-48 48” 107.00 99.51 92.02 85.60 
PE34751-60 60" 117.00 108.81 100.62 93.60 
PE34751-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


93 2.4mm MALE TO 2.4mm MALE 


er 


50 OHM, RG405/U (.085” BARE COPPER) 

Model _No. Length 1-24 8 =625-89 550-99 100 + 
PE35639-6 6" $56.00 $52.08 $48.16 $44.80 
PE35639-12 12" 57.50 53.48 49.45 46.00 
PE35639-18 18" 59.00 54.87 50.74 47.20 
PE35639-24 24" 60.50 56.27 52.03 48.40 
PE35639-36 36" 63.50 59.06 54.61 50.80 
PE35639-48 438” 66.50 61.85 57.19 53.20 
PE35639-60 60” 69.50 64.64 59.77 55.60 
PE35639-XX Any Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model _No. . Length 1-24 25-49 50-99 100 + 


PE35672-6 6" $58.00 $53.94 $49.88 $46.40 
PE35672-12 12". 59.50 55.34 51.17 47.60 
PE35672-18 18" 61.00 56.73 52.46 48.80 
PE35672-24 24" 62.50 58.13 53.75 50.00 
PE35672-36 36" 65.50 60.92 56.33 52.40 
PE35672-48 48" 68.50 63.71 58.91 54.80 
PE35672-60 60" 71.50 66.50 61.49 57.20 
PE35672-XX Any Price Upon Request 
PE-SR405FL (.085” RE-SHAPABLE) 
Model No. Length 1-24. 25-49 50-99 100 + 
PE35652-6 6? $58.00 $53.94 $49.88 $46.40 
PE35652-12 12" 59.50 55.34 51.17 47.60 
PE35652-18 18" 61.00 56.73 52.46 48.80 
PE35652-24 24" 62.50 58.13 53.75 50.00 
PE35652-36 36" 65.50 60.92 56.33 52.40 
PE35652-48 48" 68.50 63.71 58.91 54.80 
PE35652-60 60" 71.50 66.50 61.49 57.20 
PE35652-XX Any Price Upon Request 


2.4mm MALE TO 2.9mm MALE 


— 5 


50 OHM, RG405/U (.085” BARE COPPER) 

Model No. Length 1-24 25-49 50-99 100 + 
PE35660-6 6" $53.00 $49.29 $45.58 $42.40 
PE35660-12 12" 54.50 50.69 46.87 43.60 
PE35660-18 18" 56.00 52.08 48.16 44.80 
PE35660-24 24" 57.50 53.48 49.45 46.00 
PE35660-36 36" 60.50 56.27 52.03 48.40 
PE35660-48 48" 63.50 59.06 54.61 50.80 
PE35660-60 60" 66.50 61.85 57.19 53.20 
PE35660-XX Any Price Upon Request 


50 OHM, PE-SR405AL (.085” TINNED ALUMINUM) 
Model _No. Length 1-24 25-49 50-99 100+ 


PE35662-6 6" $55.00 $51.15 $47.30 $44.00 
PE35662-12 12" 56.50 52.55 48.59 45.20 
PE35662-18 18" 58.00 53.94 49.88 46.40 
PE35662-24 24” 59.50 55.34 51.17 47.60 
PE35662-36 36" 62.50 58.13 53.75 50.00 
PE35662-48 48" 65.50 60.92 56.33 52.40 
PE35662-60 60" 68.50 63.71 58.91 54.80 
PE35662-XX Any Price Upon Request 
50 OHM, PE-SR405FL (.085” 

Model No. Length 1-24 25-49 50-9 100 + 
PE35664-6 6" $55.00 $51.15 $47.30 $44.00 
PE35664-12 12” 56.50 52.55 48.59 45.20 
PE35664-18 18" 58.00 53.94 49.88 46.40 
PE35664-24 24" 59.50 55.34 51.17 47.60 
PE35664-36 36" 62.50 58.13 53.75 50.00 
PE35664-48 48" 65.50 60.92 56.33 52.40 
PE35664-60 60" 68.50 63.71 58.91 54.80 
PE35664-XX Any Price Upon Request 


2.4mm MALE TO 2.4mm FEMALE 


—_ | i) 


50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE35654-6 6" $60.00 $55.80 $51.60 $48.00 
PE35654-12 12" 61.50 57.20 52.89 49.20 
PE35654-18 18" 63.00 58.59 54.18 50.40 
PE35654-24 24" 64.50 59.99 55.47 51.60 
PE35654-36 36" 67.50 62.78 58.05 54.00 
PE35654-48 48" 70.50 65.57 60.63 56.40 
PE35654-60 -60" 73.50 68.36 63.21 58.80 
PE35654-XX Any Price Upon Request 
ee ee eee 
Model_ No. = Length 25-49 = 50-99 0 100 + 
PE35656-6 6” eas $57.66 $53.32 $49.60 
PE35656-12 12" 63.50 59.06 54.61 50.80 
PE35656-18 18” 65.00 60.45 55.90 52.00 
PE35656-24 24" 66.50 61.85 57.19 . 53.20 
PE35656-36 36" 69.50 64.64 59.77 55.60 
PE35656-48 48" 72.50 67.43 62.35 58.00 
PE35656-60 60" 75.50 70.22 64.93 60.40 
PE35656-XX Any Price Upon Request 
Se Oe Fe ee ae 
Model __No. Length 25-49 50-99 100 + 
PE35658-6 6" fg $57.66 $53.32 $49.60 
PE35658-12 12* 63.50 59.06 54.61 50.80 
PE35658-18 18" 65.00 60.45 55.90 52.00 
PE35658-24 24" 66.50 61.85 57.19 53.20 
PE35658-36 36” 69.50 64.64 59.77 55.60 
PE35658-48 48” 72.50 67.43 62.35 58.00 
PE35658-60 60" 75.50 70.22 64.93 60.40 
PE35658-XX Any Price Upon Request 
50 OHM, RG405/U (.085” BARE COPPER) 
Model No. Length 1-24 25-49 50-99 100 + 
PE35666-6 6" $50.00 $46.50 $43.00 $40.00 
PE35666-12 12" 51.50 47.90 44.29 41.20 
PE35666-18 18" 53.00 49.29 45.58 42.40 
PE35666-24 24" 54.50 50.69 46.87 43.60 
PE35666-36 36" 57.50 53.48 49.45 46.00 
PE35666-48 48" 60.50 56.27 52.03 48.40 
PE35666-60 60” 63.50 59.06 54.61 50.80 
PE35666-XX Any Price Upon Request 
50 Ol, PE-SRAOSAL (.085" THINED 
Length 1-24 25-49 50-99 100 + 
PE35668- : 6" $52.00 $48.36 $44.72 $41.60 
PE35668-12 12" 53.50 49.76 46.01 42.80 
PE35668-18 18" 55.00 51.15 47.30 44.00 
PE35668-24 24" 56.50 $2.55 48.59 45.20 
PE35668-36 36" 59.50 55.34 51.17 47.60 
PE35668-48 48" 62.50 58.13 53.75 50.00 
PE35668-60 60" 65.50 60.92 56.33 52.40 
PE35668-XX Any Price Upon Request 
50 OHM, PE-SR405FL (.085” RE-SHAPABLE) 
Model_No. Length 1-24 25-49 «50-99 100 + 
PE35670-6 6" $52.00 $48.36 $44.72 $41.60 
PE35670-12 12” 53.50 49.76 46.01 42.80 
PE35670-18 18" 55.00 51.15 47.30 44.00 
PE35670-24 24" 56.50 52.55 48.59 45.20 
PE35670-36 36” 59.50 55.34 51.17 47.60 
PE35670-48 48" 62.50 58.13 53.75 50.00 
PE35670-60 60” 65.50 60.92 56.33 52.40 
PE35670-XX Any Price Upon Request 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


: 
| 


BNC MALE TO UHF MALE 


52 OHM, RG8A/U COAX 
Model No. Length 1-24 25-49 50-99 
PE34581-12 12" $22.00 $20.46 $18.92 
PE34581-24 24" 22.84 21.24 19.64 
PE34581-36 36" 23.68 22.02 20.36 
PE34581-48 48" 24.52 22.80 21.09 
PE34581-60 60" 25.36 23.58 21.81 
PE34581-72 Yr A 26.20 24.37 22.53 
PE34581-XX Any Price Upon Request 
53.5 OHM, RG55B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 
PE34591-12 12" $17.60 $16.37 $15.14 
PE34591-24 24" 18.20 16.93 15.65 
PE34591-36 36" 18.80 17.48 16.17 
PE34591-48 48" 19.40 18.04 16.68 
PE34591-60 60" 20.00 18.60 17.20 
PE34591-72 Sf tee 20.60 19.16 17.72 
PE34591-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3057-12 12” $16.50 $15.35 $14.19 
PE3057-24 24" 16.84 15.66 14.48 
PE3057-36 36" 17.18 15.98 14.77 
PE3057-48 48" 17.52 16.29 15.07 
PE3057-60 60" 17.86 16.61 15.36 
PE3057-72 Ti 4 18.20 16.93 15.65 
PE3057-XX Any Price Upon Request 
75 OHM, RG5S9B/U COAX 
Model No. Length 1-24 25-49 50-99 
PE3543-12 12" $17.60 $16.37 $15.14 
PE3543-24 24" 17.94 16.68 15.43 
PE3543-36 36" 18.28 17.00 15.72 
PE3543-48 48" 18.62 17.32 16.01 
PE3543-60 60" 18.96 17.63 16.31 
PE3543-72 vf al 19.30 17.95 16.60 
PE3543-XX Any Price Upon Request 
93 OHM, RG62A/U COAX 
_ Model No. Length 1-24 25-49 50-99 
~ —- PE34587-12 12" $18.70 $17.39 $16.08 
PE34587-24 24" 19.04 17.7 16.37 
PE34587 -36 36" 19.38 18.02 16.67 
PE34587-48 48" 19.72 18.34 16.96 
PE34587-60 60" 20.06 18.66 17.25 
PE34587-72 vf Ae 20.40 18.97 17.54 
PE34587-XX Any Price Upon Request 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. 
PE3898-12 
PE3898-24 
PE3898-36 
PE3898-48 
PE3898-60 
PE3898-72 
PE3898-XX 


Model __No. 
PE34583-12 
PE34583-24 
PE34583-36 
PE34583-48 
PE34583-60 
PE34583-72 
PE34583-XX 


Length 1-24 25-49 = 50-99 
12% $24.20 $22.51 $20.81 
24" 26.40 24.55 22.70 
36" 28.60 26.60 24.60 
48" 30.80 28.64 26.49 
60" 33.00 30.69 28.38 
gen 35.20 32.74 30.27 
Any Price Upon Request 
50 OHM, RG213/U COAX. 

Length 1-24 25-49 50-99 
Iz $22.00 $20.46 $18.92 
24" 22.84 21.24 19.6 
36" 23.68 22.02 20.36 
48" 24.52 22.80 21.09 
60" 25.36 23.58 21.81 
re Ns 26.20 24.37 22.53 
Any Price Upon Request 


PASTERNACK ENTERPRISES 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


50 OHM, RG214/U COAX, DOUBLE SHIELDED 


Model No. 


PE33438-12 
PE33438-24 
PE33438-36 
PE33438-48 
PE33438-60 
PE33438-72 
PE33438-XX 


Model No. 


PE3803-12 
PE3803-24 
PE3803-36 
PE3803-48 
PE3803-60 
PE3803-72 
PE3803-XX 


Model No. 


PE34589-12 
PE34589-24 
PE34589-36 
PE34589-48 
PE34589-60 
PE34589-72 
PE34589-XX 


Model __No. 


PE34585-12 
PE34585-24 
PE34585-36 
PE34585-48 
PE34585-60 
PE34585-72 
PE34585-XX 


Model No. 
PE3231-12 
PE3231-24 
PE3231-36 
PE3231-48 
PE3231-60 
PE3231-72 
PE3231-XX 


Model __No. 
PE34577-12 
PE34577-24 
PE34577-36 
PE34577-48 
PE34577-60 
PE34577-72 
PE34577-XX 


Model No. 


PE34579-12 
PE34579-24 
PE34579-36 
PE34579-48 
PE34579-60 
PE34579-72 


Length 1-24 25-49 50-99 100 + 
12% $24.20 $22.51 $20.81 $19.36 
24" 27.20 25.30 23.39 21.76 
36" 30.20 28.09 25.97 24.16 
48" 33.20 30.88 28.55 26.56 
60" 36.20 33.67 31.13 28.96 
72" 39.20 36.46 33.71 31.36 
Any Price Upon Request 

50 OHM, RG223/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
127 $18.70 $17.39 $16.08 $14.96 
24" 19.80 18.41 17.03 15.84 
36" 20.90 19.44 17.97 16.72 
48” 22.00 20.46 18.92 17.60 
60" 23.10 21.48 19.87 18.48 
420 24.20 22.51 20.81 19.36 
Any Price Upon Request 

50 OHM, RG225/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
Be! $33.00 $30.69 $28.38 $26.40 
24" 53.00 49.29 45.58 42.40 
36" 73.00 67.89 62.78 58.40 
48” 93.00 86.49 79.98 74.40 
60" 113.00 105.09 97.18 90.40 
Y bie 133.00 123.69 114.38 106.40 
Any Price Upon Request 

50 OHM, RG393/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
12" $27.50 $25.58 $23.65 $22.00 
24" 34.50 32.09 29.67 27.60 
36" 41.50 38.60 35.69 33.20 
48" 48.50 45.11 41.71 38.80 
60" 55.50 51.62 47.73 44.40 
ti 62.50 58.13 53.75 50.00 
Any Price Upon Request 

50 OHM, RG400/U COAX, DOUBLE SHIELDED 

Length 1-24 25-49 50-99 100 + 
125 $24.20 $22.51 $20.81 $19.36 
24" 26.40 24.55 22.70 21.12 
36" 28.60 26.60 24.60 22.88 
48" 30.80 28.64 26.49 24.64 
60" 33.00 30.69 28.38 26.40 
72" 35.20 32.74 30.27 28.16 
Any Price Upon Request 

50 OHM, PE-B3199, VERY LOW LOSS CABLE 

Length 1-24 25-49 50-99 100 + 
12° $22.00 $20.46 $18.92 $17.60 
24" 22.80 21.20 19.61 18.24 
36" 23.60 21.95 20.30 18.88 
48" 24.40 22.69 20.98 19.52 
60” 25.20 23.44 21.67 20.16 
W £ Ae 26.00 24.18 22.36 20.80 
Any Price Upon Request 

50 OHM, PE-B4199, LOW LOSS COAX 

Length 1-24 25-49 50-99 100 + 
125 $22.00 $20.46 $18.92 $17.60 
24" 22.80 21.20 19.61 18.24 
36" 23.60 21.95 20.30 18.88 
48” 24.40 22.69 20.98 19.52 
60" 25.20 23.44 21.67 20.16 
72" 26.00 24.18 22.36 20.80 
Any Price Upon Request 


PE34579-XX 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


SC MALE TO SC MALE 


52 OHM, RG8A/U COAX 50 OHM, RG214/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE34443-12 12" $85.00 $79.05 $73.10 $68.00 PE3409-12 Lite $85.00 $79.05 $73.10 $68.00 
PE34443-24 24" 85.84 To. 73.82 68.67 PE3409-24 24" 88.00 81.84 75.68 70.40 
PE34443-36 36" 86.68 80.61 74.54 69.34 PE3409-36 36” 91.00 84.63 78.26 72.80 
PE34443-48 48" 87.52 81.39 75.27 70.02 PE3409-48 48" 94.00 87.42 80.84 75.20 
PE34443-60 60" 88.36 82.17 75.99 70.69 PE3409-60 60" 97.00- 90.21 83.42 77.60 
PE34443-72 72" 89.20 82.96 76.71 71.36 PE3409-72 ie” 100.00 93.00 86.00 80.00 
PE34443-XX Any Price Upon Request PE3409-XX Any Price Upon Request 
50 OHM, RGS8C/U COAX - 50 OHM, RG217/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3104-12 12" $80.00 $74.40 $68.80 $64.00 PE34445-12 12" $120.00 $111.60 $103.20 $96.00 
PE3104-24 24" 80.34 74.72 69.09 64.27 PE34445-24 24" 122.00 113.46 104.92 97.60 
PE3104-36 36" 80.68 75.03 69.38 64.54 PE34445-36 36" 124.00 115.32 106.64 99.20 
PE3104-48 7 81.02 75.35 69.68 64.82 PE34445-48 48" 126.00 117.18 108.36 100.80 
PE3104-60 60" 81.36 75.66 69.97 65.09 PE34445-60 60" 128.00 119.04 110.08 102.40 
PE3104-72 12° 81.70 75.98 70.26 65.36 PE34445-72 72" 130.00 120.90 111.80 104.00 
PE3104-XX Any Price Upon Request PE34445-XX Any Price Upon Request 
75 OHM, RG59B/U COAX 50 OHM, RG218/U COAX 
Model_No. Length 1-24 25-49 = 50-99 100 + Model _No. Length 1-24 =625-49 50-99 100 + 
PE34441-12 12° $85.00 $79.05 $73.10 $68.00 PE34451-12 12" $190.00 $176.70 $163.40 $152.00 
PE34441-24 24 85.34 79.37 73.39 68.27 PE34451-24 24" 195.00 181.35 167.70 156. 4 
PE34441-36 36" 85.68 79.68 73.68 68.54 PE34451-36 36" 200.00 186.00 172.00 160.00 
PE34441-48 438" 86.02 80.00 73.98 68.82 PE34451-48 48” 205.00 190.65 176.30 164.00 
PE34441-60 60" 86 . 36 80.31 74.27 69.09 PE34451-60 60" 210.00 195.30 180.60 168.00 
PE34441-72 72" 86.70 80.63 74.56 69.36 PE34451-72 ry 215.00 199.95 184.90 172.00 
PE34441-XX- Any Price Upon Request PE34451-XX Any Price Upon Request 
93 OHM, RG62A/U COAX E 50 RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34449-12 12° $85.00 $79.05 $73.10 $68.00 PE3348-12 12" $80.00 $74.40 $68.80 $64.00 
PE34449-24 24" 85.34 79.37 73.39 68.27 PE3348-24 24" 81.10 75.42 69.75 64.88 
PE34449-36 36" 85.68 79.68 73.68 68.54 PE3348-36 36" 82.20 76.45 70.69 65.76 
PE34449-48 48" 86.02 80.00 73.98 68.82 PE3348-48 48” 83.30 77.47 71.64 66.64 
PE34449-60 60" 86.36 80.31 74.27 69.09 PE3348-60 60" 84.40 78.49 72.58 67.52 
PE34449-72 72” 86.70 80.63 74.56 69.36 PE3348-72 72" 85.50 79.52 73.53 68.40 
PE34449-XX Any Price Upon Request PE3348-XX Any Price Upon Request 
50 OHM, RG141A/U COAX 50 OHM, RG225/U COAX, DOUBLE SHIELDED 
Model _ No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34439-12 12° $82.00 $76.26 $70.52 $65.60 PE34447-12 BF ie) $97.00 $90.21 $83.42 $77.60 
PE34439-24 24 85.00 79.05 73.10 68.00 PE34447-24 24" 117.00 108.81 100.62 93.60 
PE34439-36 36" 88.00 81.84 75.68 70.40 PE34447-36 36" 137.00 127.41 117.82 109.60 
PE34439-48 48" 91.00 84.63 78.26 72.80 PE34447-48 48” 157.00 146.01 135.02 125.60 
PE34439-60 60" 94.00 87.42 80.84 75.20 PE34447-60 60" 177.00 164.61 152.22 141.60 
PE34439-72 72" 97.00 90.21 83.42 77.60 PE34447-72 Vy 197.00 183.21 169.42 157.60 
PE34439-XX Any Price Upon Request PE34447-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG393/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 5-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE3334-12 12" $80.00 $74.40 $68.80 $64.00 PE3416-12 42°. $85.00 $79.05 $73.10 $68.00 
PE3334-24 24" 82.20 76.45 70.69 65.76 PE3416-24 24" 92.00 85.56 79.12 73.60 
PE3334-36 36" 84.40 78.49 72.58 67.52 PE3416-36 36" 99.00 92.07 85.14 79.20 
PE3334-48 48" 86.60 80.54 74.48 69.28 PE3416-48 48” 106.00 98.58 91.16 84.80 
PE3334-60 60" 88.80 82.58 76.37 71.04 PE3416-60 60” 113.00 105.09 97.18 $0.40 
PE3334-72 72° 91.00 84.63 78.26 72.80 PE3416-72 Yi 120.00 111.60 103.20 96.00 
PE3334-XX Any Price Upon Request PE3416-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, RG400/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 = 550-99 100 + Model_No. Length 1-24 8625-49 «= $099 = «400 + 
PE3395-12 12" $85.00 $79.05 $73.10 $68.00 PE34453-12 12" $80.00 $74.40 $68.80 $64.00 
PE3395-24 24" 85. 79. 73.82 68.67 PE34453-24 24" 82.20 76.45 70.69 65.76 
PE3395-36 36” 86.68 80.61 74.54 69.34 PE34453-36 36" 84.40 78.49 72.58 67.52 
PE3395-48 48" 87.52 81.39 75.27 70.02 PE34453-48 438" 86.60 80.54 74.48 69.28 
PE3395-60 60" 88.36 82.17 75.99 70.69 PE34453-60 60" 88.80 82.58 76.37 71.04 
PE3395-72 72" 89.20 82.96 76.71 71.36 PE34453-72 ay 91.00 84.63 78.26 72.80 
PE3395-XX Any Price Upon Request PE34453-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


MMCX PLUG TO MMCX PLUG 


Model __No. 


PE34879-12 
PE34879-24 
PE34879-36 
PE34879-48 
PE34879-60 
PE34879-72 
PE34879-XX 


Model No. 


PE34598-12 
PE34598-24 
PE34598-36 
PE34598-48 
PE34598-60 
PE34598-72 
PE34598-XX 


Model No. 
PE34885-12 
PE34885-24 
PE34885 -36 
PE34885-48 
PE34885-60 
PE34885-72 
PE34885-XX 


Model No. 
PE34891-12 
PE34891-24 
PE34891-36 
PE34891-48 
PE34891-60 
PE34891-72 
PE34891-XX 


Model No. 


PE34240-12 
PE34240-24 


PE34240-72 
PE34240-XX 


Model__No. 
PE34069-12 
PE34069-24 
PE34069-36~ 
PE34069-48 
PE34069-60 
PE34069-72 
PE34069-XX 


Model No. 
PE34374-12 
PE34374-24 
PE34374-36 
PE34374-48 
PE34374-60 
PE34374-72 
PE34374-XX 


50 OHM, RG174A/U COAX 

Length 1-24 = =—25-49 50-99 
12" $22.00 $20.46 $18.92 
24" 22.22 20.6 19.11 
36" 22.44 20.87 19.30 
48" 22.66 21.07 19.49 
60" 22.88 21.28 19.68 
ya 23.10 21.48 19.87 
Any Price Upon Request 
50 OHM, RG178B/U COAX 

Length 1-24 25-49 50-99 
de $23.00 $21.39 $19.78 
24" 23.80 22.13 20.47 
36" 24.60 22.88 21.16 
48" 25.40 23.62 21.84 
60" 26.20 24.37 22.53 
hs 27.00 25.11 23.22 
Any Price Upon Request 
50 OHM, RG188A/U COAX 

Length 1-24 25-49 50-99 
12” $22.00 $20.46 $18.92 
24" 22.80 21.20 19.61 
36" 23.60 21.95 20.30 
48" 24.40 22.69 20.98 
60" 25.20 23.44 21.67 
Ck es 26.00 24.18 22.36 
Any Price Upon Request 
50 OHM, RG196A/U COAX 

Length 1-24 = =25-49 50-99 
12" $23.00 $21.39 $19.78 
24" 23.80 22.13 20.47 
36" 24.60 22.88 21.16 
48" 25.40 23.62 21.84 
60" 26.20 24.37 22.53 
1 do 27.00 25.11 23.22 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
a2? $22.00 $20.46 $18.92 
24" 22.80 21.20 19.61 
36” 23.60 21.95 20.30 
48" 24.40 22.69 20.98 
60" 25.20 23.44 21.67 
72" 26.00 24.18 22.36 
Any Price Upon Request 


has alent tea 
Length 1-24 
12" $28.00 eu 
24" 28.22 26.24 
36" 28.44 26.45 
48" 28.66 26.65 
60" 28.88 26.86 
ya" 29.10 27.06 
Any 
50 OHM, RG178B/U COAX 
Length 1-24 “25-49 
WE de $29.00 $26.97 
24" 29.80 erert 
36" 30.60 28.46 
48" 31.40 29.20 
60" 32.20 29.95 
qe" 33.00 30.69 
Any 


Price Upon Request 


Price Upon Request 


MMCX PLUG TO MMCX PLUG 96 
RIGHT ANGLE 


Model No. 


PE34881-12 
PE34881-24 
PE34881-36 
PE34881-48 
PE34881-60 
PE34881-72 
PE34881-XX 


Model No. 


PE34883-12 
PE34883-24 
PE34883-36 
PE34883-48 
PE34883-60 
PE34883-72 
PE34883-XX 


Model No. 


PE34889-12 
PE34889-24 
PE34889-36 
PE34889-48 
PE34889-60 
PE34889-72 
PE34889-XX 


Model No. 


PE34893-12 
PE34893-24 
PE34893-36 
PE34893-48 
PE34893-60 
PE34893-72 
PE34893-XX 


Model __No. 


PE34895-12 
PE34895-24 
PE34895-36 
PE34895-48 
PE34895-60 
PE34895-72 
PE34895-XX 


Model No. 


PE34887-12 
PE34887-24 
PE34887 -36 
PE34887-48 
PE34887-60 
PE34887 -72 
PE34887 -XX 


Model No. 


PE34122-12 
PE34122-24 
PE34122-36 
PE34122-48 
PE34122-60 
PE34122-72 
PE34122-xX 


50 OHM, RG174A/U COAX 

Length 1-24 25-49 50-99 
12" $28.00 $26.04 $24.08 
24" 28.22 26.24 24.27 
36" 28.44 26.45 24.46 
48” 28.66 26.65 24.65 
60" 28.88 26.86 24.84 
72" 29.10 27.06 25.03 
Any Price Upon Request 
50 OHM, RG178B/U COAX 

Length 1-24 25-49 50-9 
a2 $29.00 $26.97 $24.94 
24" 29.80 27.71 25.63 
36" 30.60 28.46 26.32 
48" 31.40 29.20 27.00 
60" 32.20 29.95 27.69 
W2" 33.00 30.69 28.38 
Any Price Upon Request 
50 OHM, RG188A/U COAX 

Length 1-24 25-49 50-99 
aZe $28.00 $26.04 $24.08 
24" 28.80 26.78 24.77 
36" 29.60 27.53 25.46 
48" 30.40 28.27 26.14 
60" 31.20 29.02 26.83 
72" 32.00 29.76 27.52 
Any Price Upon Request 
50 CHM, RG196A/U COAX 

Length 1-24 25-49 50-99 
129 $29.00 $26.97 $24.94 
24" 29.80 27.71 25.63 
36" 30.60 28.46 26.32 
48” 31.40 29.20 27.00 
60" 32.20 29.95 27.69 
qa” 33.00 30.69 28.38 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12" $28.00 $26.04 $24.08 
24” 28.80 26.78 24.77 
36" 29.60 27.53 25.46 
48" 30.40 28.27 26.14 
60" 31.20 29.02 26.83 
i aa 32.00 29.76 26.52 
Any Price Upon Request 


50 OHM, RG188A/U COAX 

Length 1-24 25-49 50-99 
12" $28.00 $26.04 $24.08 
24" 28.80 26.78 24.77 
36” 29.60 27.53 25.46 
48" 30.40 28.27 26.14 
60" 31.20 29.02 26.83 
72" 32.00 29.76 27.52 
Any Price Upon Request 
50 OHM, RG316/U COAX 

Length 1-24 25-49 50-99 
12” $28.00 $26.04 $24.08 
24" 28.80 26.78 24.77 
36" 29.60 27.53 25.46 
48" 30.40 28.27 26.14 
60” 31.20 29.02 26.83 
72% 32.00 29.76 27.52 
Any Price Upon Request 


100 + 
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REVERSE POLARITY SMA MALE 
TO STANDARD BNC MALE 


REVERSE POLARITY SMA MALE 
TO STANDARD N MALE 


50 OHM, RE58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Mode} No. Length 1-24 25-49 50-99 100 + 
PE35207-12 12" $25.00 $23.25 $21.50 $20.00 PE34727-12 ag” $29.00 $26.97 $24.94 $23.20 
PE35207-24 24" 25.34 23.57 21.79 20.27 PE34727-24 24" 29.34 27.29 25.23 23.47 
PE35207-36 36” 25.68 23.88 22.08 20.54 PE34727-36 36" 29.68 27.60 25.52 23.74 
PE35207-48 48" 26.02 24.20 22.38 20.82 PE34727-48 48" 30.02 27.92 25.82 24.02 
PE35207-60 60" 26.36 24.51 22.67 21.09 PE34727-60 60" 30.36 28.23 26.11 24.29 
PE35207-72 ie” 26.70 24.83 22.96 21.36 PE34727-72 72" 30.70 28.55 26.40 24.56 
PE35207-XX Any Price Upon Request PE34727-XXx Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 56 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Mode! Ko. Length 1-24 25-49 50-99 100 + 
PE35209-12 bes $29.00 $26.97 $24.94 $23.20 PE34363-12 12% $29.00 $26.97 $24.94 $23.20 
PE35209-24 24" 31.20 29.02 26. 24.96 PE34361-24 24" 31.20 29.02 26.83 24.96 
PE35209-36 36" 33.40 31.06 28.72 26.72 PE34361-36 36” 33.40 31.06 28.72 26.72 
PE35209-48 48" 35.60 33.11 30.62 28.48 PE34361-48 48” 35.60 33.11 30.62 28.48 
PE35209-60 60" 37.80 35.15 32.51 30.24 PE34361-60 60” 37.80 35.15 32.51 30.24 
PE35209-72 72" 40.00 37.20 34.40 32.00 PE34361-72 72” 40.00 37.20 34.40 32.00 
PE35209-XX Any Price Upon Request PE34361-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model Ko. Length 1-24 25-49 50-99 100 + 
PE35211-12 12" $28.00 $26.04 $24.08 $22.40 PE35221-12 12” $33.00 $30.69 $28.38 $26.40 
PE35211-24 24" 28.22 26.24 24.27 22.58 PE35221-24 24 33.22 30.89 28.57 26.58 
PE35211-36 36" 28.44 26.45 24.46 22.75 PE3522i-36 36" 33.44 31.10 28.76 26.75 
PE35211-48 48" 28.66 26.65 24.65 22.93 PE3522i-48 48" 33.66 31.30 28.95 26.93 
PE35211-60 60" 28.88 26.86 24.84 23.10 PE35221-60 60” 33.88 31.51 29.14 27.10 
PE35211-72 72" 29.10 27.06 25.03 23.28 PE35221-72 its 34.10 31.71 29.33 27.28 
PE35211-XX Any Price Upon Request PE35221-XXx Any Price Upon Request 
50 OHM, RG178B/U COAX 50 OHM, R6178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Wo. — Length 1-24 =—-25-49 550-99 100 + 
PE35213-12 12" $45.00 $41.85 $38.70 $36.00 PE35223-12 12" $41.00 $38.13 $35.26 $32.80 
PE35213-24 24" 45.80 42.59 39.39 36.64 PE35223-24 24 41.80 38.87 35.95 33.44 
PE35213-36 36" 46.60 43.34 40.08 37.28 PE35223-36 36” 42.60 39.62 36.64 34.08 
PE35213-48 48" 47.40 44.08 40.76 37.92 PE35223-48 48" 43.40 40.36 37.32 34.72 
PE35213-60 60" 48.20 44.83 41.45 38.56 PE35223-60 60" 44.20 41.11 38.01 35.36 
PE35213-72 7 {3a 49.00 45.57 42.14 39.20 PE35223-72 J2° 45.00 41.85 38.70 36.00 
PE35213-XX Any Price Upon Request PE35223-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Mode! No. Length 1-24 25-49 50-99 100 + 
PE35215-12 12” $28.00 $26.04 $24.08 $22.40 PE35225-12 12" $33.00 $30.69 $28.38 $26.40 
PE35215-24 24" 28.80 26.7 24.77 23.04 PE35225-24 24" 33.80 31.43 29.07 27.04 
PE35215-36 36" 29.60 27.53 25.46 23.68 PE35225-36 36" 34.60 32.18 29.76 27.68 
PE35215-48 438" 30.40 28.27 26.14 24.32 PE35225-48 48” 35.40 32.92 30.44 28.32 
PE35215-60 60" 31.20 29.02 26.83 24.96 PE35225--60 60" 36.20 33.67 31.13 28.96 
PE35215-72 i ou 32.00 29.76 27.52 25.60 PE35225-72 72" 37.00 34.41 31.82 29.60 
PE35215-XX Any Price Upon Request PE35225-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35217-12 2” $29.00 $26.97 $24.94 $23.20 PE35227-12 12" $29.00 $26.97 $24.94 $23.20 
PE35217-24 24" 30.10 27.99 25.89 24.08 PE35227-24 24" 30.10 27.99 25.89 24.08 
PE35217-36 36" 31.20 29.02 26.83 24.96 PE35227-36 36" 31.20 29.02 26.83 24.96 
PE35217-48 48” 32.30 30.04 27.78 25.84 PE3522)-48 48" 32.30 30.04 27.78 25.84 
PE35217-60 60" 33.40 31.06 28.72 26.72 PE35227-60 60" 33.40 31.06 28.72 26.72 
PE35217-72 72" 34.50 32.09 29.67 27.60 PE35227-72 72" 34.50 32.09 29.67 27.60 
PE35217-XX Any Price Upon Request PE35227 -XX Any Price Upon Request 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35219-12 12" $28.00 $26.04 $24.08 $22.40 PE34770-12 12" $33.00 $30.69 $28.38 $26.40 
PE35219-24 24" 28.80 26.78 24.77 23.04 PE34770-24 24" 33.80 31.43 29.07 27.04 
PE35219-36 36" 29.60 27.53 25.46 23.68 PE347/0-36 36" 34.60 32.18 29.76 27.68 
PE35219-48 48" 30.40 28.27 26.14 24.32 PE34779-48 48” 35.40 32.92 30.44 28.32 
PE35219-60 60" 31.20 29.02 26.83 24.96 PE34770-60 60” 36.20 33.67 31.13 28.96 
PE35219-72 72" 32.00 29.76 27.52 25.60 PE34770-72 Yad 37.00 34.41 31.82 29.60 
PE35219-XX Any Price Upon Request PE34770-X%X Any Price Upon Request 
PASTERNACK ENTERPRISES-. POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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TO STANDARD SMA MALE 


50 OHM, RGS8C/U COAX 


Model _ No. Length "1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35228-12 12" $21.00 $19.53 $18.06 $16.30 PE34853-12 12" $29.00 $26.97 $24.94 $23.20 
PE35228-24 24" 21.34 19.85 18.35 17.07 PE34853-24 24" 29.34 27.29 25.23 23.47 
PE35228-36 36" 21.68 20.16 18.64 17.34 PE34853-36 36" 29.68 27.60 25.52 23.74 
PE35228-48 48" 22.02 20.48 18.94 17.62 PE34853-48 48" 30.02 27.92 25.82 24.02 
PE35228-60 60" 22.36 20.79 19.23 17.89 PE34853-60 60” 30.36 28.23 26.11 24.29 
PE35228-72 vf ane 22.70 21.11 19.52 18.16 PE34853-72 Tp des 30.70 28.55 26.40 24.56 
PE35228-XX Any Price Upon Request PE34853-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model __No. Length 1-24 25-49 = 550-99 100 + Model __No. Length 1-24 =625-49 = 550-99 100 + 
PE35230-12 it de $21.00 $19.53 $18.06 $16.80 PE34854-12 a2% $29.00 $26.97 $24.94 $23.20 
PE35230-24 24" 23.20 21.58 19.95 18.56 PE34854-24 24" 31.20 29.02 26.83 24.96 
| PE35230-36 36" 25.40 23.62 21.84 20.32 PE34854-36 36" 33.40 31.06 28.72 26.72 
PE35230-48 48" 27.60 25.67 23.74 22.08 PE34854-48 48" 35.60 33.11 30.62 28.48 
PE35230-60 60" 29.80 27.71 25.63 23.84 PE34854-60 60" 37.80 35.15 32.51 30.24 
| PE35230-72 re dg 32.00 29.76 27.52 25.60 PE34854-72 72°, 40.00 37.20 34.40 32.00 
PE35230-XX Any Price Upon Request PE34854-XX Any Price Upon Request 
) 50 OHM, RG213/U COAX 50 OHM, RG178B/U COAX 
] Model_No. Length 1-24 =625-49 §0-99 100 + Model No. Length 1-24 =—25-49 0-99 100 + 
] PE35232-12 12" $45.00 $41.85 $38.70 $36.00 PE35242-12 12" $39.00 $36.27 $33.54 $31.20 
PE35232-24 2 45. 42.6 39.42 36.67 PE35242-24 24" 39.80 37.01 34.23 31.84 
PE35232-36 36" 46.68 43.41 40.14 37.34 PE35242-36 36" 40.60 37.76 34.92 32.48 
PE35232-48 48" 47.52 44.19 40.87 38.02 PE35242-48 48" 41.40 38.50 35.60 33.12 
PE35232-60 60" 48.36 44.97 41.59 38.69 PE35242-60 60" 42.20 39.25 36.29 33.76 
PE35232-72 72" 49.20 45.76 42.31 39.36 PE35242-72 725 43.00 39.99 36.98 34.40 
| PE35232-XX Any Price Upon Request PE35242-XX Any Price Upon Request 
| 
i 50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, RG188A/U COAX 
: Model No. Length 1-24 25-4) 50-99 100 + Model__No. Length 1-24 25-49 50-99 100 + 
. PE35234-12 12" $45.00 $41.85 $38.70 $36.00 PE35244-12 12" $33.00 $30.69 $28.38 $26.40 
PE35234-24 24" 48.00 44.6 41.28 38.40 PE35244-24 24" 33.80 31.43 29.07 27.04 
/ PE35234-36 36" 51.00 47.43 43.86 40.80 PE35244-36 36" 34.60 32.18 29.76 27.68 
PE35234-48 48" 54.00 50.22 46.44 43.20 PE35244-48 48" 35.40 32.92 30.44 28.32 
PE35234-60 60" 57.00 53.01 49.02 45.60 PE35244-60 60" 36.20 33.67 31.13 28.96 
PE35234-72 72" 60.00 55.80 51.60 .00 PE35244-72 J2> 37.00 34.41 31.82 29.60 
PE35234-Xxx Any Price Upon Request PE35244-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED _ 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model _No. Length 1-24 25-49 50- 100 + Model __No. Length 1-24 25-4) 50-99 = =100 + 
PE35236-12 a2= $21.00 $19.53 $18.06 $16.80 PE34397-12 a7” $29.00 $26.97 $24.94 $23.20 
PE35236-24 24" 22.10 20.55 19.01 17.68 PE34397-24 24" 30.10 27.99 25.89 24.08 
PE35236-36 36" 23.20 21.58 19.95 18.56 PE34397-36 36" 31.20 29.02 26.83 24.96 
PE35236-48 48" 24.30 22.60 20.90 19.44 PE34397-48 48" 32.30 30.04 27.78 25.84 
PE35236-60 60" 25.40 23.62 21.84 20.32 PE34397-60 60" 33.40 31.06 28.72 26.72 
PE35236-72 72" 26.50 24.65 22.79 21.20 PE34397-72 Jez 34.50 32.09 29.67 27.60 
/ PE35236-XX Any Price Upon Request PE34397-XX Any Price Upon Request 
50 OHM, RG316/U COAX ie hacer? (arden 
: Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
: PE35238-12 12° $26.00 $24.18 $22.36 $20.80 PE34396-12 12" $33.00 $30.69 $28.38 $26.40 
PE35238-24 24 26.80 24.9 23.05 21.44 PE34396-24 24" 33.80 31.43 29.07 27.04 
] PE35238-36 36" 27.60 25.67 23.74 22.08 PE34396-36 36" 34.60 32.18 29.76 27.68 
PE35238-48 48" 28.40 26.41 24.42 22.72 PE34396-48 48" 35.40 32.92 30.44 28.32 
PE35238-60 60" 29.20 27.16 25.11 23.36 PE34396-60 60" 36.20 33.67 31.13 28.96 
PE35238-72 Lae 30.00 27.90 25.80 24.00 PE34396-72 72" 37.00 34.41 31.82 29.60 
PE35238-XX Any Price Upon Request PE34396-XX Any Price Upon Request 
50 OHM, PE-B3199, VERY LOW LOSS COAX 30 SERS; BOAOG/G CODY, DORELE SUNELBED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 100 + 
PE35240-12 i2° $45.00 $41.85 $38.70 $36.00 PE35246-12 125 $29.00 $26.97 Sey $23.20 
PE35240-24 24" 45.80 42.59 39.39 36.64 PE35246-24 24" 31.20 29.02 26.83 24.96 
PE35240-36 36" 46.60 43.34 40.08 37.28 PE35246-36 36" 33.40 31.06 28.72 26.72 
PE35240-48 48" 47.40 44.08 40.76 37.92 PE35246-48 48" 35.60 33.11 30.62 28.48 
PE35240-60 60" 48.20 44.83 41.45 38.56 PE35246-60 60" 37.80 35.15 32.51 30.24 
PE35240-72 72" 49.00 45.57 42.14 39.20 PE35246-72 72" 40.00 37.20 34.40 32.00 
PE35240-XX Any Price Upon Request PE35246-XX Any Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 


U.S.A. 


REVERSE POLARITY TNC MALE 
TO STANDARD BNC MALE 


REVERSE POLARITY TNC MALE 
TO STANDARD N MALE 


50 OHM, RE58C/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-4 50-99 + 
PE35229-12 52° $21.00 $19.53 $18.06 $16.80 PE34554-12 12" $27.00 $25.11 $23.22 $21.60 
PE35229-24 24" 21.34 19.85 18.35 17.07 PE34554-24 24" 27.34 25.43 23.51 21.87 
PE35229-36 36" 21.68 20.16 18.64 17.34 PE34554-36 36" 27.68 25.74 23.80 22.14 
PE35229-48 48" 22.02 20.48 18.94 17.62 PE34554-48 48" 28.02 26.06 24.10 22.42 
PE35229-60 60" 22.36 20.79 19.23 17.89 PE34554-60 60" 28.36 26.37 24.39 22.69 
PE35229-72 ti 3 22.70 21.11 19.52 18.16 PE34554-72 Zee 28.70 26.69 24.68 22.96 
PE35229-XX Any Price Upon Request PE34554-XX Any Price Upon Request 
50 OHM, RG142B/U COAX, DOUBLE SHIELDED 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model_No. = Length 1-24 «25-49 = 50-99 = 100 + Model_No. = Length 1-24 =25-49 50-99 + 
PE35231-12 i2° $21.00 $19.53 $18.06 $16.80 PE34573-12 1Z¢ $27.00 $25.11 $23.22 $21.60 
PE35231-24 24" 23.20 21.58 19.95 18.56 PE34573-24 24" 29.20 27.16 25.11 23.36 
PE35231-36 36" 25.40 23.62 21.84 20.32 PE34573-36 36" 31.40 29.20 27.00 25.12 
PE35231-48 48" 27.60 25.67 23.74 22.08 PE34573-48 48" 33.60 31.25 28.90 26.88 
PE35231-60 60" 29.80 27.71 25.63 23.84 PE34573-60 60” 35.80 33.29 30.79 28.64 
PE35231-72 rf a 32.00 29.76 27.52 25.60 PE34573-72 72" 38.00 35.34 ~ 32.68 30.40 
PE35231-XX Any Price Upon Request PE34573-XX Any Price Upon Request 
50 OHM, RG213/U COAX 50 OHM, RG178B/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35233-12 42° $45.00 $41.85 $38.70 © $36.00 PE35241-12 12" $40.00 $37.20 $34.40 $32.00 
PE35233-24 24" 45.84 42.63 39. 36.67 PE35241-24 24" 40.80 37.94 35.09 32.64 
PE35233-36 36" 46.68 43.41 40.14 37.34 PE35241-36 36" 41.60 38.69 35.78 33.28 
PE35233-48 48" 47.52 44.19 40.87 38.02 PE35241-48 48" 42.40 39.43 36.46 33.92 
PE35233-60 60" 48.36 44.97 41.59 38.69 PE35241-60 60" 43.20 40.18 37.15 34.56 
PE35233-72 72" 49.20 45.76 42.31 39.36 PE35241-72 Try 44.00 40.92 37.84 35.20 
PE35233-XX Any Price Upon Request PE35241-XX Any Price Upon Request 
50 OHM, RG214/U COAX, DOUBLE SHIELDED 50 OHM, BeiseNe COAX 
Model No. Length 1-24 25-49 50-99 100+ Model No. Length 1-24 _ 25-49 . §0-99 300+ 
PE34520-12 12" $45.00 $41.85 $38.70 $36.00 PE35243-12 12° $39.00 $36.27 $33.54 $31.20 
PE34520-24 24" 48.00 44.64 41.28 38.40 PE35243-24 24" 39.80 37.01 34.23 31.84 
PE34520-36 36” 51.00 47.43 43.86 40.80 PE35243-36 36" 40.60 37.76 34.92 32.48 
PE34520-48 48" 54.00 50.22 46.44 43.20 PE35243-48 48” 41.40 38.50 35.60 33.12 
PE34520-60 60" 57.00 53.01 49.02 45.60 PE35243-60 60" 42.20 39.25 36.29 33.76 
PE34520-72 Mi ded 60.00 55.80 51.60 48.00 PE35243-72 72" 43.00 39.99 36.98 34.40 
PE34520-XX Any Price Upon Request j PE35243-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 + 
PE35235-12 12" $21.00 $19.53 $18.06 $16.80 PE35245-12 12" $27.00 $25.11 $23.22 $21.60 
PE35235-24 24" 22.10 20.55 19.01 17.68 PE35245-24 24" 28.10 26.13 24.17 22.48 
PE35235-36 36" 23.20 21.58 19.95 18.56 PE35245-36 36" 29.20 27.16 25.11 23.36 
PE35235-48 48" 24.30 22.60 20.90 19.44 PE35245-48 48" 30.30 28.18 26.06 24.24 
PE35235-60 60" 25.40 23.62 21.84 20.32 PE35245-60 60" 31.40 29.20 27.00 25.12 
PE25235-72 72" 26.50 24.65 22.79 21.20 PE35245-72 72" 32.50 30.23 27.95 26.00 
PE35235-XX Any Price Upon Request PE35245-XX Any Price Upon Request 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model __No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE35237-12 12" $26.00 $24.18 $22.36 $20.80 PE35247-12 aed $39.00 $36.27 $33.54 $31.20 
PE35237 -24 24" 26.80 24.92 23.05 21.44 PE35247-24 24" 39.80 37.01 34.23 31.84 
PE35237-36 36" 27.60 25.67 23.74 22.08 PE35247-36 36” 40.60 37.76 34.92 32.48 
PE35237-48 48" 28.40 26.41 24.42 22.72 PE35247-48 48" 41.40 38.50 35.60 33.12 
PE35237-60 60" 29.20 27.16 25.11 23.36 PE35247-60 60" 42.20 39.25 36.29 33.76 
PE35237-72 72" 30.00 27.90 25.80 24.00 PE35247-72 72" 43.00 39.99 36.98 34,40 
PE35237-XX Any Price Upon Request PE35247-XX Any Price Upon Request 
50 OHM, PE-B3199, VERY LOW LOSS COAX 50 OHM, PE-B3199, VERY LOW LOSS COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35239-12 bE a $45.00 $41.85 $38.70 $36.00 PE35249-12 2 $39.00 $36.27 $33.54 $31.20 
PE35239-24 24" 45.80 42.59 39.39 36.64 PE35249-24 24” 39.80 37.01 34.23 31.84 
PE35239-36 36” 46.60 43.34 40.08 37.28 PE35249-36 36" 40.60 37.76 34.92 32.48 
PE35239-48 48" 47.40 44.08 40.76 37.92 PE35249-48 48" 41.40 38.50 35.60 33.12 
PE35239-60 60" 48.20 44.83 41.45 38.56 PE35249-60 60" 42.20 39.25 36.29 33.76 
PE35239-72 72" 49.00 45.57 42.14 39.20 PE35249-72 72" 43.00 39.99 36.98 34.40 
PE35239-XX Any Price Upon Request PE35249-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


ee a een ene 


REVERSE POLARITY SMA MALE T0 


STANDARD SMA MALE 


ss 


Model No. 
PE34116-12 
PE34116-24 
PE34116-36 
PE34116-48 
PE34116-60 
PE34116-72 
PE34116-XX 


50 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model__No. 
PE34614-12 
PE34614-24 
PE34614-36 
PE34614-48 
PE34614-60 
PE34614-72 
PE34614-XX 


Model No. 
PE34331-12 
PE34331-24 
PE34331-36 
PE34331-48 
PE34331-60 
PE34331-72 
PE34331-XX 


Model __No. 
PE35208-12 
PE35208-24 
PE35208-36 
PE35208-48 
PE35208-60 
PE35208-72 
PE35208-XX 


Model No. 
PE35210-12 
PE35210-24 
PE35210-36 
PE35210-48 
PE35210-60 
PE35210-72 
PE35210-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 
PE34398-12 
PE34398-24 
PE34398-36 
PE34398-48 
PE34398-60 
PE34398-72 
PE34398-XX 


Model No. 


PE35212-12 
PE35212-24 
PE35212-36 
PE35212-48 
PE35212-60 
PE35212-72 
PE35212-XX 


50 OHM, RGS8C/U COAX 

Length 1-24 25-49 50-99 
12" $32.00 $29.76 $27.52 
24" 32.34 30.08 27.8. 
36" 32.68 30.39 28.10 
48" 33.02 30.71 28.40 
60" 33.36 31.02 28.69 
Li aes 33.70 31.34 28.98 
Any Price Upon Request 


Length 1-24 25-49 «= 50-99 
12" $34.00 $31.62 $29.24 
24" 36.20 33.67 31.13 
36" 38.40 35.71 33.02 
48" 40.60 37.76 34.92 
60" 42.80 39.80 36.81 
72" 45.00 41.85 38.70 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length 1-24 25-49 50-99 
12° $33.00 $30.69 $28.38 
24" 33.22 30.89 28.5 
36" 33.44 31.10 28.76 
48" 33.66 31.30 28.95 
60” 33.88 31.51 29.14 
St ae 34.10 S272 29.33 
Any Price Upon Request 
50 OHM, RG178B/U COAX 

Length 1-24 25-49 50-99 
12" $44.00 $40.92 $37.84 
24" 44.80 41.66 38.53 
36" 45.60 42.41 39.22 
48" 46.40 43.15 39.90 
60" 47.20 43.90 40.59 
Tec, 48.00 44.64 41.28 
Any Price Upon Request 
50 OHM, RG188A/U COAX 

Length 1-24 25-49 50-99 
i122 $33.00 $30.69 $28.38 
24" 33.80 31.43 29.07 
36" 34.60 32.18 29.76 
48" 35.40 32.92 30.44 
60" 36.20 33.67 31.13 
72" 37.00 34.41 31.82 
Any Price Upon Request 


Length 4-24 + 25-49 
12" $33.00 $30.69 
24" 34.10 31.71 
36" 35.20 32.74 
48" 36.30 33.76 
60" 37.40 34.78 
72" 38.50 35.81 
Any 
50 OHM, RG316/U COAX 

Length 1-24 25-49 
Fag $33.00 $30.69 
24" 33.80 31.43 
36" 34.60 32.18 
48" 35.40 32.92 
60" 36.20 33.67 
72" 37.00 34.41 
Any 


Price Upon Request 


Price Upon Request 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


50-99 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


100 


REVERSE POLARITY SMA MALE TO 
STANDARD TNC MALE 


Model _ No. 


PE35214-12 
PE35214-24 
PE35214-36 
PE35214-48 
PE35214-60 
PE35214-72 
PE35214-XX 


90 OHM, RG142B/U COAX, DOUBLE SHIELDED 


Model No. 


PE35216-12 
PE35216-24 
PE35216-36 
PE35216-48 
PE35216-60 
PE35216-72 
PE35216-XX 


Model No. 


PE35218-12 
PE35218-24 
PE35218-36 
PE35218-48 
PE35218-60 
PE35218-72 
PE35218-XX 


Model __No. 
PE35220-12 
PE35220-24 
PE35220-36 
PE35220-48 
PE35220-60 
PE35220-72 
PE35220-XX 


Model No. 


PE35222-12 
PE35222-24 
PE35222-36 
PE35222-48 
PE35222-60 
PE35222-72 
PE35222-XX 


50 OHM, RG223/U COAX, DOUBLE SHIELDED 


Model No. 


PE35224-12 
PE35224-24 
PE35224-36 
PE35224-48 
PE35224-60 
PE35224-72 
PE35224-XX 


Model __No. 
PE35226-12 
PE35226-24 
PE35226-36 
PE35226-48 
PE35226-60 
PE35226-72 
PE35226-XX 


50 OHM, RGS8C/U COAX 

Length 1-24 =25-49 = 550-99 
aes $29.00 $26.97 $24.94 
24" 29.34 27.29 25.2 
36" 29.68 27.60 25.52 
48" 30.02 27.92 25.82 
60" 30.36 28.23 26.11 
72" 30.70 28.55 26.40 
Any Price Upon Request 


Length 1-24 25-49 50-99 
ies $29.00 $26.97 $24.94 
24" 31.20 29.02 26.83 
36" 33.40 31.06 28.72 
48" 35.60 33.11 30.62 
60" 37.80 35.15 32.51 
Vf ae 40.00 37.20 34.40 
Any Price Upon Request 
50 OHM, RG174A/U COAX 

Length 1-24 25-49 50-99 
12" $33.00 $30.69 $28.38 
24” 33.22 30.89 28.57 
36" 33.44 31.10 28.76 
48" 33.66 31.30 28.95 
60" 33.838 31.51 29.14 
72. 34.10 31.71 29.33 
Any Price Upon Request 
50 GHM, RG178B/U COAX 

Length 1-24 = =25-49 = 50-99 
12" $39.00 $36.27 $33.54 
24" 39.80 37.01 34.23 
36" 40.60 37.76 34.92 
48" 41.40 38.50 35.60 
60" 42.20 39.25 36.29 
rh Ae! 43.00 39.99 36.98 
Any Price Upon Request 
50 OHM, RG188A/U COAX 

Length 1-24 25-49 50-99 
Fy! $33.00 $30.69 $28.38 
24" 33.80 31.43 29.07 
36" 34.60 32.18 29.76 
48" 35.40 32.92 30.44 
60" 36.20 33.67 31.13 
72" 37.00 34.41 31.82 
Any Price Upon Request 


Length 1-24 = 25-49 
12° $29.00 $26.97 
24" 30.10 27.99 
36" 31.20 29.02 
48" 32.30 30.04 
60" 33.40 31.06 
ph hel 34.50 32.09 
Any 
50 OHM, RG316/U COAX 

Length 1-24 25-49 
12° $33.00 $30.69 
24" 33.80 31.43 
36" 34.60 32.18 
48" 35.40 32.92 
60” 36.20 33.67 
72" 37.00 34.41 
Any 


IRVINE, CA 92623-6759 


Price Upon Request 


Price Upon Request 


50-99 


U.S.A. 


100 + 
$23.20 
24.96 
26.72 
28.48 
30.24 
32.00 


101 REVERSE THREAD SMA MALE TO 
REVERSE THREAD SMA MALE 


(= es | 


REVERSE THREAD SMA MALE TO 


STANDARD SMA MALE 


50 OHM, Lorie COAX 50 OHM, RE58C/U COAX 
Model_No. ~- Length 1-24 25-49 50-99 100+ Model_Wo. Length 1-24- 25-49 50-99 100+ 
PE35349-12 12" ag $31.62 $29.24 $27.20 PE35351-12 a2” $33.00 $30.69 $28.38 $26.40 
PE35349-24 24" 34.34 31.94 29.53 27.47 PE35351-24 24" 33.34 31.01 28.6 26.67 
PE35349-36 36" 34.68 32.25 29.82 27.74 PE35351-36 36" 33.68 31.32 28.96 26.94 
PE35349-48 48” 35.02 32.57 30.12 28.02 PE35351-48 48” 34.02 31.64 29.26 27.22 
PE35349-60 60" 35.36 32.88 30.41 28.29 PE35351-60 60" 34.36 31.95 29.55 27.49 
PE35349-72 TL sof 35.70 33.20 30.70 28.56 PE35351-72 727 34.70 32.27 29.84 27.76 
PE35349-XX Any Price Upon Request PE35351-XX Any Price Upon Request 
Se RE, BELA CONE, DOUEE Frac 30 ONE, BE1<28/0 COAT, ROSE Ee 
Model No. Length 1-24 25-49 100 + Model No. Length 1-24 25-4 100 + 
PE35353-12 ie $36.00 $33.48 ete $28.80 PE35355-12 12" $35.00 $32.55 Po - $28.00 
PE35353-24 24” 38.20 35.53 32.85 30.56 PE35355-24 24" 37.20 34.60 31.99 29.76 
PE35353-36 36” 40.46 37.57 34.74 32.32 PE35355-36 36" 39.40 36.64 33.88 M.52 
PE35353-48 48" 42.60 39.62 36.64 34.08 PE35355-48 48" 41.60 38.69 35.78 33.28 
PE35353-60 60" 44.80 41.66 38.53 35.84 PE35355-60 60" 43.80 40.73 37.67 35.04 
PE35353-72 IF de 47.00 43.71 40.42 37.60 PE35355-72 72" 46.00 42.78 39.56 36.80 
PE35353-XX Any Price Upon Request PE35355-XX Any Price Upon Request 
50 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
Model No. Length 1-24 25-4 50-39 100 + Mode! No. Length 1-24 25-49 50-99 100 + 
PE35357-12 = $35.00 $32.55 $30.10 $28.00 PE35359-12 12" $34.00 $31.62 $29.24 $27.20 
PE35357-24 24" 35.22 32.75 30.29 28.18 PE35359-24 24" 34.22 31.82 29.43 27.38 
PE35357-36 36" 35.44 32.96 30.48 28.35 PE35359-36 36" 34.44 32.03 29.62 27.55 
PE35357-48 48" 35.66 33.16 30.67 28.53 PE35359-48 48" 34.66 32.23 29.8) 27.73 
PE35357-60 60" 35.88 33.37 30. 86 28.70 PE35359-60 60" 34.88 32.44 30.00 27.90 
PE35357-72 72" 36.10 33.57 31.05 28.88 PE35359-72 72" 35.10 32.64 30.19 28.08 
PE35357-XX Any Price Upon Request PE35359-XX Any Price Upon Request 
50 OHM, RG1788/U COAX 50 OHM, RG178B/U COAX : 
Model No. Length 1-24 25-49 50-39 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35361-12 12” $46.00 $42.78 $39.56 $36.80 PE35363-12 12° $45.00 $41.85 $38.70 $36.00 
PE35361-24 24" 46.80 43.52 40.25 37.44 PE35363-24 24" 45.80 42.59 39.39 36.64 
PE35361-36 36" 47.60 44.27 40.94 38.08 PE35363-36 36" 46.60 43.34 40.08 37.28 
PE35361-48 48” 48.40 45.01 41.62 38.72 PE35363-48 48” 47.40 44.08 40.76 37.92 
PE35361-60 60" 49.20 45.76 42.31 39.36 PE35363-60 60" 48.20 44.83 41.45 38.56 
PE35361-72 72" 50.00 46.50 43.00 40.00 PE35363-72 7 i tes 49.00 45.57 42.14 39.20 
PE35361-XX Any Price Upon Request PE35363-XX Any Price Upon Request 
50 OHM, RG188A/U COAX 50 OHM, RG188A/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE35365-12 2” $35.00 $32.55 $30.10 $28.00 PE35367-12 ize $34.00 $31.62 $29.24 $27.20 
PE35365-24 24 35.80 33.29 30.79 28.64 PE35367-24 24" 34.80 32.36 29.93 27.84 
PE35365-36 36" 36.60 34.04 31.48 29.28 PE35367-36 36" 35.60 33.11 30.62 28.48 
PE35365-48 48" 37.40 34.78 32.16 29.92 PE35367-48 48” 36.40 33.85 31.30 29.12 
PE35365-60 60" 38.20 35.53 32.85 30.56 PE35367-60 60” 37.20 34.60 31.99 29.76 
PE35365-72 72" 39.00 36.27 33.54 31.20 PE35367-72 aa" 38.00 35.34 32.68 30.40 
PE35365-XX Any Price Upon Request PE35367-XX Any Price Upon Request 
50 OHM, RG223/U COAX, DOUBLE SHIELDED 50 OHM, RG223/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model __No. Length 1-24 25-49 50-99 100 + 
PE35369-12 12" $35.00 $32.55 $30.19 $28.00 PE35371-12 32" $34.00 $31.62 $29.24 $27.20 
PE35369-24 24" 36.10 33.57 31.05 28.88 PE35371-24 24" 35.10 32.64 30.19 28.08 
PE35369-36 36" 37.20 34.60 31.99 29.76 PE35371-36 36" 36.20 33.67 31.13 28.96 
PE35369-48 48" 38.30 35.62 32.94 30.64 PE35371-48 48” 37.30 34.69 32.08 29.84 
PE35369-60 60" 39.40 36.64 33.88 31.52 PE35371-60 60” 38.40 35.71 33.02 30.72 
PE35369-72 i oé~ 40.50 37.67 34.83 32.40 PE35371-72 ve 39.50 36.74 33.97 31.60 
PE35369-XX Any Price Upon Kequest PE35371-XX Any Price Upon Request 
50 OHM, RG316/U COAX 50 OHM, RG316/U COAX 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-89 100 + 
PE35373-12 12" $35.00 $32.55 $30.10 $28.00 PE35375-12 EF s5 $34.00 $31.62 $29.24 $27.20 
PE35373-24 24" 35.80 33.29 30.79 28.64 PE35375-24 24" 34.80 32.3 29.93 27.84 
PE35373-36 36" 36.60 34.04 31.48 29.28 PE35375-36 36” 35.60 33.11 30.62 28.48 
PE35373-48 48" 37.40 34.78 32.16 29.92 PE35375-48 48” 36.40 33.85 31.30 29.12 
PE35373-60 60" 38.20 35.53 32.85 30.56 PE35375-60 60" 37.20 34.60 31.99 29.76 
PE35373-72 72" 39.00 36.27 33.54 31.20 PE35375-72 Pee 38.00 35.34 32.68 30.40 
PE35373-XX Any Price Upon Request PE35375-XX Any Price Upon Request 
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a 3/4”-20 THREADED TWINAX 102 


SEE PAGE 196 FOR MOUNTING HOLES 


CABLE ASSEMBLIES MALE TO MALE 


TWINAXIAL COMPUTER CABLE 
SIMILAR TO BELDEN 9207 


PASTERNACK ENTERPRISES PE-B7029 


100 OHM, PE-B702S TWINAXIAL CABLE 
tf Model No. Length 1-24 25-49 50-99 100 + Model No. PE-B7029 
moe eS GE BE See Sa 
- ® : 02-5 30, 4 
PE3930-60 60” 37.50 34.88 32.25 30.00 NOMINAL IMPEDANCE: 100 Ohms 
PE3930-90 90” 40.00 37.20 34.40 32.00 NOMINAL DIAMETER: .330 Inches 


PE3930-120 120" 42.50 39.53 36.55 34.00 
PE3930-180 180" 47.50 44.18 40.85 33.00 
PE3930-360 300" 57.50 53.48 49.45 46.00 


PE3930-600 600" 82.50 76.73 70.95 66.00 PRICE PER FOOT 


PE3930-900 900" 107.50 99.98 92.45 86.00 100-499 FT 500-999 FT 1,000 FT + 
PE3930-1200 1200" 132.50 123.23 113.95 106.00 
PE3930-XXXX Any Price Upon Request -50/ft -47/ft -43/ft 


Model No. PE4105 
TWINAX FEMALE BULKHEAD 
SOLDER CUP CONTACT 

MOUNTING HOLE B07 ‘ce 


Model No. PE4346 
TWINAX FEMALE FOR BELDEN 9207 


OR EQUAL CABLE : = 


Model No. PE4104 
TWINAX MALE FOR BELDEN 9207 


OR EQUAL CABLE 


Model No. PE4347 
TWINAX FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A05 


7 
—— 
1-24 © ©25-49 1-24 25-49 1-24 25-49 
$8.95 $8.32 $12.95 $12.04 $15.95 $14.83 Coane 
50-99 100 + 50-99 100 + == 50-99 100 + I | 
$7.70 $7.16 $11.14 $10.36 $13.72 $12.76 ama 


BNC TWINAX 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4234 
BNC TWINAX PLUG, CRIMP 

ATTACHMENT FOR RG108A/U, 
78 OHM BALANCED CABLE 
OR EQUAL 


Model No. PE4235 

BNC TWINAX JACK, CRIMP 
ATTACHMENT FOR RG108A/U, 
78 OHM BALANCE CABLE 

OR EQUAL 


CABLE ASSEMBLIES PLUG TO PLUG 


78 OHM, RG108A/U TWINAXIAL CABLE 
Modei__No. Length 1-24 =625-49 550-99 100 + Model No. PE4236 Model No. PE4237 
PE3480-18 18" $65.00 $60.45 $55.90 $52.00 BNC TWINAX PLUG, CLAMP BNC TWINAX JACK, CLAMP 
PE3480-36 36" 65.75 61.15 56.55 52.60 ATTACHMENT FOR RG108A/U, ATTACHMENT FOR RG108A/U, 
PE3480-60 60" 66.75 62.08 57.41 53.40 78 OHM BALANCED CABLE 78 OHM BALANCED CABLE 
PE3480-90 90" 68.00 63.24 58.48 54.40 


OR EQUAL OR EQUAL 


PE3480-120 120" 69.25 64.40 59.56 55.40 
PE3480-180 180" 71.75 66.73 61.71 57.40 
PE3480-300 300" 76.75 71.38 66.01 61.40 
PE3480-600 600" 89.25 83.00 76.76 71.40 
PE3480-900 900" 101.75 94.63 87.51 81.40 
PE3480-1200 1200" 114.25 106.25 98.26 91.40 
PE3480-XXXX Any Price Upon Request 


lel No. PE42 
BNC TWINAX JACK, BULKHEAD 
SOLDER CUP CONTACT 


MOUNTING HOLE oe 
| 


Model No. _PE4324 
BNC TWINAX JACK, PANEL 

MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model No. PE44114 
BNC TWINAX JACK, BULKHEAD 
CLAMP ATTACHMENT FOR 

RG108A/U, 78 OHM BALANCED 
CABLE OR EQUAL 


Model No. PE44115 
BNC TWINAX JACK, P.C. 
MOUNT, MOUNTING HOLE HO1 


Model No. PE44116 
BNC TWINAX JACK, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE HO1 


MOUNTING HOLE B06 [ awa 
L A 
Se ee, 
: -24 25-49 1-24: 25-49 1 
: $9.95 $9.25 $17.95 $16.69 [7777 
0-99 100 + 50-99 100 + i 
. $14.36 
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Model No. PE44146 
FME JACK, CRIMP ATTACHMENT 
FOR RGSS 


1-24 25-49 
$3.95 $3.67 
50-99 100 + 
$3.40 $3.16 

Mode! No. PE9697 


FME PLUG TO BNC MALE 


r— 


1-24 25-49 
$5.95 $5.53 
50-99 100 + 
$5.12 $4.76 

Model Mo. PE9702 


FME PLUG TO SMA MALE 


FME CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE44147 


FME JACK, CRIMP ATTACHMENT 
FOR RGSS, RG142, RG223 & 


Model Mo. PE9698 
FME PLUG TO BNC MALE 
RIGHT ANGLE 

> Sane CEE | 


as 
}—4 


Model No. PE9703 
FME PLUG TO SMA FEMALE 


Model No. PE44148 


FME JACK, CRIMP ATTACHMENT 
FOR RG174, RG188, RG316 


Model No. PE9699 
FME PLUG TO be MALE 


Model No. PE44149 
FME PLUG BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE9696 
FME PLUG TO FME PLUG 


1-24 

$3.95 $4.95 $4.60 
50-99 50-99 100 + 
$3.40 $4.26 $3.96 
Model No. PE9700 Model No. PE9701 


FME PLUG TO TNC MALE 
RIGHT ANGLE 


FME PLUG TO pan MALE 


Model No. _PE9704 
FME PLUG TO N MALE 


PE9704 


Model No. PE9705 
FME PLUG TO MINI = MALE 


Model No. PE9706 
FME PLUG TO MINI UHF MALE 
RIGHT ANGLE 


50 OHM, RG538C/U COAX 50 OHM, RG58C/U COAX 
Model No Length 1-24 5-4 0-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE34856-12 iz? $12.00 $11.16 $10.32 $9.60 PE34862-12 12" $12.00 $11.16. $10.32 $9.60 
PE34856-24 24" 12.34 11.48 10.61 9.87 PE34862-24 24" 12.34 11.48 10.61 9.87 
PE34856-26 36" 12.68 11.79 10.90 10.14 PE34862-36 36" 12.68 11.79 10.90 10.14 
PE34856-48 48" 13.02 12.11 11.20 10.42 PE34862-48 48" 13.02 12.11 11.20 10.42 
PE34856-60 60" 13.36 12.42 11.49 10.69 PE34862-60 60" 13.36 12.42 11.49 10.69 
PE34856-72 Df a) 13.70 12.74 11.78 10.96 PE34862-72 iy ay 13.70 12.74 11.78 10.96 
PE34856 -XX Any Price Upon Request PE34862-XX Any Price Upon Request 
0 EE BE an Oe ee 50 OHM, RG142B/U COAX, DOUBLE SHIELDED 
Model No. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34858-12 12" $16.00 $14.88 $13.76 $12.80 PE34864-12 igre $16.00 $14.88 $13.76 $12.80 
PE34858-24 24" 18.20 16.93 15.65 14.56 PE34864-24 24" 18.20 16.93 15.65 14.56 
PE34858-36 36" 20.40 18.97 17.54 16.32 PE34864-36 36" 20.40 18.97 17.54 16.32 
PE34858-48 4s" 22.60 21.02 19.44 8.08 PE34864-48 48" 22.60 21.02 19.44 18.08 
PE34858-60 60" 24.80 23.06 21.33 19.84 PE34864-60 60" 24.80 23.06 21.33 19.84 
PE34858-72 72" 27.00 25.11 23.22 21.60 PE34864-72 72" 27.00 25.11 23.22 21.60 
PE34858-KX Any Price Upon Request PE34864-XX Any Price Upon Request 
30 OHM, RG174A/U COAX 50 OHM, RG174A/U COAX 
1 Wo. Length 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE34860-12 12" $16.00 $14.88 $13.76 $12.80 PE34866-12 12% $16.00 $14.88 $13.76 $12.80 
PE34860-24 24" 16.22 -08 13.95 12.98 PE34866-24 24" 16.22 15.08 13.95 12.98 
PE34860-36 36" 16.44 15.29 14.14 13.15 PE34866-36 36" 16.44 15.29 14.14 13.15 
PE34860- 48" 16.66 15.49 14.33 13.33 PE34866-48 48" 16.88 15.70 14.52 13.50 
PE34860-60 60" 16.88 15.70 14.52 13.50 PE34866-60 60" 17.10 15.90 14.71 13.68 
PE34860-72 72" 17.10 15.90 14.71 13.68 PE34866-72 72" 17.32 16.11 14.90 13.86 
PE34860- Any Price Upon Request PE34866-XX Any Price Upon Request 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


75 OHM TNC CONNECTORS 104 


SEE PAGE 196 FOR MOUNTING HOLES 
PRICE 

9-0Mn Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
THC MALE PE44161 RG6 CLAMP $13.95 $12.97 $12.00 $11.16 
FOR CABLE PE44162 RG6 CRIMP 13.95 | 12.97 12.00 11.16 
ATTACHMENT PEQ4163 RG11, RG216 CLAMP 12.95 12.04 11.14. 10.36 

PE44164 RG11 CRIMP 12.95 12.04 11.14 10.36 

PE44165 RG59 CLAMP 8.957100) 6.32 a PeOe > 716 

PE44166 RG59 CRIMP 8.95 .).51 8,32 7 7,702. 7.16 

PEG4167 RG179, RG187 CLAMP S855 pa 8,32) yasye. 7.16 

PES4168 =» RG179, RG187 CRIMP 8.95 8.32 7.70 7.16 
75 OHM PE44169 RG6 CLAMP 17.95 16.69 15.44 14.36 
TNC MALE PE44170 RG11, RG216 CLAMP 23.95 22.27 20.60 19.16 
RIGHT ANGLE PEQ4171 RG59 CLAMP 17.95 16.69 15.44 14.36 
FOR CABLE os PEQ4172 RG179, RG187 CLAMP 17.95 16.69 15.44 14.36 
ATTACHMENT caren 
75 OHM PE44173 RGG CLAMP 17.95 16.69 15.44 14.36 
TNC FEMALE = PE44174 = RG11, RG216 CLAMP 23.95 22.27 20.60 19.16 
BULKHEAD PEA4175 RG59 CLAMP 17.95 16.69 15.44 14.36 
FOR CABLE PEA4176 RG179, RG187 CLAMP 17.95 16.69 15.44 14.36 
ATTACHMENT 

MOUNTING HOLE BOG 


LN PE44177 
"75 OHM TNC” FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B05 


Model No. PE44178 
"75 OHM TNC" FEMALE, PANEL 
MOUNT, #3-56 TAPPED HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model No. PE44179 
"75 OHM TNC" FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE44180 
"75 OHM TNC” FEMALE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B04 


Model No. PE44181 
"75 OHM TNC” FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


REVERSE THREAD SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 196 FOR MOUNTING HOLES PRICE 

SEveesENREAS Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
SMA MALE PE44182 RGSS, RG141, RG142, RG223, RG400 CRIMP $8.95 $8.32 $7.70 $7.16 
FOR CABLE PE44183 RGSS CRIMP 8.95 8.32 7.70 7.16 
ATTACHMENT PEG4184 —«RG174, RG188, RG316 CRIMP 8.95 8.32 7.70 7.16 

PE44185 = RG178, RG196 CRIMP 13.95 12.97 12.00 11.16 
REVERSE THREAD PE44186 —-RG55, RG141, RG142, RG223, RG400 CRIMP 13.95 . :12:97 "12,06 -° "11.16 
SMA MALE PE44187 —-RGSB CRIMP 13.95 12.97 12.00 11.16 
RIGHT ANGLE PE44188 ——-RG174, RG188, RG316 CRIMP 16.95 15.76 14.58 13.56 
Liat PE44189 ——-RG178, RG196 CRIMP 17.95 16.69 15.44 14.36 
REVERSE THREAD PE44190 ——-RGS5, RG141, RG142, RG223, RG400 CRIMP 10.95 10.18 9.42 8.76 
SMA FEMALE SOT PE44191 = RG5B CRIMP 10.95 10.18 9.42 8.76 
FOR CABLE 5 PES4192 =. RG174, RG188, RG316 CRIMP 11595 {17,11 10.28. %.'9156 
ATTACHMENT Lee} PE44193 —-RG178, RG196 CRIMP 16.95 15.76 14.58 13.56 
REVERSE THREAD PE44194 = RGS5, -RG141, RG142, RG223, RG400 CRIMP 13.95 12.97 12.00 11.16 
SMA FEMALE ps H PE44195 —-RGSB CRIMP 13.95 12.97 12.00 11.16 
BULKHEAD PE44196 =—s-RG174, RG183, RG316 CRIMP 14.95 13.90 12.86 11.96 
FOR fhe - Le :, PE44197 = RGL78, RG196 CRIMP 18.95 17.62 16.30 15.16 
ATTACHMENT MOUNTING HOLE B02 : 


Model No. PE44199 
REVERSE THREAD SMA FEMALE 
RIGHT ANGLE, P.C. MOUNT 

MOUNTING HOLE DO1 


Model No. PE44200 
REVERSE THREAD SMA FEMALE 
4 HOLE PANEL MOUNT - 
SOLDER CUP CONTACT » +030" ROUND CONTACT | BOARD, TAB CONTACT .020” X 
MOUNTING HOLE AQ1 


Model No. PE44201 
REVERSE THREAD SMA FEMALE 


Model No. PE44202 


Model No. PE44198 4 . é 
REVERSE THREAD SMA FEMALE 


REVERSE THREAD SMA FEMALE 
P.C. MOUNT 
MOUNTING HOLE DO1 
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105 UHF CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 
PRICE 
Model No. FITS MIL'SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 30-99 100 + 
UHF MALE PE44050 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $5.95 $5.53 5.12 $4.76 
FOR CABLE PE4295 RG8, RG213 CRIMP 6.95 6.46 5.98 5.56 
ATTACHMENT 4 PE4020 RG8, RG9, RG213, RG214, RG225, RG393 SOLDER (PL259) 3.95 3.67 3.40 3.16 
Fa ~PEAA05S1 RG9, RG214, RG225, RG393 CRIMP 6.95 6.46 5.98 5.56 
Keseaeese) PE44052 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 5.95 5.53 5.12 4.76 
: 3] PE44053 RG55, RG141, RG142, RG223, RG400 CRIMP 3.95 3.67 3.40 3.16 
————)_ PE4069 RG58 CRIMP 3.95 3.67 3.40 3.16 
—Tkea),—~—=C«é ESO: RG59, RG62 CRIMP 3.95 . 3.67 3.40 3.16 
PE44054 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CRIMP 5.95 5.53 5.12 4.76 
UHF FEMALE PE44055 RGS, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 7.95 7.39 6.84 6.36 
FOR CABLE PE44056 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.95 7.39 6.84 6.36 
ATTACHMENT PE44057 RG55, RG141, RG142, RG223, RG400 CRIMP 7.95 7.39 6.84 6.36 
) PE44058 RG58 CRIMP 7.95 7.39 6.84 6.36 
Model No. PE4012 Model No. PE4021 Model No. PE4022 Model No. PE44059 Model No. PE44060 
UHF FEMALE PANEL MOUNT UHF ADAPTER FOR USE UHF ADAPTER FOR USE UHF FEMALE BULKHEAD, FRONT | UHF FEMALE BULKHEAD, REAR 
SOLDER CUP CONTACT WITH PE4020 FOR RG59 WITH PE4020 FOR RG58 MOUNT, SOLDER CUP CONTACT | MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A05 MOUNTING HOLE B12 MOUNTING HOLE B12 
(S0-239) = 
-24 25-49 
$3.00 $2.79 
-99 100 + 
$2.58 $2.40 3 $4.00 
SEE PAGE 196 FOR MOUNTING HOLES 
1 No. PE4 Model No. PE4521 Model No. PE4644 Model No. PE44081 


Model No. _PE44082 
MINI UHF MALE, RIGHT ANGLE | MINI UHF MALE, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG5S5, | CRIMP ATTACHMENT FOR RG58 
RG141, RG142, RG223 & 
RG400 


MINI UHF MALE, CRIMP 
ATTACHMENT FOR RGS8 


MINI UHF MALE, CRIMP 
ATTACHMENT FOR RGSS, 
RG141, RG142, RG223 & 
RG400 


MINI UHF FEMALE BULKHEAD 
REAR MOUNT 

SOLDER CUP CONTACT 
MOUNTING HOLE B04 


1-24 35-49 
$3.95 3.67 
s 100 + 
$3.16 


3.40 
1 No. PE 
MINI UHF FEMALE, CRIMP 


50-99 
$5.98 5.56 


Model No. PE44083 Model No. _P’ 
MINI UHF FEMALE, CRIMP 


MINI UHF FEMALE, CRIMP 
ATTACHMENT FOR RG74, 
RG188 & RG316 


Model No. _PE44087 

MINI UHF FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR RG58 
MOUNTING HOLE BOS 


MINI UHF FEMALE BULKHEAD 
CRIMP ATTACHMENT FOR RGSS, 
RG141, RG142, RG223 & 
RG400 

MOUNTING HOLE B05 


1-24 
$6.95 
50-99 
$5.98 


Model No. 
MINI UHF MALE, PUSH ON 

CRIMP ATTACHMENT FOR RG55, 
RG141, RG142, RG223 & 
RG400 


Mode] No. _PE44092 
MINI UHF FEMALE, P.C. MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE DOS 


Model No. PE44091 

MINI UHF FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A18 


Model No. PE44089 
MINI UHF FEMALE BULKHEAD 
FRONT MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 

[yVvVy) 


MINE UHF MALE, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 
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Model No. PE4551 
MCX PLUG, CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


1-24 25-49 
$6.95 $6.46 
50-99 100 + 
$5.98 $5.56 

lel No. PE455 


MCX JACK, RIGHT ANGLE — 
P.C. MOUNT 
MOUNTING HOLE D04 


1-24 
$7.95 


50-99 
$6.84 


Model No. PE4876 

MCX PLUG, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


af = 


1-24 25-49 
$6.95 $6.46 
50-99 100 + 
$5.98 $5.56 

LNo. P 


MCX PLUG, CRIMP ATTACHMENT 
FOR RG55, RG142, RG223 
& RG400 ail 


1-24 
$8.95 $8.32 
100 + 


$7.70 


Model No. PE 

MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG178 

& RG196 


Model No. PE4891 

MCX JACK, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C03 


MCX CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4552 
MCX PLUG, CRIMP ATTACHMEN 
FOR RG178 & RG196 


Model No. PE4559_ 
MCX PLUG, P.C. MOUNT 
MOUNTING HOLE D004 


1-24 
8.95 


Model No. PE4877 
MCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
RG405, PE-SR405AL & 
PE-SR405FL 

it 


Model No. PE4882 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RG58 


Model No. PE4887 

MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 


Model No. PE4892 

MCX JACK, END LAUNCH FOR 
-062” THICK BOARD 

-019" ROUND CONTACT 


Model No. PE4553 

T | MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG174, RG188 & RG316 


Model No. PE4560 

MCX JACK, RIGHT ANGLE 
BULKHEAD MOUNT 
MOUNTING HOLE BO1 


1-24 
$21.95 
50-99 100 
$18.88 $17.56 
Model No. PE4878 
MCX PLUG, CRIMP ATTACHMENT 
FOR RG188-DS & RG316-DS 


Model No. PE4883 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR RGSS, 
RG142, RG223 & RG400 
ERSsoeooe 
Roce 


Model No. PE4888 

MCX JACK BULKHEAD, CRIMP 
ATTACHMENT FOR RG188-DS 
& RG316-DS —— 


Model No. PE4893 

MCX JACK, END LAUNCH FOR 
-042" THICK BOARD 

-019" ROUND CONTACT 


Model No. PE4554 
MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG178 & RG19 


Model No. PE4555 
MCX JACK, P.C. MOUNT 
MOUNTING HOLE DO04 


PE4561 
BULKHEAD MOUNT 
HOLE BO1 


Model No. PE4562 


1-24 25-49 
$8.95 $8.32 
50-99 100 + 
$7.70 $7.16 
Model No. PE4879 Model No. PE4880 


MCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG188-DS & RG316-DS 


MCX PLUG, CRIMP 
ATTACHMENT FOR RG58 


1-24 25-49 
$8.95 $8.32 
50-99 100 + 
$7.70 $7.16 
Model No. PE4884 Model No. PE4885 


1-24 25-49 
$8.95 $8.32 
50-99 100 + 
$7.70 $7.16 
Model No. PE4889 Model No. PE4890 


MCX JACK, RIGHT ANGLE 


MCX JACK, SURFACE MOUNT 
[ ea] SURFACE MOUNT 


$$ 


Model No. PE4894 

MCX JACK, 2 HOLE PANEL 
MOUNT, .200" EXTENDED 
DIELECTRIC 

MOUNTING HOLE CO 


Model No. 


PE4895 

MCX JACK, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A17 


1-24 25.49 
$9.95 $9.25 
50-99 100+ | 
$8.56 $7.96 
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MCX JACK, CRIMP ATTACHMENT 
FOR RG174, RG188 & RG316 


107 “75 OHM BNC” CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 
PRTEE 

Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 - jP2 

"75 OHM PE4597 RG6 CLAMP $11.95 $11.11 $10.28 9.56 
BNC" MALE PE4598 RG6 CRIMP 11.95 11.11 10.28 9.56 
FOR CABLE PE4599 _ RG11, RG216 CLAMP 10.95 10.18 9.42 8.76 
ATTACHMENT HUAAU LAL ARTELTTT PE4600 RG11 CRIMP 10.95 10.18 9.42 8.76 
PE4601 RG59 CLAMP 7.95 7.39 6.84 6.36 

PE4602 RG59 CRIMP 7.95 7.39 6.84 6.36 

PE4603 RG179, RG187 CLAMP 7.95 7.39 6.84 6.36 

PE4604 RG179, RG187 CRIMP 7.95 7.39 6.84 6.36 

PE4633 BELDEN 8218, PE-B8128 CRIMP 7.95 1.39 6.84 6.36 

' PE4634 BELDEN 8281, PE-B1828 CRIMP 7.95 7.39 6.84 6.36 

"75 OHM PE4605 RG6 CLAMP 14.95 13.90 12.86 11.96 
BNC" MALE PE4606 RG11, RG216 CLAMP 18.95 17.62 16.30 15.16 
RIGHT ANGLE PE4607 RG59 CLAMP 14.95 13.90 12.86 11.96 
FOR CABLE PE4608 RG59 CRIMP 18.95 17.62 16.30 15.16 
ATTACHMENT PE4609 RG179, RG187 CLAMP 14.95 13.90 12.86 11.96 
PE4610 RG179, RG187 CRIMP 14.95 13.90 12.86 11.96 

"75 OHM ry PE4611 RG6 CLAMP 13.95 12.97 12.00 11.16 
BNC" FEMALE PE4612 RG11, RG216 CLAMP 14.95 13.90 12.86 11.96 
FOR CABLE PE4613 RG59 CLAMP 9.95 9.25 8.56 7.96 
ATTACHMENT PE4614 RG59 CRIMP 9.95 9.25 8.56 7.96 
PE4615 RG179, RG187 CLAMP 9.95 9.25 8.56 7.96 

PE4616 RG179, RG187 CRIMP 9.95 9.25 8.56 7.96 
8 
"75 OHM PE4635 RG6 CLAMP 14.95 13.90 12.86 11.96 
BNC” FEMALE PE4636 RG11, RG216 CLAMP 18.95 17.62 16.30 15.16 
BULKHEAD q b PE4637 RG59 CLAMP 11.95 11.11 10.28 9.56 
FOR CABLE | | PE4638 RG59 CRIMP 11.95 11.11 10.28 9.56 
ATTACHMENT PE4639 RG179, RG187 CLAMP 11.95 11.11 10.28 9.56 
PE4640 RG179, RG187 CRIMP 11.95 11.11 10.28 9.56 

PE4641 BELDEN 8218, PE-B8128 CRIMP 13.95 12.97 12.00 11.16 

PE4642 BELDEN 8281, PE-B1828 CRIMP 13.95 12.97 12.00 11.16 

USE MOUNTING HOLE B06 


Model No. PE4617 
"75 OHM BNC" FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 


Model No. PE462 
"75 OHM BNC" FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4619 
"75 OHM BNC" FEMALE 
BULKHEAD MOUNT FOR UP TO 
1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 


Model No. PE4618 
"75 OHM BNC” FEMALE, PANEL 
MOUNT, TURRET TERMINAL 
MOUNTING HOLE A07 


Model No. PE4621 
"75 OHM BNC” FEMALE 
BULKHEAD, REAR MOUNT 
HERMETICALLY SEALED 
MOUNTING HOLE B06 


1-24 
$4.95 $4.60 


$4.26 


Model No. PE4622 
"75 OHM BNC" FEMALE 
RIGHT ANGLE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B13 


lel No. PE4624 
"75 OHM BNC" FEMALE 
BULKHEAD, FRONT MOUNT 
HERMETICALLY SEALED 
MOUNTING HOLE B04 


Model No. PE4623 
"75 OHM BNC” FEMALE, PANEL 
MOUNT, CLAMP ATTACHMENT 
FOR RG59 
MOUNTING HOLE A03 


Model No. PE4625 
"75 OHM BNC” MALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A07 


Model No. PE4626 

"75 OHM BNC” FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 


1-24 25-49 1-24 25-49 
$16.95 $15.76 $5.95 $5.53 
- 100 ha 


50- 100 + 
$14.58 $13.56 


Model No. PE4627 
"75 OHM BNC" MALE BULKHEAD 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


ne 


28 
"75 OHM BNC™ FEMALE 
RIGHT ANGLE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE Al6 


= 


Model No. PE4631 
"75 OWM BNC” FEMALE 
PANEL MOUNT, 1” SQ. FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE AOS {  ’) 


| 


Model No. P 
"75 OHM BNC" FEMALE 
BULKHEAD, ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model _No. _PE4630 
"75 OHM BNC” FEMALE, PANEL 


MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A02 


soa EEE 
1-24 25.49 “oo 
$11.95 $11.11 t 


50-99 ol + 
$10.28 9.56 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SEE PAGE 196 FOR MOUNTING HOLES 


PRIC 
Model _No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-2 25-49 50-99 100 + 
C MALE PE4243 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $16.95 $15.76 $14.58 $13.56 
FOR CABLE PE4950 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP/HIGH VOLTAGE 24.95 23.20 21.46 19.96 
ATTACHMENT PE4518 RG8, RG213 CRIMP 14.95 13.90 12.86 11.96 
PE4375 RG9, RG214, RG225, RG393 CRIMP 14.95 13.90 12.86 11.96 
PE4951 RG14, RG217 CLAMP 24.95 23.20 21.46 19.96 
PE4242 RG55, RGS8, RG141, RG14Z2, RG223, RG400 CLAMP 11.95 11.11 10.28 9.56 
PE4445 RG55, RG141, RG142, RG223, RG400 CRIMP 14.95 13.90 12.86 11.96 
PE4517 RG58 CRIMP 14.95 13.90 12.86 11.96 
PE4952 RG59, RG62 CLAMP 19.95 18.55 17.16 15.96 
PE4953 RG174, RG188, RG316 CLAMP 19.95 18.55 17.16 15.96 
PE4954 RG218 CLAMP 39.95 37.15 34.36 31.96 
C MALE PE4244 RGB, RGI, RG11, RG213, RG214, RG225, RG393 CLAMP 39.95 37.15 34.36 31.96 
RIGHT ANGLE PE4955 RG8, RG213 CRIMP 39.95 37.15 34.36 31.96 
FOR CABLE PE4949 RG9, RG214, RG225, RG393 CRIMP 39.95 37.15 34.36 31.96 
ATTACHMENT PE4957 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 39.95 37.15 34.36 31.96 
PE4958 RG55, RG141, RG142, RG223, RG400 CRIMP 39.95 37.15 34.36 31.96 
PE4959 RG58 CRIMP 39.95 37.15 34.36 31.96 
C FEMALE PE4960 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 27.95 25.99 24.04 22.36 
FOR CABLE PE4961 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 27.95 25.99 24.04 22.36 
ATTACHMENT PE4962 RG59, RG62 CLAMP 27.95 25.99 24.04 22.36 
PE4963 RG14, RG217 CLAMP 27.95 25.99 24.04 22.36 
C FEMALE PE4964 RG8, RG9, RG11, RG213, RG214, RG225, RG3I93 CLAMP 29.95 27.85 25.76 23.96 
BULKHEAD 3 PE4965 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 29.95 27.85 25.76 23.96 
REAR MOUNT PE4966 RGS9, RG62 CLAMP 29.95 27.85 25.76 23.96 
FOR CABLE 
ATTACHMENT, 
USE MOUNTING HOLE B07 
C FEMALE PE4967 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 32.95 30.64 28.34 26.36 
PANEL MOUNT PE4968 RG8, RG213 CRIMP — 32.95 30.64 28.34 26.36 
FOR CABLE PE4374 RG9, RG214, RG225, RG393 CRIMP 32.95 30.64 28.34 26.36 
ATTACHMENT PE4969 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 32.95 30.64 28.34 26.36 
PE4970 RG59, RG62 CLAMP 32.95 30.64 28.34 26.36 


USE MOUNTING HOLE A19 EXCEPT PE4374 USE MOUNTING HOLE AOS 


Model No. P 
C FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE BO7 


Model No. PE4972 
C FEMALE BULKHEAD 

REAR MOUNT, HIGH VOLTAGE 
3000 VOLTS 

SOLDER CUP CONTACT 
MOUNTING HOLE B07 


Model No. PE4973 
C FEMALE BULKHEAD, FRONT 


MOUNT, TURRET TERMINAL 
MOUNTING HOLE B04 


Model No. PE4241 
C FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A14 


Model No. PE4240 

C FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE BO7 


1-24 25-49 25-49 1-24 25.49 
$21.95 $20.41 $11.11 $29.95 $27.85 
50-99 100 + 100 + 


50-99 
$25.76 $23.96 


Model No. PE44117 

C FEMALE, 4 HOLE PANEL MOUNT 
HIGH VOLTAGE 3000 VOLTS 
SOLDER CUP CONTACT 

MOUNTING HOLE Al4 


$9.56 


Model No. _PE44097 

C MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


PE 
C FEMALE BULKHEAD, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG59, RG62 

MOUNTING HOLE B15 


Mode! No. PE44099 

C FEMALE BULKHEAED, FRONT 
MOUNT, CLAMP ATTACHMENT 
FOR RG55, RG58, RG141, 
RG142, RG223, RG400 
MOUNTING HOLE B15 


Model _No. PE44096 
C MALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A14 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 25.49 
$32.95 $30.64 $29.95 $27.85 $19.95 $18.55 


$29.95 $27.85 
= 100 + 
$25.76 $23.96 


50-99 100 + 30-99 100 + 50-99 100 + 
$28.34 $26.36 $25.76 $23.96 $17.16 $15.96 
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SMA CONNECTORS 


PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-4 50-99 100 + 
SMA MALE PE4332 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP ; $44.95 $41.80 $38.66 $35.96 
FOR CABLE PE4027 RG55, RG58, RG1A42, RG223, RG4O0 CLAMP 14.95 13.90 12.86 11.96 
ATTACHMENT PE4008 RG55, RG142, RG223, RG400 CRIMP 6.95 6.46 5.98 5.56 
PE4576 RG55, RG142, RG223, RG400 CRIMP(CAPTIVE CONTACT) 9.95 9.25 8.56 7.96 
PE4587 RG55, RGS8, RG142, RG223, RG400 SOLDER(CAPTIVE CONTACT) 9.95 9.25 8.56 7.96 
PE4037 RG55, RG58, RG142, RG223, RG400 SOLDER 6.95 6.46 5.98 5.56 
PE4215 RGS8 CRIMP 6.95 6.46 5.98 5.56 
PE4577 RG58 CRIMP(CAPTIVE CONTACT) 9.95 9.25 8.56 7.96 
PE4294 RGS9, RG62Z CRIMP 14.95 13.90 12.86 11.96 
PE4026 RG174, RG188, RG316 CLAMP 14.95 13.90 12.86 11.96 
PE4003 RG174, RG188, RG316 CRIMP 6.95 6.46 5.98 5.56 
PE4036 RG174, RG188, RG316 SOLDER 6.95 6.46 5.98 5.56 
PE4589 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 9.95 9.25 8.56 7.96 
PE4590 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 9.95 9.25 8.56 7.96 
PE4214 RG178, RG196 CLAMP 15.95 14,83 13.72 12.76 
PE4398 RG178, RG196 CRIMP 10.95 10.18 9.42 8.76 
PE4213 RG178, RG196 SOLDER 10.95 10.18 9.42 8.76 
PE4399 RG180, RG195 CLAMP 9.95 9.25 8.56 7.96 
PE4578 RG180, RG195 CRIMP 9.95 9.25 8.56, 7.96 
PE4400 RG188-DS, RG316-DS CLAMP 15.95 14.83 13.72 12.76 
PE4401 RG188-DS, RG316-DS CRIMP 8.95 8.32 7.70 7.16 
PE4402 RG188-DS, RG316-DS SOLDER 8.95 8.32 7.70 7.16 
PE4403 RG401, PE-SR401AL, PE-SR401FL SOLDER/CLAMP 25.95 24.13 22.32 20.76 
PE4907 RG401, PE-SR401AL, PE-SR401FL DIRECT SOLDER 29.95 27.85 25.76 23.96 
PE4007 RG402, PE-SR402AL, PE-SR402FL SOLDER(WITHOUT CONTACT) 4.50 4.19 3.87 3.60 
PE4112 RG402, PE-SR402AL, PE-SR402FL SOLDER(WITH CONTACT) 5.00 4.65 4.30 4.00 
PE4005 RG405, PE-SR405AL, PE-SR405FL SOLDER P 4.50 4.19 3.87 3.60 
PE4918 PE-020SR (.020" SEMI-RIGID) SOLDER 23.95 22.27 20.60 19.16 
PE4917 PE-034SR (.034" SEMI-RIGID) SOLDER 23.95 22.27 20.60 19.16 
PE4404 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 13.95 12.97 12.00 11.16 
PE44203 PE-142LL CRIMP 7.95 7.39 6.84 6.36 
PE4085 PE-142SLL CRIMP 10.95 10.18 9.42 8.76 
SMA MALE PE4029 RG5S, RG58, RG142, RG223, RG400 CLAMP 15.95 14.83, “25.72 12.76 
RIGHT ANGLE PE4002 RG55, RG142, RG223, RG400 CRIMP 10.95 10.18 9.42 8.76 
FOR CABLE PE4039 RG55, RG58, RG142, RG223, RG400 SOLDER 10.95 10.18 9.42 8.76 
ATTACHMENT PE4405 RG58 CRIMP 10.95 10.18 9.42 8.76 
PE4327 RG59, RG62 CRIMP 18.95 17.62 16.30 15.16 
PE4028 RG174, RG188, RG316 CLAMP 15.95 14.83 13.72 12.76 
PE4009 RG174, RG188, RG316 CRIMP 10.95 10.18 9.42 8.76 
PE4038 RG174, RG188, RG316 SOLDER 10.95 10.18 9.42 8.76 
PE4108 RG178, RG196 CLAMP 10.95 10.18 9.42 8.76 
PE4296 RG178, RG196 CRIMP 14.95 13.90 12.86 11.96 
PE4406 RG178, RG196 SOLDER 14.95 13.90 12.86 11.96 
PE4579 RG180, RG195 CLAMP : 13.95 12.97 12.00 11.16 
PE4580 RG180, RG195 CRIMP 13.95 12.97 12.00 11.16 
PE4407 RG188-DS, RG316-DS CLAMP 15.95 14.83 13.72 12.76 
PE4408 RG188-DS, RG316-DS CRIMP 12.95 12.04 11.14 10.36 
PE4409 RG188-DS, RG316-DS . SOLDER 12.95 12.04 11.14 10.36 
PE4932 RG401, PE-SR401AL, PE-SR401FL (.250") SOLDER : 21.95 20.41 18.88 17.56 
PE4083 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 15.95 14.83 13.72 12.76 
PE4025 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 15.95 14.83 13.72 12.76 
PE4920 PE-020SR (.020" SEMI-RIGID) SOLDER 25.95 24.13 22.32 20.76 
PE4919 PE-034SR (.034" SEMI-RIGID) SOLDER : 25.95 24.13 22.32 20.76 
PE4410 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 23.95 22.27 20.60 19.16 
SMA FEMALE PE4411 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 54.95 51.10 47.26 43.96 
FOR CABLE PE4031 RG55, RG58, RG142, RG223, RG400 LAMP 13.95 12.97 12.00 11.16 
ATTACHMENT PE4412 RG55, RG142, RG223, RG400 CRIMP 8.95 8.32 7.70 7.16 
PE4041 RG55, RG58, RG142, RG223, RG400 SOLDER 8.95 8.32 7.70 7.16 
PE4413 RG58 CRIMP 8.95 8.32 7.70 7.16 
PE4326 RG59, RG62 CRIMP 14.95 13.90 . 12.86 11.96 
PE4030 RG174, RG188, RG316 CLAMP 13.95 12.97 12.00 11.16 
PE4414 RG174, RG188, RG315 CRIMP 8.95 8.32 7.70 7.16 
PE4040 RG174, RG188, RG316 SOLDER 8.95 8.32 7.70 7.16 
PE4325 RG178, RG196 CRIMP 13.95 12.97 12.00 11,16 
PE4591 RG178, RG196 CLAMP 13.95 12.97 12.00 11.16 
PE4592 RG178, RG196 SOLDER 13.95 12.97 12.00 11.16 
PE4415 RG188-DS, RG316-DS CLAMP 15.95 . 16.83 13.72 - ine 
PE4416 RG188-DS, RG316-DS CRIMP 9.95 9.25 8.56 7.96 
PE4417 RG188-DS, RG316-DS SOLDER 9.95 9.25 8.56 7.96 
PE4930 RG401, PE-SR401AL, PE-SR401FL (.250” SOLDER 14.95 13.90 12.86 11.96 
PE4115 RG402, PE-SR402AL, PE-SR402FL (.141" SOLDER 6.95 6.46 5.98 5.56 
PE4116 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 6.95 6.46 5.98 5.56 
PE4922 PE-020SR (.020" SEMI-RIGID) SOLDER 25.95 24.13 22.32 20.76 
PE4921 PE-034SR (.034" SEMI-RIGID) SOLDER 25.95 24.13 22.32 20.76 
PE4418 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047") SOLDER 19.95 18.55 17.16 15.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SMA CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES : - 

SMA FEMALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
BULKHEAD PEQ033 RG55, RGSB, RG142, RG223, RG400 CLAMP 14.95 13.90 12.86 11.96 
FOR CABLE PE4419 RGSS. RG142, RG223, RG400 CRIMP 10.95 10.18 9.42 8.76 
ATTACHMENT PE4353 RGSS. RG58, RG142, RG223, RGA0O SOLDER 10.95 10.18 9.42 8.76 
PE4420 RCSB CRIMP 10.95 10.18 9.42 8.76 
PEA914 RG59, RG62 CRIMP 14.95 13.90 12.86 11.96 
PE4032 RG174, RG188, RG316 CLAMP 14.95 13.90 12.86 11.96 
PE4427 RG174, RG188, RG316 CRIMP 10.95 10.18 9.42 8.76 
PE4188 RG174, RG188, RG316 SOLDER 10.95 10.18 9.42 8.76 
PE4187 RG174, RG188, RG316 CRIMP(CAPTIVE CONTACT) 11.95 11.11 10.28 9.56 
PE4428 RG174, RG188, RG316 SOLDER(CAPTIVE CONTACT) 11.95 11.11 10.28 9.56 
PE4421 RG178, RG196 CLAMP 15.95 14.83 13.72 12.76 
PE4422 RG178, RG196 CRIMP 15.95 14.83 13.72 12.76 
PE4423 RG178, RG196 SOLDER 15.95 14.83 13.72 12.76 
PEGG24 RG188-DS, RG316-DS CLAMP 15.95 14.83 13.72 12.76 
PE4425 RG188-DS, RG316-DS CRIMP 11.95 11.11 10.28 9.56 
PE4426 RG188-DS, RG316-DS SOLDER 11.95 11.11 10.28 9.56 
aareTie dont bes 1.3 TEATS? RG401, PE-SRAO1AL, PE-SR401FL (.250") SOLDER 17.95 16.69 15.44 14.36 
PE4120 RG402, PE-SR4O2AL, PE-SR402FL (.141") SOLDER 7.95 7.39 6.84 6.36 
PE4119 RG4OS, PE-SR4OSAL, PE-SR40SFL (.085") SOLDER 7:95 7.39 6.84 6.36 
PE4924 PE-020SR (.020" SEMI-RIGID) SOLDER 32.95 30.64 28.34 26.36 
PE4923 PE-034SR (.034" SEMI-RIGID) SOLDER 32.95 30.64 28.34 26.36 
PE4581 PE-O47SR, PE-SRO47AL, PE-SROA7FL (.047") SOLDER 27.95 25.99 24.04 22.36 
eis romans PE4196 RG402, PE-SR402AL, PE-SR402FL (.141") SOLDER 11.95 11.11 10.28 9.56 
> Le PE4197 RG405, PE-SR405AL, PE-SR405FL (.085") SOLDER 11.95 11.11 10.28 9.56 
Sian Woent PE4547 PE-O47SR, PE-SRO47AL, PE-SROG7FL (.047") SOLDER 13.95 12.97 12.00 11.16 

AULA ee MOUNTING HOLE CO1 
SMA FEMALE PE4034 RG174, RG188, RG316 CLAMP 25.95 24.13 22.32 20.76 
3 HOLE PE4035 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 25.95 24.13 22.32 20.76 
PANEL MOUNT PE4121 RG4O2, PE-SR40ZAL, PE-SR402FL (.141") SOLDER 14.95 13.90 12.86 11.96 
ATTACHMENT PEAI22 RG4OS, PE-SR40SAL, PE-SR405FL (.085") SOLDER 14.95 13.90 12.86 11.96 
PEG548 PE-O47SR, PE-SRO47AL, PE-SROA7FL (.047") SOLDER 15.95 14.83 13.72 12.76 

MOUNTING HOLE AOI 
SMA FEMALE Model No. BOARD THICKNESS CONTACT SIZE 1-24 25-49 50-99 100+ 
END LAUNCH PE44206 031" “030” ROUND 9.95 9.25 8.56 7.96 
PE44204 082" "030" ROUND 9.95 9.25 8.56 7.96 
PE44205 "047" "030" ROUND 9.95 9.25 8.56 7.96 
PE4542 "062" "030" ROUND 9.95 9.25 8.56 7.96 
PE44207 "042" "020" X .010" TAB 9.95 9.25 8.56 7.96 
PE44208 "047" "020" X .010" TAB 9.95 9.25 8.56 7.96 
PE4543 "062" "020" X .010" TAB Beet 825.008 860). a7 86 
SMA FEMALE Model No. BOARD THICKNESS CONTACT SIZE 1-24 25-49 50-99 100+ 
BULKHEAD PE442i1 042" "030" ROUND 12-95 12.04 11.14 10.36 
END LAUNCH PE44212 062" "030" ROUND 12.95 12.04 11.14 10.36 
PE44213 "042" "020" X .010" TAB 12.95 12.08 11.14 10.36 
PE44214 062" "020" X .010" TAB 12.95 12.04 11.14 10.36 
SMA MALE Model No. BOARD THICKNESS CONTACT SIZE 1-24 25-49 50-99 100+ 
END LAUNCH PE4209 ~042" “030” ROUND 13.95 12.97 12.00 11.16 
PE4912 "062" "030" ROUND 13.95 12.97 12.00 11.16 
PE44210 "042" "020" X .010" TAB 13.95 12.97 12.00 11.16 
PE4913 062" "020" X .010" TAB 13.95 12.97 12.00 11.16 
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Model No. PE4000 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE AO1 _ 


eee 
PES 
1-24 25-49 } 
$6.95 $6.46 ) 
50-99 100 + 
$5.98 $5.56 
Model No. PE4117 


SMA FEMALE, P.C. MOUNT 
MOUNTING HOLE DO1 


1-24 25-49 
$8.95 $8.32 
50-99 100 + 
$7.70 $7.16 

Model No. PE4126 


SMA MALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 

-330" EXTENDED DIELECTRIC 
MOUNTING HOLE AO1 


1-24 25-49 
$10.95 $10.18 
50-99 100 + 
$9.42 $8.76 
Model No. PE4190 


SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 

TAB CONTACT, 1/8" GROUND 
PLANE SPACING 


\(e )| 

1-24 Ape ; i) 
24.95 $23.20 /\ 

: 0-99 100 + (CeO) 


50-99 

$21.46 $19.96 

Model No. PE4220 

SMA FEMALE, RADIUS RIGHT 
ANGLE, 4 HOLE PANEL MOUNT 


SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


Model No. PE4525 
SMA MALE, P.C. MOUNT 
MOUNTING HOLE D001 


SMA CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4001 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 
EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


Model No. PE4118 

SMA FEMALE, RIGHT ANGLE 
P.C. MOUNT 

MOUNTING HOLE DO1 


Model No. PE4127 

SMA MALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 

-330" EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


Model No. PE4216 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1” FLANGE, .012" 
WIDTH SLOT IN CONTACT 
MOUNTING HOLE A05 


Model No. PE4300 

SMA FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT 

MOUNTING HOLE B02 


Model No. PE4526 

SMA MALE, RIGHT ANGLE 
P.C. MOUNT ‘ 
MOUNTING HOLE DO1 


Model No. PE4004 
SMA FEMALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C01 


Model No. PE4123 
SMA FEMALE, RIGHT ANGLE 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE AO1 


Model No. PE4128 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, STUB CONTACT 

-590" EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


Model No. PE4217 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .5" FLANGE, .012” 
WIDTH SLOT IN CONTACT 


MOUNTING HOLE AO1 . 


Model No. PE4354 
SMA MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


e 


Model No. PE4527 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .687" FLANGE 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


Model No. PE4099 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, STUB CONTACT 


-590" EXTENDED DIELECTRIC 


MOUNTING HOLE A01 


Model No. PE4124 
SMA MALE, 4 HOLE PANEL 


MOUNT, SOLDER CUP CONTACT 


MOUNTING HOLE AO1 


Model _No. PE4186 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE AO1 


Model No. PE4218 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1" FLANGE 

SOLDER CUP CONTACT 
MOUNTING HOLE HOLE AOS 


Model No. PE4370 

SMA FEMALE, 2 HOLE PANEL 
MOUNT, FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE CO1 


1-2 


8.95 


Model No. PE4528 
SMA FEMALE BULKHEAD 
REAR MOUNT, .020" DIA. 


STUB CONTACT, HERMETICALLY 


SEALED WITH O-RING 
MOUNTING HOLE B02 


Model No. PE4101 * 
SMA FEMALE BULKHEAD, REAR 

MOUNT, SOLDER CUP CONTACT 

MOUNTING HOLE B02 


1-24 25-49 
$6.95 $6.46 
30-99 100 + 
$5.98 $5.56 


Model No. PE4125 
SMA MALE, 2 HOLE PANEL 


MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE col — 


See 3 Re as 
1-24. 25-49 l 
$10.95 $10.18 
50-99 100 + 
$9.42 $8.76 


Model No. PE4189 
SMA FEMALE BULKHEAD 


-050" DIA. STUB CONTACT 
MOUNTING HOLE FO1 


25-49 
$7.39 
100 + 
$6.36 


Model_No. _PE4219 
SMA FEMALE BULKHEAD 
FRONT MOUNT 

SOLDER CUP CONTACT 
MOUNTING HOLE B02 


1-24 25-49 
$6.95 $6.46 
ms 100 + 
33-33 $5.56 


Model No. P 4 
SMA FEMALE BULKHEAD 
P.C. MOUNT 
MOUNTING HOLE DO1 


1-24 5- 
$9.95 9.25 

= 100 + 
$8.56 $7.96 
Model No. PE4529 


SMA FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
WITH O-RING 

MOUNTING HOLE B02 -——— 


1-24 25-49 1-24 25.4 
$10.95 $10.18 $9.95 $9.25 
50-99 100 + 0- 100 + 
$9.42 $8.76 $8.56 $7.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. PE4530 

SMA FEMALE BULKHEAD, FRONT 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE FO1 


1-24 25-49 
$13.95 $12.97 
30-99 100 + 
$12.00 $11.16 


Model No. PE4535 
Sa ui, ethit FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 
TAB CONTACT, 1/4” 
GROUND PLANE SPACING 


1_No. _PE4' 
SMA FEMALE, 4 HOLE PANEL 
MOUNT, .020" DIA STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 


MOUNTING HOLE A01 

1-24 25-49 

$15.95 Pies 
50-99 100 + 


$13.72 $12.76 


.__PE454 
SMA FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE FO1 


1-24 fk 
$10.95 

50-99 

$9.42 "6 


Model No. PE44237 
SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 
90° DIRECTION 
-590 EXTENDED DIELECTRIC 
MOUNTING HOLE C01 


SMA CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4531 
SMA MALE BULKHEAD, FRONT 


MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 


MOUNTING HOLE FO1 
1-24 25-49 

$15.95 $14.83 

50-99 = 100 + 

$13.72 $12.76 


Model No. PE4536 

og ged FEMALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
SOLDER CUP CONTACT 


MOUNTING HOLE z 


Model No. PE4541 
SMA MALE, 4 HOLE PANEL 
MOUNT, .020" DIA. STUB 
CONTACT, HERMETICALLY 
SEALED WITH O-RING 
MOUNTING HOLE AO1 


Model No. PE4910 
SMA FEMALE, SURFACE MOUNT 


lel No. PE442 
SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 
+45° DIRECTION 
-590 EXTENDED DIELECTRIC 
MOUNTING HOLE CO1 


Model No. PE4532 

SMA FEMALE BULKHEAD 
-020" DIA. STUB CONTACT 
HERMETICALLY SEALED 
MOUNTING HOLE FO1 


1-24 25-49 
$11.95 $11.11 
50-99 100 + 
$10.28 $9.56 


Model No. PE4537 
SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE E01 


Model No. PE4544 

SMA MALE BULKHEAD, FRONT 
MOUNT, .380" MOUNTING HOLE 
WITH SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4911 
SMA FEMALE, RIGHT ANGLE 
SURFACE MOUNT 


Model No. PE44239 

SMA FEMALE, RIGHT ANGLE 
2 HOLE PANEL MOUNT 

-45° DIRECTION 

-590 EXTENDED DIELECTRIC 
MOUNTING HOLE CO1 


1-24 25-49 
$22.95 $21.34 
50-99 100 + 
$19.74 $18.36 


Model No. PE4533 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, .687" FLANGE, STUB 
CONTACT, .590” EXTENDED 
DIELECTRIC 


MOUNTING HOLE A04 
1-24 25-49 
$9.95 $9.25 
50-99 100+ 
$8.56 $7.96 


Model No. PE4538 

SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT, STUB 
CONTACT, .590" EXTENDED 


DIELECTRIC 
MOUNTING HOLE E01 
50-99 100 + 
$10.28 $9.56 


Model No. PE4545 

SMA FEMALE BULKHEAD 
RIGHT ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 


Mode} No. PE44235 
SMA FEMALE, SURFACE MOUNT 
END LAUNCH 


Model No. PE44240 

SMA FEMALE, PRESS MOUNT 
.010" X .020” TAB CONTACT 
MOUNTING HOLE F07 


112 


Model No. PE4534 
SMA FEMALE, STRIPLINE 
END LAUNCH, CAPTIVE 
TAB CONTACT, 1/16" — 
GROUND PLANE Sapa 


$19.96 ieee |) © 


Model No. PE4539 

SMA FEMALE, .500" X .375" 
4 HOLE PANEL MOUNT 

FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 
MOUNTING HOLE E01 


25-49 
$11.11 
100 + 


Model No. PE4546 

SMA FEMALE, 4 HOLE PANEL 
MOUNT, 1” FLANGE 

FLUSH DIELECTRIC 
REMOVABLE TAB CONTACT 


MOUNTING HOLE oe 
1-24 


Model No. PE44236 

SMA FEMALE, RIGHT ANGLE 
4 HOLE PANEL MOUNT 

-590" EXTENDED DIELECTRIC 
MOUNTING HOLE AO1 


1-24 - 
$19.95 $18.55 
50-99 100 
$17.16 $15.96 


Model No. PE44241 

SMA FEMALE, PRESS MOUNT 
-030" ROUND CONTACT 
MOUNTING HOLE F07 


+ 


PLEASE CONTACT OUR ENGINEERING DEPARTMENT FOR 
ALL YOUR SPECIAL REQUIREMENTS AT (949) 261-1920. 


PASTERNACK ENTERPRISES _ 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 


U.S.A. 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


113 SMA FIELD REPLACEABLE CONNECTORS 


2 1020 
sa <2 HOLES> 


1028 
<4 HOLES) 


0678 
(4 HOLES) eT 


340 


ee Terrase 
1 2 
FLANGE ACCEPTS EMI/RFI PRICE 
Model No. CONNECTOR STYLE PIN SIZE GASKET 1-24 25-49 50-99 100 + 
PE44000 FEMALE 1 012 YES $11.95 $11.11 $10.28 $9.56 
PE44001 FEMALE Ad 015 YES 16.95 15.76 14.58 13.56 
PE44002 FEMALE 1 018 YES 11.95 11.11 10.28 9.56 
PE44003 FEMALE 1 .020 NO 7.95 7.39 6.84 6.36 
PE44004 FEMALE i! 036 NO 7.95 7.39 6.84 6.36 
PE44005 MALE 1 012 YES 13.95 12.97 12.00 11.16 
PE44006 MALE 1 015 YES 13.95 12.97 12.00 11.16 
PE44007 MALE 1 018 YES 13.95 12.97 12.00 11.16 
PE44008 MALE 1 020 NO 9.95 9.25 8.56 7.%6 
PE44009 MALE 1 036 NO 9.95 9.25 8.56 7.96 
PE44010 FEMALE 2 012 YES 8.95 8.32 7.70 7.16 
PE44011 FEMALE 2 015 YES 8.95 8.32 7.70 7.16 
PE44012 FEMALE 2 018 YES 8.95 8.32 7.70 7.16 
PE44013 FEMALE 2 020 NO 7.95 7.39 6.84 6.36 
PE44014 FEMALE 2 036 NO 7.95 7.39 6.84 6.36 
PE44015 FEMALE RIGHT ANGLE 2 012 YES 21.95 20.41 18.88 17.56 
PE44016 FEMALE RIGHT ANGLE 2 015 YES 21.95 20.41 18.88 17.56 
PE44017 FEMALE RIGHT ANGLE 2 018 YES 21.95 20.41 18.88 17.56 
PE44018 MALE Z 012 YES 12.95 12.04 11.14 10.36 
PE44019 MALE 2 015 YES 12.95 12.04 11.14 10.36 
PE44020 MALE 2 018 YES 12.95 12.04 11.14 10.36 
PE44021 MALE 2 020 NO 8.95 8.32 7.70 7.16 
PE44022 MALE 2 036 NO 8.95 8.32 7.70 7.16 
PE44023 FEMALE =! 012 YES 11.95 11.11 10.28 9.56 
PE44024 FEMALE 3 015 YES 11.95 11.11 10.28 9.56 
PE44025 FEMALE 3 018 YES 11.95 11.11 10.28 9.56 
PE44026 FEMALE 3 020 NO 7.95 7.39 6.84 6.36 
PE44027 FEMALE 3 036 NO 7.95 7.39 6.84 6.36 
PE44028 MALE 3 012 YES 12.95 12.04 11.14 10.36 
PE44029 MALE 3 015 YES 12.95 12.04 11.14 10.36 
PE44030 MALE 3 018 YES 12.95 12.04 11.14 10.36 
PE44031 MALE 3 020 NO 9.95 9.25 8.56 7.96 
PE44032 MALE 3 036 NO 9.95 9.25 8.56 7.96 


SOLDER IN HERMETIC SEALS FIELD REPLACABLE CONTACTS FOR USE WITH 


CONNECTORS WITHOUT SEALS 


=e yea 
[ Pe1002-2 | .036 | XO cer 
et 100 ka 


PRICE PER PACKAGE OF 
1-24 PACKS* 25-49 PACKS* 50-99 PACKS* 100+ PACKS* 
$10.95 $10.18 $9.42 $8.76 


*SOLD IN PACKS OF 5 PCS. 


EMI / RFI GASKET 


PRICE PER PACKAGE OF 5 
1-24 PACKS* 25-49 PACKS* 50-99 PACKS* 100+ PACKS* 
$10.95 $10.18 $9.42 $8.76 


*SOLD IN PACKS OF 5 PCS. 


PRICE PER PACKAGE OF 5 
Model No. 1-24 PACKS* 25-49 PACKS* 50-99 PACKS* 100+ PACKS* 
PE1003-1 $10.95 $10.18 $9.42 $8.76 


*SOLD IN PACKS OF 5 PCS. 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


7/16 CONNECTORS 114 


SEE PAGE 196 FOR MOUNTING HOLES 
PR E 
7/16" MALE Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-28 25-89 59-99 100 + 
FOR CABLE PE4567 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 54.95 51.10 47.26 43.36 
ATTACHMENT PE4570 RG8, RG213 CRIMP 65.95 $1.33 56.72 $2.76 
PE4571 RG9, RG214, RG225, RG393 CRIMP 65.95 61.33 $6.72 52.76 
PE4566 RG55, RG58, RG141, RG142, RG223 & RG400 CLAMP 54.95 51.10 47.26 43.96 
PE4568 RG55, RG142, RG223, RG400 CRIMP 54.95 51.10 47.26 43.96 
PE4569 RG58 CRIMP 54.95 51.160 47.26 43.96 
PE44276 RG217 CLAMP 65.95 61.33 56.72 52.76 
PE44277 RG218 CLAMP 69.95 65.05 60.16 55.96 
PE44278 RG401, PE-SR401AL, PE-SR401FL SOLDER/CLAMP 64.95 66.40 55.85 51.96 
PE44279 RG402, PE-SR402AL, PE-SR402FL SOLDER/CLAMP 64.95 60.40 55.86 51.96 
7/16" MALE 
RIGHT ANGLE PE44280 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 89.95 83.65 77.3% 8=671.9% 
FOR CABLE PE44281 RG55, RGS8, RG141, RG142, RG223, RG400 CLAMP 89.95 83.65 77.36 71.96 
ATTACHMENT PE44282 RG217 CLAMP 99.95 $2.95 35.96 79.96 
7/16" FEMALE 
FOR CABLE PE44283 RGB, RGI, RGZ213, RG214, RG225, RG393 CLAMP 65.95 61.33 56.72 52.76 
ATTACHMENT PE44284 RG8, RG213 CRIMP 74.95 $9.70 64.46 59.96 
PE4575 RG9, RG214, RG225, RG393 CRIMP 74.95 69.78 64.46 59.96 
PE44285 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 65.95 61.33 $6.72 52.76 
PE44286 RG55, RG142, RG223, RG400 CRIMP 65.95 61.33 56.72 52.76 
PE44287 RGSS CRIMP 65.95 61.33 56.72 $2.76 
PE44288 RG217 : CLAMP 75.95 70.63 65.32 60.76 
4 PE44289 RG401, PE-SR401AL, PE-SR401FL SOLDER/CLAMP 74.95 65.70 64.46 59.96 
PE44290 RG402, PE-SR402AL, PE-SR402FL SOLDER/CLANP 74.95 69.70 64.46 59.96 


Model No. PE4572 

7/16" FEMALE BULKHEAD 
REAR MOUNT, SOLDER CUP 
CONTACT —————— 


Mode] No. PE4574 
7/16" FEMALE, 4 HOLE PAWEL 
MOUNT, WITH THREADED 

CONTACT, MOUNTING HOLE All 


Mode] No. PE44291 
7/16" FEMALE, 4 HOLE 


Model No. PE4573 

7/16" FEMALE, 4 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE All 


-24 1-28 25.49 
$65.95 $61.33 $89.35 $83.65 
50-99 100 + 30-99 100 + 
$56.72 $52.76 $68.7 $77.36 $71.96 


1.6/5.6 CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE44262 

1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG179 
& RG187 


Model No. PE44263 
1.6/5.6 PLUG, CRIMP 
ATTACHMENT FOR RG5S9 


Model No. PE44264 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR 

RG179 & RG187 


Model No. _PE44265 
1.6/5.6 PLUG RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG59 


1-24 
$7.95 


50-99 
$6.84 


Model No. PE44268 
1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 
ATTACHMENT FOR 

RG179 & RG187 


Model No. _PE44269 
1.6/5.6 JACK BULKHEAD 
RIGHT ANGLE, CRIMP 
ATTACHMENT FOR RG59 


Model Ho. PE44271 
1.6/5.6 JACK RIGHT ANGLE 
P.C. MOUNT 

MOUNTING BOLE DO6 


Model No. _PE44267 
1.6/5.6 JACK BULKHEAD 
CRIMP ATTACHMENT FOR 
RG59 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


115 


590 OHM BNC CONNECTORS | 


SEE PAGE 196 FOR MOUNTING HOLES 
j PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
BNC MALE PE4377 RG6 CLAMP $7.95 $7.39 $6.36 
FOR CABLE PE4109 RG8, RGO, RG11, RGZ13, RG214, RG225, RG393 CLAMP 7.95 7.39 6.36 
ATTACHMENT PE4378 RGB, RG213 CRIMP 11.95 11.11 9.56 
PE4379 RG8X, PE-TO42RML CLAMP 8.95 8.32 7.16 
PE4351 RG9, RG214, RG225, RG393 CRIMP 11.95 11.11 9.56 
PE4023 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 3.50 3.26 2.80 
PE4044 RG55, RG141, RG142, RG223, RG4O0 CRIMP 3.50 3.26 2.80 
|| PEQO16 RG58 €RIMP 3.50 3.26 2.80 
| PEQ381 RG58 PLENUM CRIMP 6.95 6.46 5.56 
PE4024 RG59, RG62Z CLAMP 4.25 3.95 3.40 
\ PE4018 RG59, RG62 CRIMP 3.50 3.26 2.80 
PE4382 RG59 PLENUM CRIMP 6.95 6.46 5.56 
PE4034 RG174, RG188, RG316 CLAMP 5.95 5.53 4.76 
PE4043 RG174, RG188, RG316 CRIMP 5.95 5.53 4.76 
PE4643 RG178, RG196 CRIMP 12.95 12.04 10.36 
PES384 RG178, RG196 CLAMP 9.95 9.25 7.96 
PE4383 RG180, RG195, BELDEN 8218, PE-B8128 CLAMP 8.95 8.32 7.16 
PE4247 RG180, RG195, BELDEN 8218, PE-B8128 CRIMP 6.95 6.46 5.56 
PE4385 RG188-DS, RG316-DS CRIMP 7.95 7.39 6.36 
PE4380 RG401, PE-SR401AL, PE-SR40iFL (.250" SOLDER/CLAMP 14.95 13.90 11.96 
}) PE4908 RG401, PE-SR401AL, PE-SR401FL (.250" DIRECT SOLDER 19.95 18.55 15.96 
PE4206 RG402, PE-SR402AL, PE-SR402FL SOLDER/CLAMP 11.95 11.11 9.56 
PE4650 RG402, PE-SR402AL, PE-SR402FL DIRECT SOLDER 13.95 12.97 11.16 
PE4207 RG405, PE-SR405AL, PE-SR405FL (.085" SOLDER/CLAMP 13.95 12.97 11.16 
PE4651 RG405, PE-SR405AL, PE-SR405FL (.085" DIRECT SOLDER 13.95 12.97 11.16 
PE4974 PE-047SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) DIRECT SOLDER 14.95 13.90 11.96 
PE4210 BELDEN 8281, PE-B1828 CRIMP 6.95 6.46 5.56 
PE4386 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 8.95 8.32 7.16 
PE44040 PE-TOOZRML CLAMP 8.95 8.32 7.16 
PE44041 PE-TOOZRML CRIMP 8.95 8.32 7.16 
PE44042 PE-TOO3RML CLAMP 8.95 8.32 7.16 
BNC MALE PE4387 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 19.95 18.55 15.96 
RIGHT ANGLE PE4053 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 9.95 9.25 7.96 
FOR CABLE PE4345 RGS5, RG14i, RG142, RG223, RG400 CRIMP 11.95 11.11 9.56 
ATTACHMENT PE4298 RG58 CRIMP 11.95 11.11 9.56 
f PE4320 RG59, RG62 CLAMP 10.95 10.18 8.76 
PE4195 RG59, RG62 CRIMP 11.95 11.11 9.56 
PE4307 RG174, RG188, RG316 CLAMP 12.95 12.04 10.36 
4 PE4393 RG174, RG188, RG316 CRIMP 13.95 12.97 11.16 
PE4388 RG178, RG196 CLAMP 13.95 12.97 11.16 
PE4396 RG188-DS, RG316-DS CRIMP 16.95 15.76 13.56 
PE4092 RG402, PE-SR402AL, PE-SR40Z2FL (.141" SEMI-RIGID) DIRECT SOLDER 19.95 18.55 15.96 
te PE4102 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) DIRECT SOLDER 19.95 18.55 15.96 
BNC FEMALE PE4212 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 23.95 22.27 ° 19.16 
FOR CABLE PE4058 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 4.95 4.60 . 3.96 
ATTACHMENT PE4397 RG55, RG141, RG142, RG223, RG400 CRIMP 4.95 4.60 ° 3.96 
PE4070 RG58 CRIMP 4.95 4.60 . 3.96 
PE4057 RG59, RG62 CLAMP 4.95 4.60 ° 3.96 
PE4308 RG59, RG62 CRIMP 6.95 6.46 -98 5.56 
PE4321 RG174, RG188, RG316 CLAMP 7.95 7.39 -84 6.36 
PE4079 RG174, RG188, RG316 CRIMP 7.95 7.39 84 6.36 
PE4389 RG178, RG196 CLAMP 10.95 10.18 42 8.76 
PE4390 RG188-DS, RG316-DS CRIMP 8.95 8.32 70 7.16 
PE4204 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 16.95 15.76 58 13.56 
PE4205 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 16.95 15.76 14.58 13.56 
BNC FEMALE PE4632 RGB, RGI, RG11, RG213, RG214, RG225, RG393 CLAMP 24.95 23.20 21.46 19.96 
BULKHEAD PE4078 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 6.95 6.46 5.98 5.56 
FOR CABLE PE4209 RG55, RG141, RG142, RG223, RG400 CRIMP 9.95 9.25 8.56 7.96 
ATTACHMENT PE4208 RG58 CRIMP 9.95 9.25 8.56 7.96 
RG59, RG62 CLAMP 10.95 10.18 9.42 8.76 
RG59, RG62 CRIMP 9.95 9.25 8.56 7.96 
RG174, RG188, RG316 CLAMP 9.95 9.25 8.56 7.96 
RG174, RG188, RG316 CRIMP 7.95 7.39 6.84 6.36 
RG178, RG196 CLAMP 11.95 11.11 10.28 9.56 
RG188-DS, RG316-DS CRIMP 10.95 10.18 9.42 8.76 
RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 19.95 18.55 17.16 15.96 
RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 19.95 18.55 17.16 15.96 
USE MOUNTING HOLE B06 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 
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Model No. PE4010 
BNC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 


Model No. PE4011 

BNC FEMALE, PANEL MOUNT 
TURRET TERMINAL 
MOUNTING HOLE A07 


Model No. PE4014 

BNC FEMALE BULKHEAD FOR UP 
TO 1/8" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE BO5 


Model No. PE4015 

BNC FEMALE BULKHEAD FOR UP 
TO 1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4049 

BNC FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B06 


Model No. PE4055 

BNC FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


Model No. PE4056 
BNC FEMALE, PANEL MOUNT 
CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 
& RG400, #3-56 TAPPED 
HOLES, MOUNTING HOLE AQ3 


Model No. PE4077 
BNC FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B04 


Model No. PE4082 

BHC MALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A07 


Model No. PE4091 
BNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT __ 


MOUNTING HOLE B04 Ld 


Model No. PE4395 

BNC FEMALE, PANEL MOUNT 
1" SQ. FLANGE, SOLDER CUP 
CONTACT, MOUNTING HOLE A05 


Model No. PE4317 
BNC FEMALE, RIGHT ANGLE 
PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE Al6 


Model No. PE4318 
BNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No. PE4394 
BNC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 

MOUNTING HOLE A04 


Model_No. _PE4211 ; 
BNC MALE BULKHEAD MOUNT 
SOLDER CUP CONTACT 

MOUNTING HOLE B04 


HN CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
HN MALE PE4182 RGB, RG9, RG213, RG214, RG225, RG393 CLAMP $12.95 $12.04 $11.14 $10.36 
FOR CABLE PE4473 RG8, RG213 CRIMP 23.95 22.27 20.60 19.16 
ATTACHMENT PE4474 RG9, RG214, RG225, RG393 CRIMP 23.95 22.27 20.60 19.16 
PE4475 RG14, RG217 CLAMP 23.95 22.27 20.60 19.16 
— PE4476 RG17, RG218 CLAMP 39.95 37.15 34.36 31.96 
PE4198 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 19.95 18.55 17.16 15.96 
PES477 RG55, RG142, RG223, RG400 CRIMP 19.95 18.55 17.16 15.96 
PE4478 RG58, RG141 CRIMP 19.95 18.55 17.16 15.96 
PE4479 RG59, RG62 CLAMP 21.95 20.41 18.88 17.56 


1_No. PE4183 
HN FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
-125 MOUNTING HOLES 
MOUNTING HOLE A08 


Model No. PE4229 

HN FEMALE, CLAMP 
ATTACHMENT FOR RG8, RG9, 
RG213, RG214, RG225 & 
RG393 


Model No. PE4230 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG8, 
RGS, RG213, RG214, RG225 


Model No. PE4480 

HN MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RGSS, 
RG58, RG141, RG142, RG223 
& RG400 


Model No. PE4481 

HN FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE G03 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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30 OHM N CONNECTORS | 


THESE CONNECTORS WILL NOT MATE WITH “75 OHM N” CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES (a as 

i wale Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 100 + 
picieuare PE4062 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $4.95 $4.60 $4.26 $3.96 
pant ert PE4132 RGB, RG9, RG11, RG213, RG214. RG225, RG393 CLAMP 5.95 | 5.53") Sd ae 
PE4430 RGB, RG213 CRIMP 7.95: (7.290) 6.ee ee 
PE4431 RG8X, PE-TO42RML CLAMP 7.95 7.39 6.0eh" 6.36 
PE4344 RG8X, PE-TO42RML CRIMP 8.95 8.32. 7.70 7:16 
PE4048 RG9, RG214, RG225; RG393 CRIMP 7.95 7.39 6.84 6.36 
PES221 RG14, RG217 CLAMP 17.95 16.69 15.44 14.36 
PE4O81 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 695 4.60 4.26 ° 3.96 
PE4042 RGSS, RG141, RG142, RG223, RG400 CRIMP 7.95 5 7-96) Pea tke 
PE4329 RGS8 CRIMP 7.95 7.39 6.84 6.36 
PEG331 RG59, RG62 CLAMP 8.95 8.32 7.70 7.16 
PE4432 RG59, RG62 CRIMP 7.95 7.39 6.848 6.36 
PE4224 RG174, RG188, RG316 CLAMP 9.95 9.25 8.56 7.96 
PE429 RG174, RG188, RG316 CRIMP 8.95 8.32 7.70 7.16 
PEQ647 RG178, RG196 CRIMP 11.95 11.11 10.28 9.56 
PE4433 RG218 CLAMP 32.95 30.64 28.34 26.36 
—) PE4434 RG401, PE-SR4O1AL, PE-SR401FL (.250" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 9.56 
1 | E4376 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) | SOLDER-PRECISION TYPE 19.95 18.55 17.16 15.96 
: : PE4006 RG402, PE-SR402AL, PE-SRG0Z2FL (.141" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 9.56 
/ PE4140 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER-PRECISION TYPE 13.95 12.97 12.00 11.16 
| | peaize RG405, PE-SR405AL, PE-SR40SFL (.085" SEMI-RIGID)  SOLDER/CLAMP 11.95 11.11 10.28 9.56 
i peq2z2 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID)  SOLDER-PRECISION TYPE 16.95 15.76 14.58 13.56 
PE4133 BELDEN 9913 & 9914, PE-B3199, PE-84199, PE-TOO4RML CLAMP 4.95 4.60 4.26 3.96 
PE4550 BELDEN 9913 & 9914. PE-B3199, PE-B4199. PE-TOO4RML CRIMP 7.95 7.39 6.84 6.36 
PE4934 PE-O47SR, PE-SRO47AL, PE-SROA7FL (.047" SEMI-RIGID) SOLDER 17:95 16.69 15.44 14.36 
PE44043 PE-TOOZRML CLAMP 7.95 7.39 6.84 6.36 
PEA4044 PE-TOOZRML CRIMP 8.95 8.32 7.70 7.16 
PE44045 PE-TOO3RML CLAMP 8.95" 6:32 ees 
PE44046 PE-TOOSRML CLAMP 17.95 16.69 15.44 14.36 
Ree ASSN TARE a RN Sa Sie ES LT SS 
atere tieee PE4136 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 13.95 12.97 12.00 11.16 
ang Boye PE4482 RGB, RG2i3 CRIMP 21.95 20.41 18.88 17.56 
pl onto: PES483 RG9, RG214, RG225, RG393 CRIMP 21.95 20.41 18.88 17.56 
. PE4135 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 11:95 11.11 10.28 9.56 
PE4484 RG55, RG141, RG142, RG223, RG400 CRIMP 15.95 14.83 13.72 12.76 
PE4485 RG58 CRIMP 15.95 14.83 13.72 12.76 
PE4935 RG401, PE-SR4O1AL, PE-SR401FL (.250" SEMI-RIGID)  SOLDER/CLAMP 17.95 16.69 15.44 14.36 
PE4936- RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PE4937 RG4OS, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PE4938 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 45.95 14.83 13.72 12.76 
PE4939 BELDEN 9913 & 9914. PE-B3199. PE-B4199, PE-TOO4RML CRIMP 24.95 23.20 21.46 19.96 
W FEMALE " PE4061 RGB, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 5.95° 8.53 (7 “Bde TE 

FOR CABLE » RGO, RG11, ' , , : . . . 
en PE4059 RG8, RG9, RG11, RG213, RG214. RG225. RG393 CLAMP 8.95 8.32 7.70 7.16 
PE4435 RGB, RG213 CRIMP 8.95 8.32°-7.980 7.16 
PE4191 RG, RG214, RG225, RG393 CRIMP 3.95. 8.32. (Re FE 
PE4645 RG14, RG217 CLAMP 21.95 20.41 18.88 17.56 
| PE4O72 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 8.95 8.32 7.70 7.16 
| PEA134 RGSS, RG14i, RG142, RG223, RG400 CRIMP 8.95 ° 8.32 <i) Fe ed AS 
PE4436 RG58 CRIMP 8.95 8.32 7.70 7.16 
PE4330 RG59, RG62 CLAMP 8.55 8.32 Re 
PE4437 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE4438 RG174, RG188, RG316 CRIMP 11.95 11.11 10.28 9.56 
PEG646 RG218 CLAMP 21.95 20.41 18.88 17.56 
PES439 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID)  SOLDER/CLAMP 13.95 12.97 12.00 11.16 
PE4138 RG402, PE-SR402AL. PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 9.56 
PE4652 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER-PRECISION TYPE 14.95 13.90 12.86 11.96 
PE4130 RG405, PE-SR405AL, PE-SR4OSFL (.085" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 9.56 
PE4653 RG405, PE-SR40SAL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER-PRECISION TYPE 14.95 13.90 12.86 11.96 
PE4945 PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 23.95 22.27 20.60 19.16 
PEQ372 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 6.95 6.46 5.98 5.56 
N FEMALE PE4223 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 13.95 12.97 12.00 11.16 
BULKHEAD PE940 RGB, RG2i3 CRIMP 17.95 16.69 15.44 14.36 
FOR CABLE PE941 RG9, RG214, RG225, RG393 CRIMP 17.95 16.69 15.44 14.36 
ATTACHMENT PES114 RGSS, RGSS, RG141, RG142, RG223, RG400 CLAMP 9.95 9.25 8.56 7.96 
PEQ371 RGSS, RG141, RG142, RG223, RG400 CRIMP 9.95 9.25 8.56 7.96 
PEG440 RG58 CRIMP 9.95 9.25 8.56 7.96 
PE4297 RG59, RG62 CLAMP 11.95 11.11 10.28 9.56 
PES441 RG174, RG188, RG316 CLAMP 11.95 11.11 10.28 9.56 
PE4442 RG174, RG188, RG316 CRIMP 14.95 13.90 12.86 11.96 
PE4942 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID)  SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4113 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 9.56 
PEG654 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER-PRECISION TYPE 16.95 15.76 14.58 13.56 
PE4443 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 11.95 11.11 10.28 156 
PE4655 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER-PRECISION TYPE 16.95 15.76 14.58 13.56 
PE4946 PE-O47SR, PE-SRO47AL, PE-SRO47FL (.047" SEMI-RIGID) SOLDER-PRECISION TYPE 25.95 24.13 22.32 20.76 
PE4943 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOOSRML CLAMP 14.95 13.90 12.86 11.96 
PESo4g BELDEN 9913 & 9914, PE-B3199, PE-B4199. PE-TOO4RML CRIMP 17.95 16.69 15.44 — 14.36 

USE MOUNTING HOLE 601 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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THESE CONNECTORS WILL NOT MATE WITH “75 OHM N” CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 
PRT CE 
Model_ No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 0-99 100 + 
N FEMALE PE4060 RG8, RG9, RG1I1, RG213, RG214, RG225, RG393 CLAMP $8.95 $8.32 $7.70 $7.16 
PANEL MOUNT PE44065 RG8, RG213 CRIMP 12.95 12.04 11.14 10.36 
FOR CABLE PE44066 RG9, RG214, RG225, RG393 CRIMP 12.95 12.04 11.14 10.36 
ATTACHMENT PE4141 RG55, RG5S8, RG141, RG142, RG223, RG400 CLAMP 8.95 8.32 7.70 7.16 
PE44068 RG55, RG141, RG142, RG223, RG400 CRIMP 12.95 12.04 11.14 10.36 
PE44069 RG58 CRIMP 12.95 12.04 11.14 10.36 
PE44070 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE44071 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE44072 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE44073 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
MOUNTING HOLE AOS 


Model No. PE4013 
N FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A05 


Model No.  PE4131 
N MALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE A05S 


Model No. PE4137 

N FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
HERMETICALLY SEALED 
MOUNTING HOLE G01 


Model No. PE4139 
N FEMALE BULKHEAD 
REAR MOUNT 

HALF MOON CONTACT 
MOUNTING HOLE G01 


a 


Model No. PE4487 

N FEMALE, PANEL MOUNT 
HERMETICALLY SEALED WITH 
O-RING, SOLDER CUP CONTACT 
MOUNTING HOLE A05 


= 


Model No. PE4492 

N FEMALE, PANEL MOUNT 
CAPTURED TAB CONTACT 
-100" LONG, .005" THICK 
BY .120" WIDE 
MOUNTING HOLE A05 


Model No. PE4328 

N FEMALE, PANEL MOUNT 
.590" EXTENDED DIELECTRIC 
1" SQ. FLANGE SIZE 

-384" DIELECTRIC DIAMETER 
-120" CONTACT DIAMETER 


1-24 25-49 
$4.95 $4.60 
er * 100 _+ 
4.26 $3.96 $6.36 


Model_No. PE4355 

N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC 
500" SQ. FLANGE SIZE 
-162" DIELECTRIC DIAMETER 
-050" CONTACT DIAMETER 


Model No. PE4486 
N FEMALE RIGHT ANGLE 

PANEL MOUNT, SOLDER CUP 
CONTACT, MOUNTING HOLE A05 


Model No. PE4444 

N FEMALE, PANEL MOUNT 
-590" EXTENDED DIELECTRIC 
-687" SQ. FLANGE SIZE 
-162" DIELECTRIC DIAMETER 
-050" CONTACT DIAMETER 


Model No. PE4488 
N FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


=f] 


1-24 25-49 1-24 2 
$10.95 At eines $10.18 
+2 = - 100 + 

9.42 8.76 9.42 2 


Mode] _No. PE4489 

N MALE BULKHEAD, FRONT 

© MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE GO1 


Model No. PE4490 

N MALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4491 

N MALE, PANEL MOUNT 

.330" EXTENDED DIELECTRIC 
MOUNTING HOLE AQ5 


Model No. PE44074 
N FEMALE, PRESS MOUNT 
-050" DIAMETER CONTACT 
MOUNTING HOLE F06 


lel No. P| 
N FEMALE, PRESS MOUNT 
TAB CONTACT .005" THICK 
BY .120" WIDE 

MOUNTING HOLE FO06 


Model No. PE44076 
N FEMALE, PRESS MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE F06 


Model No. PE44077 
N FEMALE, 2 HOLE PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE C04 


Model No. PE44078 
N FEMALE, 2 HOLE PANEL 
MOUNT, TAB CONTACT 

.005" THICK BY .120" WIDE 
MOUNTING HOLE C04 


Model No. PE44079 

N FEMALE, 2 HOLE PANEL 
MOUNT, .590" EXTENDED 
DIELECTRIC 

.384" DIELECTRIC DIAMETER 
-120" CONTACT DIAMETER 


{ MOUNTING HOLE C04 mas 
1-24 25-49 1-24 25.49 Sa eRel 


$7.95 $7.39 


$13.95 $12.97 | 
s 100 + 50-99 100 + } 
6.84 $6.36 $12.00 $11.16 T 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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30 OHM TNC CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
TNC MALE PE4088 RGB, RG9. RG1, RGZ13, RG214, RGZZ5, RGI93 CLAMP $9.95 $9.25 $8.56 A 
FOR CABLE PE4446 RGB, RG213 CRIMP 10.95 10.18 9.42 8.76 
ATTACHMENT PE44063 RGBX, PE TO42RML CLAMP 9.95 9.25 8.56 7.96 
PE4447 RG9, RG214, RG225, RG393 CRIMP 10.95 10.18 9.42 8.76 
PE4067 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 5.950) 5.835 6 ene re 
PE4047 RG55, RG141, RG142, RG223, RG400 CRIMP 5.95) 5.53. SIO age 
PE4156 RG58 CRIMP 5.95 "5.53 $.127 <° 0.76 
PE4154 RG59, RG62 CLAMP 6.95 6.46 5.98 5.56 
PE4071 RG59, RG62 CRIMP 5.95 5.53 5.12 4.76 
PE4303 RG174, RG188, RG316 CLAMP 8.95) 6: 8.32 ~ IO! 7.16 
PE4302 RG174, RG188, RG316 CRIMP 10.95 10.18 9.42 8.76 
PE4448 RG178, RG196 CLAMP 10.95 10.18 428.76 
PE4909 RG401, PE-SR401AL, PE-SR401FL (.250" SEMI-RIGID) DIRECT SOLDER 25.95 24.13 22.32 20.76 
PE4143 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 12.95 12.08 11.14 10.36 
PE4648 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 15.95 14.83 13.72 12.76 
PE4142 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER/CLAMP 12.95 12.04 11.14 10.36 
PE4649 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER 15.95 14.83 13.72 12.76 
PE4975 PE-O47SR, PE-SRO47AL, PE-SROA7FL (.047" SEMI-RIGID) DIRECT SOLDER 14.95 13.90 12.86 11.96 
PE4449 BELDEN 9913 & 9914, PE-B3199, PE-B4199, PE-TOO4RML CLAMP 11.95 11.11 10.28 9.56 
PE44061 PE-TOO2RML CLAMP 9.95 9.25 8.56 7.96 
PE44062 PE-TOOZRML CRIMP 9.95 9.25 8.56 7.96 
PE44064 PE-TOO3RML CLAMP 10.95 10.18 (9.42 8.76 
TNC MALE PE4146 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 19.95 18.55 17.16 15.96 
RIGHT ANGLE PE4054 RGSS, RG58, RG141, RG142, RG223, RG400 CLAMP 14.95 13.90 12.86 11.96 
FOR CABLE PE4450 RG55, RG141, RG142, RG223, RG400 CRIMP 12.95 12.08 11.14 10.36 
ATTACHMENT ) PE4451 RG5S8 CRIMP 12.95 12.04 11.14 10.36 
PE4452 RG59, RG62 CLAMP 15.95 14.83 13.72 12.76 
PE4453 RG59, RG62 CRIMP 12.95 12.04 11.14 10.36 
PE4454 RG174, RG188, RG316 CLAMP 12.95 12.04 11.14 10.36 
PE4455 RG174, RG188, RG316 CRIMP 13.95 12.97 12.00 11.16 
PE4456 RG178, RG196 CLAMP 15.95 14.83 13.72 12.76 
TNC FEMALE PE4155 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 19.95 18.55 17.16 15.96 
FOR CABLE PE4068 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 6.95 6.46 5.98 5.56 
ATTACHMENT PE4457 RG55, RG141, RG142, RG223, RG400 CRIMP 6.95. 6.45 5.08. 215,56 
PE4458 RGSB CRIMP 6.95 6.46 5.98 5.56 
PE4459 RG59, RG62 CRIMP 7.95 7.39 6.84 6.36 
PE4460 RG59, RG62 CLAMP 795° 7.38. 6.80 = S86 
PE4461 RG174, RG188, RG316 CLAMP 8.95 8.32)". 9.705 eb 
PE4462 RG174, RG188, RG316 CRIMP CS en (Meee o, eeme oT 
PE4463 RG178, RG196 CLAMP 9.95 9.25 8.56 7.96 
PES145 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 12.95 12.04 11.14 10.36 
PE4144 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 12.95 12.08 11.14 10.36 
TNC FEMALE PE4152 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 10.95 10.18 9.42 8.76 
BULKHEAD PE4153 RG55, RG141, RG142, RG223, RG400 CRIMP 9.95 9.25 8.56 7.96 
FOR CABLE PE4151 RG5S8 CRIMP 9.95. =: 935)" SSE 9.96 
ATTACHMENT PE4464 RG59, RG62 CLAMP 12.95 12.04 11.14 10.36 
PE4465 RG59, RG62 CRIMP 12.95 12.06 11.14 10.36 
PE4304 RG174, RG188, RG316 CLAMP 12.95 12.04 11.14 10.36 
PE4466 RG174, RG188, RG316 CRIMP 12.95 12.04 11.14 10.36 
PE4467 RG178, RG196 CLAMP 12.95 12.04 11.14 10.36 
PE4148 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER-PRECISION 36.95 34.36 31.78 29.56 
PE4150 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 15.95 14.83 13.72 12.76 
PE4147 RG405, PE-SR405AL, PE-SR40SFL (.085" SEMI-RIGID) | SOLDER-PRECISION 36.95 34.36 31.78 29.56 
PE4149 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 15.95 14.83 13.72 12.76 
USE MOUNTING HOLE BOG 


P 4 
TNC FEMALE, PANEL MOUNT 
#3-56 TAPPED HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A03 


Model No. PE4063 
TNC FEMALE BULKHEAD 


SOLDER CUP CONTACT 
MOUNTING HOLE BOS 


Model No. PE4306 


Tac FEMALE SULENE FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 


MOUNTING HOLE B04 af 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Model No. PE4065 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4066 
TNC FEMALE, PANEL MOUNT 


CLAMP ATTACHMENT FOR RG55, 
RG58, RG141, RG142, RG223 
& RG400 #3-56 TAPPED HOLES 
MOUNTING HOLE A03 


Model No. _PE4305 
TNC FEMALE BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B04 


2 


Mode] _No. _PE4471 

TNC FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


1-24 
$6.95 
$5.98 


Model No.  PE4: 
TNC FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
MOUNTING HOLE B06 


Model No. PE44 
TNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT 

MOUNTING HOLE A07 


TNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 25-49 
$15.95 $14.83 C 
50-99 100+ ff 
$13.72 $12.76 
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SEE PAGE 196 FOR MOUNTING HOLES 
PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
SHV PLUG PE4333 RGB, RGI, RG213, RGZ214, RG225, RG393 CLAMP $20.95 $19.48 $18.02 $16.76 
FOR CABLE PE4496 RG8, RG213 CRIMP 20.95 19.48 18.02 16.76 
ATTACHMENT PE4349 RG9, RG214, RG225, RG393 CRIMP 20.95 19.48 18.02 16.76 
PE4316 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 13.95 12.97 12.00 11.16 
PE4497 RG55, RG141, RG142, RG223, RG400 CRIMP 20.95 19.48 18.02 16.76 
PE4194 RG58 CRIMP 20.95 19.48 18.02 16.76 
PE4100 RG59, RG62 CLAMP 13.95 12.97 12.00 11.16 
PE4343 RGS59, RG62 CRIMP 20.95 19.48 18.02 16.76 
PE4498 RG174, RG188, RG316 CLAMP 20.95 19.48 18.02 16.76 
nn ee UU UUE EEE aI UIE SIND SEER ERE SEER REESE 
SHV JACK Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
BULKHEAD PE44049 RGB, RG9, RG213, RG214, RG225, RG393 CLAMP $29.95 $27.85 $25.76 $23.96 
FOR CABLE PE44080 RG55, RG5S8, RG141, RG142, RG223, RG400 CLAMP 25.95 24.13 22.32 20.76 
ATTACHMENT PE4315 RG59, RG6Z2 CLAMP 25.95 24.13 22.32 20.76 
PE44093 RG174, RG188, RG316 CLAMP 26.95 25.06 23.18 21.56 


Model No. PE4239 : 
SHV JACK BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
_ MOUNTING HOLE B04 


Model No. PE4500 
SHV JACK BULKHEAD, FRONT 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4499 
SHV JACK BULKHEAD, REAR 

MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No. PE4501 
SHV JACK, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE Al15 


Model No. PE44118 
SHV PLUG BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B04 


“75 OHM N” CONNECTORS 


THESE CONNECTORS WILL NOT MATE WITH STANDARD “SO OHM N” CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 
PRICE 
"75 OM NH” Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
MALE FOR PEQSO7 RG6 CLAMP $11.95 $11.11 $10.28 $9.56 
CABLE PE4508 RG6 CRIMP 12.95 12.04 11.14 10.36 
ATTACHMENT PE4SO9 RG11, RG144, RG216 CLAMP 11.95 11.11 10.28 9.56 
PE4510 RG11, RG144, RG216 CRIMP 12.95 12.04 11.14 10.36 
PE4511 RGSS, RG62 CLAMP 11.95 11.11 10.28 9.56 
PEGS12 RG59, RG62 CRIMP 12.95 12.04 11.14 10.36 
PE4S13 RG179, RG187 CLAMP 11.95 11.11 10.28 9.56 
PE4656 RG179. RG187 CRIMP 13.95 12.97 12.00 11.16 
oe woe PEAS14 RG6 CLAMP 13.95 12.97 12.00 11.16 
Sy PE4515 RG11, RG144, RG216 CLAMP 13.95 12.97 12.00 11.16 
ae PE4516 RGS9, RG62 CLAMP 13.95 12.97 12.00 11.16 


Model No. _PE4502 
"75 OHM N" MALE, RIGHT 
ANGLE, CLAMP ATTACHMENT 


Model No. PE4! 
"75 OHM N" FEMALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A05 


Model No. PE4504 

"75 OHM N" MALE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE A05S 


Model No. PE4505 
"75 OHM N" FEMALE BULKHEAD 
FRONT MOUNT, SOLDER CUP 

CONTACT, MOUNTING HOLE GO1 


Model No. PE4506 

"75 OHM N" FEMALE BULKHEAD 
FRONT MOUNT, SOLDER CUP FOR 
CONTACT, MOUNTING HOLE FOS 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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lel No. PE4231 
SC MALE, CRIMP ATTACHMENT 
FOR RG55, RG141, RG142, 
RG223 & RG400 


1-24 25-49 
$32.95 $30.64 
50-99 100 + 
$28.34 $26.36 


Model No. PE4976 
SC MALE, CLAMP ATTACHMENT 
FOR RG14 & RG217 


Model No. PE4981 

3.5mm MALE, SOLDER/CLAMP 
ATTACHMENT FOR RG402, 
PE-SR402AL & PE-SR402FL 


1-24 25-49 | 
$49.95 $46.45 | 
0-99 100 + 

$42.96 $39.96 
Model No. PE4986 


3.5mm FEMALE BULKHEAD 
SOLDER/CLAMP ATTACHMENT 
FOR RG405, PE-SR405AL & 
PE-SR405FL 
MOUNTING HOLE B02 


i1- 25-49 
$49.95 $46.45 
50-99 100 + 
42.96 $39.96 


Model No. PE44272 
SMP FEMALE, SOLDER 


ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


1-24 25-49 
$11.95 $11.11 
cd 


50-99 100 + 
$10.28 $9.56 2 
Model No. PE4233 


GR874, CRIMP ATTACHMENT 
FOR RG55, RGS8, RG141, 


SC CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4232 

SC MALE, CRIMP ATTACHMENT 
FOR RG9, RG214, RG225 & 
RG393 


1-24 
$35.95 

50-99 
$30.92 


Model No. PE4977 
SC MALE, CLAMP ATTACHMENT 
FOR RG218 


25-49 


1-24 

$49.95 $46.45 
50-99 10 

$42.96 $39.96 


Model No. PE4322 
SC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE Al3 


Model No. PE4978 

SC MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR 
RG55, RG58, RG141, RG142, 
RG223 & RG400 


Model No. PE4519 


FOR RG55, RG58, RG141, 
RG142, RG223 & RG400 


> 
©. 
a 
0 


SC MALE, RIGHT ANGLE 
CLAMP ATTACHMENT FOR RG8, 
RG9, RG213, RG214, RG225 


SC MALE, CLAMP ATTACHMENT 


Model No. PE4520 

SC MALE, CLAMP ATTACHMENT 
FOR RG8, RG9, RG213, RG214, 
RG225 & RG393 


1 No. 
SC FEMALE, BULKHEAD 
HERMETICALLY SEALED 
MOUNTING HOLE Bll 


3.5mm CONNECTORS (SEE PAGE 196 FOR MOUNTING HOLES) 


Model No. PE4982 

3.5mm MALE, SOLDER/CLAMP 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


25-49 | 
aes 


Model No. _PE4050 
BANANA PLUG WITH SOLDER 
TURRET TERMINALS 


1-24 25-49 - 
$3.95 $3.67 
50-99 100 + 
$3.40 $3.16 


Model No. PE4983 


Model No. PE4984 


1 No.  PE4 


3.5mm FEMALE, SOLDER/CLAMP | 3.5mm FEMALE, SOLDER/CLAMP | 3.5mm FEMALE BULKHEAD 


ATTACHMENT FOR RG402, 
PE-SR402AL & PE-SR402FL 


1-24 25-49 


$49.95 $46.45 
50-99 100 + 
$42.96 $39.96 

Model No. PE4089 


BANANA PLUG, CRIMP 
ATTACHMENT FOR RG55, 


RG142, RG223 & RG400 
1-24 25-49 ( 
$4.95 $4.60 Ba 
0-99 100 + 


$4.26 $3.96 


Model No. PE44273 
SMP FEMALE, SOLDER 


ATTACHMENT FOR PE-047SR, 
PE-SRO47AL & PE-SRO47FL 


Model No. PE44274 

SMP FEMALE, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
PE-047SR, PESROA7AL & 
PE-SRO47FL 


1-24 25-49 -24 25-4! 
$11.95 $11.11 $16.95 $15.76 
50-99 100 + 50- 100 + 
$10.28 $9.56 $14.58 $13.56 
GR874 CONNECTORS 
Model No. PE4 Model No. PE4352 


Model No. _PE4348 
GR874 REBUILD KIT, BODY, 
CONTACT, INSULATOR & 


Model No. PE4352 
GR874, CRIMP ATTACHMENT 
FOR RG9, RG214, RG225 


ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


Model No. PE4301 
BANANA PLUG, CRIMP 
ATTACHMENT FOR RG58 


SOLDER/CLAMP ATTACHMENT 
FOR RG402, PE-SR402AL & 
J 


PE-SR402FL 
MOUNTING HOLE B02 
1-24 25-49 
$79.95 $74.35 
50-99 + 
$68.76 $63.96 


Model No. PE44145 
BANANA PLUG, CRIMP 
ATTACHMENT FOR RG174, 


P 


RG188 & RG316 
1-24 25-4 t 1-24 25-49 
$4.95 $4.60 el. $6.95 $6.46 a 
50-99 100 + 50-99 ‘ 
$4.26 $3.96 $5.98 $5.56 
Model No. _PE44275 PLEASE CONTACT OUR 
SMP FEMALE, RIGHT ANGLE 
SOLDER ATTACHMENT FOR ENGINEERING DEPARTMENT 
RG405, PE-SR40SAL & — 
emer ig FOR ALL YOUR SPECIAL 
REQUIREMENTS AT 
1-24 : 
$16.95 $15.76 . 
‘50. 1 (949) 261-1920. 
$14.58 $13.56 
Mode] No. PE4 


SSMA MALE, SOLDER 
ATTACHMENT FOR RG174, 


Model No. PE4199 
SSMA MALE, SOLDER 
ATTACHMENT FOR 


RG142, RG223 & RG400 RETAINING NUT ONLY & RG393 RG188 & RG316 RG178 & RG196 
| — 
tt | | / 

1-24 25-49 1-24 25-49 | 1-24 25-49 Loo 1-24 25-49 1-24 25.49 
$49.95 $46.45 $24.95 $23.20 | [$49.95 $46.45 $12.50 $11.63 $11.95 $11.11 
50-99 100 + 50-99 100 +[~ ) | 50-99 100 + 50-99 100 + 50-99 + 
$42.96 $39.96 $21.46 $19.96| | | $42.96 $39.96 $10.75 $10.00 $10.28 $9.56 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. PE4896 
MMCX PLUG, CRIMP 
ATTACHMENT FOR RG174, 
RG188 & RG316 


Model No. PE4901 
MMCX JACK, CRIMP 
ATTACHMENT FOR RG174, 


RG188 & RG316 
1:24 25-49 
$8.95 $8.32 


50-99 
$7.70 $7.16 


del No. PE41 
LC FEMALE, PANEL MOUNT 
MOUNTING HOLE A12 


Model No. PE4017 
SSMB PLUG, CRIMP 
ATTACHMENT FOR RG174, 
RG179, RG188 & RG316 


SSMB JACK BULKHEAD, CRIMP 


ATTACHMENT FOR RG178 & 


RG196, MOUNTING HOLE B10 


1-24 25-49 
$11.95 $11.11 
50-99 100 + 
$10.28 $9.56 


MMCX CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4897 
MMCX PLUG, CRIMP 
ATTACHMENT FOR RG178 
& RG196 


Model No. PE4902 
MMCX JACK, CRIMP 


ATTACHMENT FOR RG178 


& RG196 a 


Model No. PE4323 
LC MALE, CLAMP ATTACHMENT 


FOR RG2i8 & RG219 , 


Model No. PE4898 

MMCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG174, RG188 & RG316 


Model No. PE4903 
MMCX JACK, RIGHT ANGLE 
P.C. MOUNT, .115" LEGS 
MOUNTING HOLE DO3 


Model No. PE4899 

MMCX PLUG, RIGHT ANGLE 
CRIMP ATTACHMENT FOR 
RG178 & RG196 


Model No. PE4904 

MMCX JACK, P.C. MOUNT 
-115" LEGS 

MOUNTING HOLE 003 


LC CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4563 
LC MALE, CLAMP ATTACHMENT 
FOR RG217 


Model No. PE4564 

LC MALE, CLAMP ATTACHMENT 
FOR RG8, RGI, RG213, 
RG214, RG225 & RG393 


4 SSMB CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE4019 
SSMB PLUG, CRIMP 
ATTACHMENT FOR RG178 & 


Model No.  PE433. 
SSMB JACK BULKHEAD, REAR 
MOUNT, MOUNTING HOLE B10 


Model No. PE4334 
SSMB PLUG, RIGHT ANGLE 


RG179, RG188 & RG316 


Model No. PE4339 
SSMB JACK BULKHEAD, FRONT 
MOUNT, MOUNTING HOLE B10 


Model No. PE4335 
SSMB PLUG, RIGHT ANGLE 


CRIMP ATTACHMENT FOR RG174,) CRIMP ATTACHMENT FOR RG178 


& RG196 


Model No. PE4340 


SSMB JACK, PRINTED CIRCUIT 


MOUNT, MOUNTING HOLE D03 


122 


Model No. PE4900 

MMCX PLUG, RIGHT ANGLE 
SOLDER ATTACHMENT FOR 
RG405, PE-SR405AL & 
PE-SR405FL 


Model No. 


PE4905 
MMCX PLUG, P.C. MOUNT 


+115" LEGS 
MOUNTING HOLE DO3 


1-24 25-49 
$7.95" $7.39 
50-99 100 + 
$6.84 $6.36 


Model No. PE4565 


LC MALE, CLAMP ATTACHMENT 
FOR RGSS, RGS8, RG142, 
RG223 & RG400 


Model No. PE4336 

SSMB JACK, BULKHEAD 
CRIMP ATTACHMENT FOR 
RG174, RG179, RG188 & 
RG316, MOUNTING HOLE B10 


Model No. PE4341 
SSMB JACK, RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 
MOUNTING HOLE DO3 


PASTERNACK ENTERPRISES 
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123 SMB AND SMC CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE AND “75 OHM TYPES” 


Connectors in this catalog that are identified as being SMB are 50 OHM "SNAP ON" connectors that interface with M39012 SMB connectors. 

Those connectors that are indentified as being SMC are 50 OHM “SCREW ON" connectors that interface with M39012 SMC connectors. Those 4 
connectors identified as being "75 OHM SMB" or "75 OHM SMC” connectors are 75 OHM connectors that are larger than M39012 SMB and SMC f 
connectors; thus they will NOT mate with the 50 OHM SMB and 50 OHM SMC connectors or "MINI 75 OHM SMB” connectors. Those connectors 
identified as being "MINI 75 OHM SMB" connectors are smaller than the standard "75 OHM SMB" connectors; thus they will NOT mate with 

standard "75 OHM SMB”; but they will mate to 50 OHM SMB connectors. 


CONNECTOR SEX: Unlike most other series of coaxial connectors, in the SMB, SMC, "75 OHM SMB” and "75 OHM SMC" series, the PLUG contains the 


FEMALE contact and the JACK contains the MALE contact. PRICE 
Model No. CONNECTOR SERIES FITS MIL SPEC AND EQUIVALENT CABLES 1-24 25-49 30-29 }00 + 
PLUG, CRIMP PE4523 SMB RG58 $9.95 9.25 56 7.96 
ATTACHMENT PE4593 SMB RG55, RG142, RG223, RG400 9.95 9.25 8.56 7.96 
PE4046 SMB RG174, RG188, RG316 6.00 5.58 5.16 4.80 © 
PE4080 SMB RG178, RG196 8.95 8.32 7.70 7.16 © 
PE4558 SMC RG58 9.95 9.25 8.56 7.96 | 
SMC RG55, RG142, RG223, RG400 9.95 9.25 8.56 7.96 
SMC RG174, RG188, RG316 6.00 5.58 5.16 4.80 
SMC RG178, RG196 8.95 8.32, 7.70 7.16 
"75 OHM SMB” RS59, RG62 11.95 11.11 10.28 9.56 
"75 OHM SMB" RG179, RG187 9.95 9.25 8.56 7.96 
"75 OHM SMB” RG180, RG195 9.95 9.25 8.56 7.96 
"75 OHM SMC" RG59, RG62 11.95 11.11 10.28 9.56 
"75 OHM SMC" RG179, RG187 9.95 9.25 8.56 7.96 
"75 OHM SMC" RG180, RG195 9.95 9.25 8.56 7.96 
"MINI 75 OHM SMB" RG179, RG187 8.95 8.32 7.70 7.16 
"MINI 75 OHM SMB” RG59, RG62 10.95 10.18 9.42 8.76 | 
PLUG, CLAMP PE4200 SMB RG174, RG188, RG316 6.95 -46 5.98 5.56 
ATTACHMENT PE4250 SMB RG178, RG196 6.95 6.46 5.98 5.56 
PE4356 SMB RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 7.95 7.39 6.84 6.36 
PE4201 SMC RG174, RG188, RG316 6.95 6.46 5.98 5.56 
PE4202 \ SMC RG178, RG196 6.95 6.46 5.98 5.56 
PE4357 SMC RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID)) 7.95 7.39 6.84 6.36 
PE4203 "75 OHM SMB" RG59, RG62 10.95 10.18 9.42 8.76 
PE4257 “75 OHM SMB" RG179, RG187 10.95 10.18 9.42 8.76 
PE4258 "75 OHM SMC" RG59, RG62 10.95 10.18 9.42 8.76 
CoA PE4259 "75 OHM SMC” RG179, RG187 : 10.95 10.18 9.42 8.76 
PLUG, RIGHT PE4522 SMB RG58 1.95 3.1 Oe 9.56 
ANGLE, CRIMP PE4595 SMB RG55, RG142, RG223, RG400 11.95 11.11 10.28 9.56 
ATTACHMENT PE4052 SMB RG174, RG188, RG316 8.95 8.32 7.70 7.16 
SMB RG178, RG196 8.95 8.32 7.70 7.16 
SMC RG58 11.95 11.11 10.28 9.56 
SMC RG55, RG142, RG223, RG400 11.95 11.11 10.28 9.56 
SMC RG174, RG188, RG316 i 8.95 8.32 7.70 7.16 
SMC RG178, RG196 8.95 8.32 7.70 7.16 
"75 OHM SMB” RG179, RG187 12.95 12.04 11.14 10.36 
"75 OHM SMB" RG180, RG195 E 12.95 12.04 11.14 10.36 
"75 OHM SMC" RG179, RG187 12.95 12.04 11.14 10.36 
"75 OHM SMC" RG180, RG195 12.95 12.04 11.14 10.36 
“MINI 75 OHM SMB” RG179, RG187 10.95 10.18 9.42 8.76 
"MINI 75 OHM SMB” RG59, RG62 y 12.95 12.04 11.14 10.36 
PLUG, RIGHT PE4260 SMB RG174, RG188, RG316 7.95 7.39 6.84 6.36 
ANGLE, CLAMP PE4261 SMB RG178, RG196 7.95 7.39 6.84 6.36 
ATTACHMENT PE4358 SMB RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 7.95 7.39 6.84 6.36 
[ | PE4262 SMC RG174, RG188, RG316 7.95 7.39 6.84 6.36 
t | PE4263 SMC RG178, RG196 7.95 7.39 6.84 6.36 . 
PE4359 SMC RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 7.95 7.39 6.84 6.36 
PE4264 "75 OHM SMB" RG59, RG62 12.95 12,04 11.14 10.36 © 
PE4265 "75 OHM SMB” RG18Q, RG195 12.95 12.04 11.14 10.36 
PE4266 "75 OHM SMC” RG59, RG62 12.95 12.04 11.14 10.36 | 
PE4267 "75 OHM SMC” RG180, RG195 12.95 12.04 11.14 10.36 
JACK, CRIMP PE4096 SMB RG174, RG188, RG316 6.95 6.46 5.98 5.56 
ATTACHMENT PE4926 SMB RG178, RG196 6.95 6.46 5.98 5.56 
SMC RG174, RG188, RG316 6.95 6.46 5.98 5.56 
SMC RG178, RG196 6.95 6.46 5.98 5.56 
"75 OHM SMB” RG179, RG187 11:95 11.11 10.28 9.56 
Hy "75 OHM SMB" RG180, RG195 11.95 11.11 10.28 9.56 
"75 OHM SMC” RG179, RG187 11.95 11.11 10.28 9.56 
ai PE4164 "75 OHM SMC” RG180, RG195 11.95 11.11 10.28 9.56 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SMB AND SMC CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE AND “75 OHM TYPES” 


(CONTINUED) ae 
CK, CLAMP Model No. CONNECTOR SERIES FITS MIL SPEC AND EQUIVALENT CABLES 1-2 25-49 50-99 100+ 
‘ACHMENT PE4268 SMB RG174, RG188, RG316 $7.95 $7.39 $6.84 $6.36 
PE4269 SMB RG178, RG196 7.95 7.39 6.84 6.36 
PE4360 SMB RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 8.95 8.32 7.70 7.16 
PE4270 SMC RG174, RG188, RG316 : 7.95 7.39 6.84 6.36 
PE4271 SMC RG178, RG196 7.95 7.39 6.84 6.36 
PE4361 SMC RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 8.95 8.32 7.70 7.16 
PE4272 "75 OHM SMB” RG5S9, RG62 3.95 12.97 12.00 11.16 
PE4928 "75 OHM SMB” RG179, RG187 13.95 12.97 12.00 11.16 
PE4273 "75 OHM SMB" RG180, RG195 13.95 12.97 12.00 11.16 
PE4274 "75 OHM SMC" RG59, RG6Z 13.95. 12.97 12.00 11.16 
| PE4929 "75 OHM SMC” RG179, RG187 13.95 12.97 12.00 11.16 
PE4275 "75 OHM SMC” RG180, RG195 13.95 12.97 12.00 11.16 
ACK, BULKHEAD PE44048 SMB RG55, RG142, RG223, RG400 10.95 10.18 9.42 8.76 
RIMP PE44094 SMB RGSS 10.95 10.18 9.42 8.76 
TTACHMENT PE4097 SMB RG174, RG188, RG316 7.95 7.39 6.84 6.36 
PE4364 SMB RG178, RG196 7.95 7.39 6.84 6.36 
PE44047 SMC RG55, RG142, RG223, RG400 10.95 10.18 9.42 8.76 
PE44095 SMC RGS8 10.95 10.18 9.42 8.76 
PE4095 SMC RG174, RG188, RG316 7.95 7.39 6.84 6.36 
PE4365 ~ SMC RG178, RG196 50 cm wouNTiNG HOLE 75 om MOUNTING WLE 7.95 7.39 6.84 6.36 
PE4255 "75 OHM SMB" RG179, RG187 11.95 11.11 10.28 9.56 
PE4165 "75 OHM SMB” RG180, RG195 a 11.95 11.11 10.28 9.56 
PE4256 "75 OHM SMC” RG179, RG187 11.95 11.11 10.28 9.56 
PE4166 "75 OHM SMC” RG180, RG195 a7 ae 11.95 11.11 10.28 9.56 
PE4276 SMB RG174, RG188, RG316 7.95 7.39 6.84 6.36 
noe aoe a PE4277 SMB RG178, RG196 7.95 7.39 6.84 6.36 
TTACHMENT PE4362 SMB RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 9.95 9.25 8.56 7.96 
PE4278 SMC RG174, RG188, RG316 7.95 7.39 6.84 6.36 
PE4279 SMC RG178, RG196 7.95 7.39 6.84 6.36 
PE4363 SMC RG405, PE-SR405AL, PE-SR405FL(SEMI-RIGID) 9.95 9.25 8.56 7.96 
PE4280 "75 OHM SMB" RGSS ROG ZS ca vent secant note? os ean iourrina (anes 15295. hoe 14-83 eed 392 212-76 
PE4925 "75 OHM SMB” RG179, RG187 15.95 14.83 13.72 12.76 
PE4281 "75 OHM SMB" RG180, RG195 a ay 15.95 14.83 13.72 12.76 
PE4282 "75 OHM SMC" RG59, RG62 i 15.95 14.83 13.72 12.76 
PE4906 "75 OHM SMC" RG179, RG187 an YE. 15.95 14.83 13.72 12.76 
PE4283 "75 OHM SMC” RG180, RG195 15.95 14.83 13.72 12.76 
ACK, BULKHEAD PE4167 SMB 50 OHM MOUNTING HOLE 75 OHM MOUNTING HOLE 4.00 3.72 3.44 3.20 
ECEPTACLE, PE4107 SMC 4.00 3.72 3.44 3.20 
EAR MOUNT, PE4168 "75 OHM SMB" Ae oe 8.95 8.32 7.70 7.16 
OLDER CUP PE4169 "75 OHM SMC” 8.95 8.32 7.70 7.16 
ONTACT 
477 297 
ACK, BULKHEAD PE4170 SMB 50 OHM MOUNTING HOLE 75 OHM MOUNTING HOLE 4.00 3.72 3.44 3.20 
ECEPTACLE, PE4171 SMC 4.00 3.72 3.44 3.20 
RONT MOUNT, PEQ172 "75 OHM SMB" ig au 8.95 8.32 7.70 7.16 
OLDER CUP PE4173. Cc "75 OHM SMC" 8.95 8.32 7.70 7.16 
NTACT 
a77 297 
ACK, RIGHT ANGLE PE4284 SMB 50 OHM MOUNTING HOLE 75 OHM MOUNTING HOLE 9.95 9.25 8.56 7.96 
LKHEAD PE4285 SMC 9.95 9.25 8.56 7.96 
ECEPTACLE, PE4286 "75 OHM SMB" ae si, 21.95 20.41 18.88 17.56 
RONT MOUNT, PE4287 "75. OHM SMC" 21.95 20.41 18.88 17.56 
OLDER CUP 
ONTACT a7 aot 
LUG, BULKHEAD PE4288 SMB 50 OHM MOUNTING HOLE 75 OHM MOUNTING HOLE 6.95 6.46 5.98 5.56 
ECEPTACLE, PE4289 SMC 6.95 6.46 5.98 5.56 
(ONT MOUNT, PE4290 "75 OHM SMB” 495 330 18.95 17.62 16.30 15.16 
DLDER CUP PE4291 "75 OHM SMC" 18.95 17.62 16.30 15.16 
ONTACT 
| a77 297 
ACK, PRINTED PEQ174 SMB 50 & 75 OHM "MINI 75 OHM" 4.00 3.72 3.44 3.20 
[RCUIT PES175 SMC F 4.00 3.72 3.44 3.20 
DUNT PE4110 "75 OHM SMB" Sa. | Sa. 7.95 7.39 6.84 6.36 
PE4176 "75 OHM SMC” ) ® 7.95 7.39 6.84 6.36 
PE4997 "MINI 75 OHM SMB" 1, if eee Ate 7.95 7.39 6.84 6.36 
) <4 HOLES? Coogee” 4 HOLES? 
® @ 6 © 
ACK, RIGHT ANGLE PE4177 SMB 50 & 75 OHM "MINI 75 OHM" 5.95 5.53 5.12 4.76 
RINTED CIRCUIT PE4178 SMC 5.95 5.53 5.12 4.76 
NT PE4179 "75 OHM SMB” aa = 11.95 11.11 10.28 9.56 
PE4180 "75 OHM SMC” @ ® 11.95 11.11 10.28 9.56 
PE4998 "MINI 75 OHM SMB" oc 7g i en ee ree 11.95 11.11 10.28 9.56 
<4 HOLES> ae (4 HOLES) 
® @® ® ® 
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125 SMB AND SMC CONNECTORS 


STANDARD 50 OHM M39012 INTERFACE AND “75 OHM TYPES” 


(CONTINUED) 
PrL CE 
PLUG, RIGHT ANGLE Model No. CONNECTOR SERIES MOUNTING HOLES 1-24 25-49 50-99 100+ 
PRINTED CIRCUIT PE4245 SMB 9.95 9.25 8.56 7.96 
MOUNT PE4246. SMC zi TYP. a ee 13.95 12.97 12.00 11.16 
PE4292 "75 OHM SMB" Pas eaten 21.95 20.41 18.88 17.56 
PE4293 "75 OHM SMC" orbitoe Sy Paupicies 21.95 20.41 18.88 17.56 
@ & 
PLUG, PRINTED ; MOUNTING HOLES 
CIRCUIT MOUNT PE4366 SMB 5.95 5.53 5.12 4.76 
PE4367 SMC rat ie a 5.95 5.53 5.12 4.76 
PE4368 "75 OHM SMB" Be EP Nye 18.95 17.62 16.30 15.16 
PE4369 75 OHM SMC ovine ogy beth 18.95 17.62 16.30 15.16 
e & i 
JACK, SURFACE PE44119 SMB $4.95 $4.60 $4.26 $3.96 
MOUNT PE44120 SMC 4.95 4.60 4.26 3.96 
5.98 5.56 


JACK, RIGHT PE44121 SMB 6.95 


ANGLE, SURFACE PEG4122 
MOUNT > 
| | [ 


JACK, BULKHEAD PE44123 50 OHM "MINI 75 OHM" 9.95 9.25 8.56 7.96 
P.C. MOUNT PE44124 9.95 9.25 8.56 7.96 
PE44125 oRINI 75 OHM SMB" ped a 9.95 9.25 8.56 7.96 


Pw 0460 
ors “ Tires: =" oe x. HOLES? 


JACK, BULKHEAD PE44126 SMB 50 OHM “MINI 75 OHM" 11.95 11.11 10.28 9.56 
RIGHT ANGLE PE44127 SMC 11.95 11.11 10.28 9.56 
P.C. MOUNT PE44128 "MINI 75 OHM SMB" 11.95 11.11 10.28 9.56 
Py 
BF ome Ss gq 0520 
« MES) pe (4 HOLES) 
® @ ® @® 

JACK, END LAUNCH PE44129 9.95 9.25 8.56 7.96 
FOR .062” THICK PE44130 9.95 9.25 8.56 7.96 
BOARD, ROUND PE44131 Ea 75 OHM SMB" 9.95 9.25 8.56 7.%6 
CONTACT 
JACK, END LAUNCH PE44132 SMB 9.95 9.25 8.56 7.% 
FOR .042" THICK PE44133 SMC 9.95 9.25 8.56 7.96 
BOARD, ROUND PE44134 “MINI 75 OHM SMB” 9.95 9.25 8.56 7.% 
CONTACT 

| 
JACK, END LAUNCH PE44135 SMB 9.95 9.25 8.56 7.96 
FOR .062" THICK PE44136 SMC 9.95 9.25 8.56 7.96 
BOARD, TAB 
CONTACT 

f 1 | f — 

7 uy | it 2 >] 

/ | i 

U U U 
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SMB AND SMC CONNECTORS 126 


STANDARD 50 OHM M39012 INTERFACE AND “75 OHM TYPES” 


; CONTINUED PRICE 

JACK, END LAUNCH Model_No. CONNECTOR SERIES ( ) 1-24 25-49 50-99 100 + 
Saher tee PE44137 SMB 9.95 9.25 8.56 7.96 

, PE44138 SMC ; : a8 8. ‘ 
arn 9.95 9.25 8.56 7.96 
ee 
JACK, 2 HOLE PE44139 SMB MOUNTING HOLE 9.95 9.25 8.56 7.96 
FLANGE, SOLDER PE44140 SMC 9.95 9.25 8.56 7.96 
CUP CONTACT PE44141° "MINI 75 OHM SMB” 9.95 9.25 8.56 7.96 

ny 
(2 HOLES) 
JACK, 4 HOLE PE44142 SMB MOUNTING HOLE 9.95 9.25 8.56 7.96 
FLANGE, SOLDER PE4414 SMC 373 Y % i 
Sage + t= 143 9.95 9.25 8.56 7.96 
2936 

nn nn nnn SSS SSS SSS 


“D SUBMINIATURE COAXIAL CONTACTS 


This series of coaxial contacts fits D Subminiature rectangular shells and are interchangeable with contacts manufactured by other companies. 


CRIMP ATTACHMENT | SOLDER ATTACHMENT PRICE 
Model No. Model No. FITS MIL SPEC AND EQUIVALENT CABLE 1-24 25-49 50-99 + 
STRAIGHT RECEPTACLE PE4837 PE4838 RG55, RG142, RG223, RG400 $6.95 $6.46 $5.98 $5.56 
PE4800 PE4804 RG5S8, RG141, RG303 S(9572 5.53 1-55.12 al 76 
PE4801 PE4805 RG174, RG187, RG188, RG316 5.950 5.53 5.12. 4.96 
PE4802 PE4806 RG178, RG196 5.05 4er 52530 (5.126. 076 
PE4803 PE4807 RG180, RG195 5.950) 5.53 5-12 018.76 
PE4839 RG402, PE-SR402AL, PE-SR402FL 7.95 9227535 Fo 6.84 sb. 36 
PE4840 RG405, PE-SR405AL, PE-SR405FL 7.95 -» 7.39) 6, B4co0 6.36 
PE4841 PE-O47SR, PE-SRO47AL, PE-SRO47FL 8.95. 8.32 7.78. “7.16 
STRAIGHT PLUG PE4842 PE4843 RG55, RG142, RG223, RG400 $295 98.32 f=" 7270.7 16 
PE4808 PE4812 RG58, RG141, RG303 7.95 ..7717:30™ ak 84 6.36 
PE4809 PE4813 RG174, RG187, RG188, RG316 7.95 7.39 6.84 6.36 
PE4810 PE4814 RG178, RG196 7.95 °° 3.39." 6.880" 6.36 
PE4811 PE4815 RG180, RG195 7:95) 2.7 39 6.84 e636 
PES844 RG402, PE-SR402AL, PE-SR402FL 9.95 9.25 8.56). 7.96 
PE4B45 RG405, PE-SR405AL, PE-SR40SFL 9.95 9.25 8.56 7.96 
PE4846 PE-047SR, PE-SRO47AL, PE-SRO47FL 10.95 10.18 9.42 8.76 
RIGHT ANGLE PE4847 PE4848 RG55, RG142, RG223, RG400 8952's 32s 7.7042 7,16 
RECEPTACLE PE4816 PE4820 RG58, RG141, RG303 7:95 37:30 516.6455 6.36 
PE4817 PE4821 RG174, RG187, RG188, RG316 te re wee cen 
PE4818 PE4822 RG178, RG196 7.95 47530 Gun 6,88 0s 6:36 
PE4819 PE4823 RG180, RG195 TS oe 7539s 6.BRS 6°36 
PE4849 RG402, PE-SR402AL, PE-SR402FL 11.95 11.11 10.28 9.56 
PE44033 RG405, PE-SR405AL, PE-SR40SFL 11.95 11.11 10.28 9.56 
PE44034 PE-047SR, PE-SRO47AL, PE-SROA47FL 12.95 12.04 11.14 10.36 
RIGHT ANGLE PE44035 PE44036 RG5S, RG142, RG223, RG400 S95 8532. 7.7000 7.16 
PLUG PE4824 PE4828 RG58, RG141, RG303 7.95 7.39 6.86 6.36 
PE4825 PE4829 RG174, RG187, RG188, RG316 759550". 7539" 6.84: — 6236 
PE4826 PE4830 RG178, RG196 7.95 => 7.39. 6.84 6.36 
PE4827 PE4831 RG180, RG195 72955-1739" 6.84 = 6.36 
PE44037 RG402, PE-SR402AL, PE-SR402FL 14.95 13.90 12.8 11.96 
PE44038 RG405, PE-SR405AL, PE-SR405FL 14.95 13.90 12.86 11.96 
PE44039 PE-047SR, PE-SRO47AL, PE-SRO47FL 15.95 14.83 13.72 12.76 


Model No. PE4834 
D SUBMINIATURE RECEPTACLE, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 

MOUNTING HOLE J01 


Model No. PE 

D SUBMINIATURE PLUG, RIGHT 
ANGLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE JO1 


lel No. 
D SUBMINIATURE STRAIGHT PLUG 
PRINTED CIRCUIT MOUNT 

MOUNTING HOLE JO1 


Model No. _PE4832 

D SUBMINIATURE STRAIGHT 
RECEPTACLE, PRINTED CIRCUIT MOUNT 
MOUNTING HOLE J01 


1-24 25-49 
$7.95 $7.39 
- + 


-84 6.36 
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127 MHV CONNECTORS 


SEE PAGE 196 FOR MOUNTING HOLES 
PRICE 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
MHV MALE PE4299 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP $15:95 $14.83 $13.72 $12.76 
FOR CABLE PE4493 RG8, RG213 : CRIMP 18.95 17.62 16.30 15.16 
ATTACHMENT PE4350 RG9, RG214 CRIMP 18.95 17.62 16.30 15.16 
PE4076 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 7.955 27.38 6.84 6.36 
PE4657 RG55, RG141, RG142, RG223, RG400 CRIMP 7.95 7.39 6.84 6.36 
PE4093 RG58 CRIMP 7.95 7.39 6.84 6.36 
PE4098 RG59, RG62 CLAMP 7.95 7.39 6.84 6.36 
PE4075 RG59, RG62 CRIMP 7.95 7.39 6.84 6.36 
PE4494 RG174, RG188, RG316 CLAMP 9.95 9.25 8.56 7.96 
PE4933 RG174, RG188, RG316 CRIMP 11.95 11.11 10.28 9.56 
MHV MALE PE4709 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 23.95 22.27 20.60 19.16 
RIGHT ANGLE PE4226 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.95 17.62 16.30 15.16 
FOR CABLE PE4227 RG59, RG62 CLAMP 18.95 17.62 tea 15.16 
ATTACHMENT PE4710 RG174, RG188, RG316 CLAMP 19.95 18.55 7.16 15.96 
MHVY FEMALE PE4373 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 19.95 18.55 17.16 15.96 
FOR CABLE PE4225 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 12.95 12.04 11.14 10.36 
ATTACHMENT PE44100 RG55, RG141, RG142, RG223, RG400 CRIMP 14.95 13.90 12.86 11.96 
PE44102 RGSS CRIMP 14.95 13.90 12.86 11.96 
PE4181 RG59, RG62 CLAMP 12.95 12.04 11.14 10.36 
PE44103 RG59, RG62 CRIMP 15.95 14.83 13.72 12.76 
PE44104 RG174, RG188, RG316 CLAMP 16.95 15.76 14.58 13.56 
MHV FEMALE PE44105 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 23.95 22.27 20.60 19.16 
BULKHEAD PE44106 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 16.95 15.76 14.58 13.56 
FOR CABLE PE44107 RG55, RG141, RG142, RG223, RG400 _ CRIMP 18.95 17.62 16.30 15.16 
ATTACHMENT PE44108 RG58 CRIMP 18.95 17.62 16.30 15.16 
PE44109 RG59, RG62 CLAMP 16.95 15.76 14.58 13.56 
PE44110 RG59, RG62 ; CRIMP 19.95 18.55 17.16 15.96 
PE44111 RG174, RG188, RG316 CLAMP 21.95 20.41 18.88 17.56 
USE MOUNTING HOLE B06 
MHV FEMALE PE44112 RG8, RG9, RG11, RG213, RG214, RG225, RG393 CLAMP 22.95 21.34 19.74 18.36 
PANEL MOUNT PE4313 RG55, RG58, RG141, RG142, RG223, RG CLAMP 16.95 15.76 14.58 13.56 
FOR CABLE PE4314 RG59, RG62 ? CLAMP 16.95 15.76 14.58 13.56 
ATTACHMENT PE44113 RG174, RG188, RG316 CLAMP 21.95 20.41 18.88 17.56 


USE MOUNTING HOLE AO3 EXCEPT PE44112 USES MOUNTING HOLE AOS 


Mode} No. PE4228 Model No. PE4311 Model No. PE4312 
MHV FEMALE, PANEL MOUNT MHY FEMALE BULKHEAD, FRONT | MHV FEMALE BULKHEAD, REAR 
SOLDER CUP CONTACT MOUNT, HERMETICALLY SEALED | MOUNT, TURRET TERMINAL 

MOUNTING HOLE A03 MOUNTING HOLE G02 MOUNTING HOLE B08 


Model No. PE4193 
MHY FEMALE BULKHEAD, FRONT 
MOUNT WITH O-RING SEAL 
SOLDER CUP CONTACT 
MOUNTING HOLE G02 


lel WN 4 
MHY FEMALE BULKHEAD, REAR 
MOUNT, HERMETICALLY SEALED 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


1-24 25.49 
$16.95 $15.76 


b 100 + 
$14.58 $13.56 
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50 OHM REVERSE POLARITY TNC CONNECTORS 128 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 196 FOR MOUNTING HOLES Ets: 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100 + 
REVERSE POLARITY PE4659 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP $12.95 $12.04 $11.14 $10.36 
TNC MALE FOR PE4660 RGB, RG213 CRIMP 13.95 12.97 12.00 11.16 
CABLE ATTACHMENT PE4661 RG9, RG214 CRIMP 13.95 12.97 12.00 11.16 
PE4662 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 6.95 6.46 5.98 5.56 
PE4663 RG55, RG141, RG142, RG223, RG4I00 CRIMP 6.95 6.46 5.98 5.56 
PE4664 RG58 CRIMP 6.95 6.46 5.98 5.56 
PE4665 RG59, RG62 CLAMP 7.95 7.39 6.84 6.36 
PE4666 RG59, RG62 CRIMP 6.95 6.46 5.98 5.56 
PE4667 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE4668 RG174, RG188, RG316 CRIMP 12.95 12.04 11.14 10.36 
PE4669 RG178, RG196 CLAMP 12.95 12.04 11.14 10.36 
PE4670 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4671 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PE4672 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4673 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PE4674 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 13.95 12.97 12.00 11.16 
REVERSE POLARITY PE4675 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 21.95 20.41 18.88 17.56 
TNC MALE, RIGHT PE4676 RG55, RG5S8, RG141, RG142, RG223, RG400 CLAMP 16.95 15.76 14.58 13.56 
ANGLE FOR CABLE PE4677 RG55, RG141, RG142, RG223, RG400 CRIMP 14.95 13.90 12.86 11.96 
ATTACHMENT. PE4678 RG58 CRIMP 14.95 13.90 12.86 11.96 
PE4679 RG59, RG62 CLAMP y 17.95 16.69 15.44 14.36 
PE4680 RG174, RG188, RG316 CLAMP 14.95 13.90 12.86 11.96 
PE4681 RG174, RG188, RG316 CRIMP 15.95 14.83 13.72 12.76 
PE4682 RG178, RG196 CLAMP 17.95 16.69 15.44 14.36 
REVERSE POLARITY PE4683 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 21.95 20.41 18.88 17.56 
TNC FEMALE FOR PE4684 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.95 8.32 7.70 7.16 
CABLE ATTACHMENT PE4685 RG55, RG141, RG142, RG223, RG400 CRIMP 8.95 8.32 7.70 7.16 
PE4686 RG58 CRIMP 8.95 8.32 7.70 7.16 
PE4687 RG59, RG62 CRIMP 9.95 9.25 8.56 7.96 
PE4688 RG59, RG62 CLAMP 9.95 9.25 8.56 7.96 
PE4689 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE4690 RG174, RG188, RG316 CRIMP 10.95 10.18 9.42 8.76 
PE4691 RG178, RG196 CLAMP 11.95 A111 10.28 9.56 
PE4692 f RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4693 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER/CLAMP 14.95 13.90 12.86 11.96 
REVERSE POLARITY PE4694 RG55, RGS8, RG141, RG142, RG223, RG400 CLAMP 12.95 12.04 11.14 10.36 
TNC FEMALE PE4695 RG55, RG141, RG142, RG223, RG400 CRIMP 11.95 11.11 10.28 9.56 
BULKHEAD FOR PE4696 RG58 CRIMP 11.95 11.11 10.28 9.56 
CABLE ATTACHMENT PE4697 RG59, RG62 CLAMP 14.95 13.90 12.86 11.96 
PE4698 RG59, RG62 CRIMP 14.95 13.90 12.86 11.96 
PE4699 RG174, RG188, RG316 CLAMP 14.95 13.90 12.86 11.96 
PE4700 RG174, RG188, RG316 CRIMP 14.95 13.90 12.86 11.96 
PE4701 RG178, RG196 CLAMP 14.95 13.90 12.86 11.96 
PE4702 RG402, PE-SR402AL, PE-SR402FL(.141" SEMI-RIGID) SOLDER/CLAMP 17.95 16.69 15.44 14.36 
PE4703 RG405, PE-SR405AL, PE-SR405FL(.085" SEMI-RIGID) SOLDER/CLAMP 17.95 16.69 15.44 14.36 
USE MOUNTING HOLE B06 


Model No. PE4705 
REVERSE POLARITY 
TNC FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 

MOUNTING HOLE A03 


Model No. PE4707 
REVERSE POLARITY 
TNC FEMALE BULKHEAD 
ISOLATED GROUND 
SOLDER CUP CONTACT 
MOUNTING HOLE B06 


Model No. PE4706 
REVERSE POLARITY 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE B04 


Model No. PE4708 
REVERSE POLARITY 

TNC MALE, PANEL MOUNT 
SOLDER CUP CONTACT 


MOUNTING HOLE A07 


axeyy 
P5255 25052 524 
etecetereree 
Satetetovere: 


io 
T 


REVERSE POLARITY 
TNC FEMALE BULKHEAD 
SOLDER CUP CONTACT 
MOUNTING HOLE BOS 


1-24 25-49 1-24 25.49 
$8.95 $8.32 12. 


1-24 25-49 
$10.95 $10.18 
50-99 100 + 
$9.42 $8.76 P, 
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50 OHM REVERSE POLARITY BNC CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 196 FOR MOUNTING HOLES eS 
Model No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD 1-24 25-49 50-99 100+ 
REVERSE POLARITY E4711 RGB, RG9, RG213, RG214, RG225, RG393 CLAMP $12.95 $12.04 $11.14 $10.36 
BNC MALE FOR PEQ712 RGB, RG213 CRIMP 13.95 12.97 12.00 11.16 
CABLE ATTACHMENT PE4713 RG, RG214 CRIMP 13.95 12.97 12.00 11.16 
PE4714 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 6.95 6.46 5.98 5.56 
PE4715 RG55, RG141, RG142, RG223, RG400 CRIMP 6.95. 6.4 SR eS 
PE4716 RGSS CRIMP 6.95 6.46» SRR) SSE 
PES717 RG59, RG62 CLAMP 7.95 7.39 6.84 6.36 
PE4718 RG59, RG62 CRIMP 6.95 6.46 5.98 5.56 
PE4719 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PE4720 RG174, RG188, RG316 CRIMP 12.95 12.04 11.14 10.36 
PEQ721 RG178, RG196 CLAMP 12.95 12.04 11.14 10.36 
PE4722 RG402, PE-SR402AL, PE-SR402Fi. {.141" SEMI-RIGID)  SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4723 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PE4724 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PE4725 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 17.95 16.69 15.44 14.36 
PEG726 BELDEN 9913, BELDEN 9914, PE-B3199, PE-B4199 CLAMP 13.95 12.97 12.00 11.16 
REVERSE POLARITY  PE4727 RG8, RG9, RG213, RG214, RG225, RG393 CLAMP 21.95 20.41 18.88 17.56 
BNC MALE, RIGHT  PE4728 RGSS, RG58, RGI41, RG142, RG223, RG400 CLAMP 16.95 15.76 14.58 13.56 
ANGLE FOR CABLE — PE4729 RG55, RG141, RG142, RG223, RG400 CRIMP 14.95 13.90 12.86 11.96 
ATTACHMENT PE4730 RG58 CRIMP 14.95 13.90 12.8 11.96 
PE4731 RG59, RG62 CLAMP 17.95 16.69 15.44 14.36 
PE4732 RG174, RG188, RG316 CLAMP 14.95 13.90° 12.86 11.96 
PE4733 RG174, RG188, RG316 CRIMP 15.95 14.83 13.72 12.76 
il peq734 RG178, RG196 CLAMP 17.95 16.69 15.44 14.36 
REVERSE POLARITY  PE4735 RGB, RGS, RG213, RG214, RG225, RG393 CLAMP 21.95 20.41 18.88 17.56 
BNC FEMALE FOR PE4736 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 8.95. 38.30 eas 
CABLE ATTACHMENT  PE4737 RGSS, RG141, RG142, RG2Z3, RG400 CRIMP 8.95. 83a re eee 
PE4738 RG58 CRIMP 8.95 \8.32- Bee als 
PE4739 RG59, RG62 CRIMP 9.95. : 9.25. (See nee 
PE4740 RG59, RG62 CLAMP 9.95° 19.25) Sse ree 
PEA741 RG174, RG188, RG316 CLAMP 10.95 10.18 9.42 8.76 
PEA742 RG174, RG188, RG316 CRIMP 10.95. 10.18 9.42 8.76 
PE4743 RG178, RG196 CLAMP 11.95 11.1) © 10:2e eis 
PEA744 RG402, PE-SR402ZAL, PE-SR402FL (.141" SEMI-RIGID)  SOLDER/CLAMP 14.95 13.90 12.86 11.96 
PEQ745 RG405, PE-SR40SAL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 14.95 13.90 12.86 11.96 
REVERSE POLARITY E4746 RGSS, RG58, RG141, RG142Z, RG223, RG400 CLAMP 12.95 12.04 11.14 10.36 
BNC FEMALE PE4747 RG55, RG141, RG142, RG223, RG400 CRIMP 12.95 12.04 11.14 10.36 
BULKHEAD FOR PE4748 RG5B CRIMP 12.95 12.04 11.14 10.36 
CABLE ATTACHMENT  PE4749 RG59, RG6Z CLAMP 14.95 13.90 12.86 11.96 
Fea PE4750 RG59, RG62 CRIMP 14.95 13.90 12.86 11.96 
PE4751 RG174, RG188, RG316 CLAMP 14.95 13.90 12.86 11.96 
PE4752 RG174, RG188, RG316 CRIMP 14.95 13.90 12.86 11.96 
PE4753 RG178, RG196 CLAMP 14.95 13.90 12.86 11.96 
PE4754 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) | SOLDER/CLAMP 17.95 16.69 15.44 14.36 
PE4755 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) | SOLDER/CLAMP 17.95 16.69 15.44 14.36 


Model No. PE4756 
REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT 
SOLDER CUP CONTACT 
#3-56 TAPPED HOLES 
MOUNTING HOLE AQ3 


1-24 25-49 
$7.95 $7.39 
50-99 100 + 
$6. $6.36 


Model No. PE4761 
REVERSE POLARITY BNC MALE 
BULKHEAD MOUNT, SOLDER 
CUP CONTACT, MOUNTING 
HOLE B04 5 Skee 


Model No. PE4757 
REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/8” PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE B05 : 
Model No. PE4762 

REVERSE POLARITY BNC MALE 
PANEL MOUNT, SOLDER CUP 


A= 


1-24 orn 
$11.95 $11.11 ——— 


CONTACT, MOUNTING HOLE AQ7 


valeag Ls 


Model No. PE4758 
REVERSE POLARITY BNC 
FEMALE BULKHEAD FOR UP TO 
1/4" PANEL THICKNESS 
SOLDER CUP CONTACT 
MOUNTING HOLE BO4 


Model No. _PE4759 
REVERSE POLARITY BNC 
FEMALE, RIGHT ANGLE 
BULKHEAD, SOLDER CUP 
CONTACT, MOUNTING HOLE B13 


Model No. PE4760 
REVERSE POLARITY BNC 

FEMALE, RIGHT ANGLE, PANEL 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE Al6 


“= 


2-24 25-49 1-24 25-49 
$7.39 $15.95 $14.83 
+ 


50-99 , 100 + 
$13.72 $12.76 


Model No. PE4765 

REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT, CLAMP 
ATTACHMENT FOR RG55, RGSS, 
RG141, RG142, RG223 & RG400 
#3-56 TAPPED HOLES 
MOUNTING HOLE A03 


100 + 
$6.36 


Model No. PE4763 
REVERSE POLARITY BNC 
FEMALE, PANEL MOUNT 
-125" MOUNTING HOLES 
SOLDER CUP CONTACT 
MOUNTING HOLE A04 


$13. 2 


Model No. PE4764 
REVERSE POLARITY BNC 
FEMALE BULKHEAD 

ISOLATED GROUND 

SOLDER CUP CONTACT,—— 
MOUNTING HOLE 806 4 p 


b 


1-24 25.49 
$11.95 $11. _ 


$10. 28 9. 3 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


WEB ADDRESS: PASTERNACK.COM 


REVERSE POLARITY SMA CONNECTORS 


MEETS FCC PART 15.203 REQUIREMENTS 


SEE PAGE 196 FOR MOUNTING HOLES Serie e 
del No. FITS MIL SPEC AND EQUIVALENT CABLES ATTACHMENT METHOD -24 25-4 50-99 100 + 
REVERSE POLARITY PE4766 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP $17.95 $16.69 $15.44 $14.36 
SMA MALE FOR PE4767 RG55, RG141, RG142, RG223, RG400 CRIMP 9.95 9.25 8.56 7.96 
CABLE ATTACHMENT PE4768 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 9.95 9.25 8.56 7.96 
PE4769 RG58 CRIMP 9.95 9.25 8.56 7.96 
PE4770 RG174, RG188, RG316 CLAMP 17.95 16.69 15.44 14.36 
PE4771 RG174, RG188, RG316 CRIMP 9.95 9.25 8.56 7.96 
PE4772 RG174, RG188, RG316 SOLDER 9.95 9.25 8.56 7.96 
PE4773 RG178, RG196 CLAMP 18.95 17.62 16.30 15.16 
PE4774 RG178, RG196 CRIMP 13.95 12.97 12.00 11.16 
PE4775 RG178, RG196 SOLDER 13.95 12.97 12.00 11.16 
PE4776 RG180, RG195 CLAMP 12.95 12.04 11.14 10.36 
PE4777 RG180, RG195 CRIMP 12.95 12.04 11.14 10.36 
PE4778 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 8.00 7.44 6.88 6.40 
H PE4779 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 7.95 7.39 6.84 6.36 
REVERSE POLARITY PE4780 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 18.95 17.62 16.30 15.16 
SMA MALE, RIGHT PE4781 RG55, RG141, RG142, RG223, RG400 CRIMP 13.95 12.97 12.00 11.16 
ANGLE FOR CABLE PE4782 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 13.95 12.97 12.00 11.16 
ATTACHMENT PE4783 RGS8 CRIMP 13.95 12.97 12.00 11.16 
P PE4784 RG174, RG188, RG316 CLAMP 18.95 17.62 16.30 15.16 
PE4785 RG174, RG188, RG316 CRIMP 13.95 12.97 12.00 11.16 
PE4786 RG174, RG188, RG316 SOLDER 13.95 12.97 12.00 11.16 
PE4787 RG178, RG196 CLAMP 13.95 12.97 12.00 11.16 
PE4788 RG178, RG196 CRIMP 17.95 16.69 15.44 14.36 
PE4789 RG178, RG196 F SOLDER 17.95 16.69 15.44 14.36 
PE4790 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 18.95 17.62 16.30 15.16 
PE4791 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 18.95 17.62 16.30 15.16 
REVERSE POLARITY PE4792 RG55, RG58, RG141, RG142, RG223, RG400 CLAMP 16.95 15.76 14.58 13.56 
SMA FEMALE FOR PE4793 RG55, RG141, RG142, RG223, RG400 CRIMP 11.95 T1512 10.28 9.56 
CABLE ATTACHMENT PE4794 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 11.95 11.11 10.28 9.56 
PE4795 RG58 CRIMP 11.95 ps Wy 8 | 10.28 9.56 
PE4796 RG174, RG188, RG316 CLAMP 16.95 15.76 14.58 13.56 
PE4797 RG174, RG188, RG316 CRIMP 11.95 11.11 10.28 9.56 
PE4798 RG174, RG188, RG316 SOLDER 11.95 11.11 10.28 9.56 
PE4799 RG178, RG196 CRIMP 16.95 15.76 14.58 13.56 
PE4850 RG178, RG196 CLAMP 16.95 15.76 14.58 13.56 
PE4851 RG178, RG196 SOLDER 16.95 15.76 14.58 13.56 
PE4852 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 9.95 9.25 8.56 7.96 
PE4853 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 9.95 9.25 8.56 7.96 
REVERSE POLARITY PE4854 RG55, RGS8, RG141, RG142, RG223, RG400 CLAMP 17.95 16.69 15.44 14.36 
SMA FEMALE PE4855 RG55, RG141, RG142, RG223, RG400 CRIMP 13.95 12.97 12.00 11.16 
BULKHEAD FOR PE4856 RG55, RG58, RG141, RG142, RG223, RG400 SOLDER 13.95 12.97 12.00 11.16 
CABLE ATTACHMENT PE4857 RG58 CRIMP 13.95 12.97 12.00 11.16 
= PE4858 RG174, RG188, RG316 CLAMP 17.95 16.69 15.44 14.36 
PE4859 RG174, RG188, RG316 CRIMP 13.95 12.97 12.00 11.16 
PE4860 RG174, RG188, RG316 SOLDER 13.95 12.97 12.00 11.16 
PE4861 RG178, RG196 CLAMP 18.95 17.62 16.30 15.16 
PE4862 RG178, RG196 CRIMP 18.95 17.62 16.30 15.16 
PE4863 RG178, RG196 SOLDER - 18.95 17.62 16.30 15.16 
PE4864 RG402, PE-SR402AL, PE-SR402FL (.141" SEMI-RIGID) SOLDER 10.95 10.18 9.42 8.76 
PE4865 RG405, PE-SR405AL, PE-SR405FL (.085" SEMI-RIGID) SOLDER 10.95 10.18 9.42 8.76 


le] No 6 
REVERSE POLARITY SMA 
FEMALE, 4 HOLE PANEL MOUNT 
SOLDER CUP CONTACT : 


MOUNTING HOLE —— 


Mode] No. _PE4871 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, FRONT 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE BO2 


USE MOUNTING HOLE B02 


Model No. PE4868 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, REAR 
MOUNT, SOLDER CUP CONTACT 
MOUNTING HOLE B02 


Model No. PE4867 
REVERSE POLARITY SMA 
FEMALE, 2 HOLE PANEL MOUNT 
SOLDER CUP CONTACT 
MOUNTING HOLE CO1_—- 


Model No. PE4872 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, P.C. 
MOUNT, MOUNTING HOLE DO1 


Model No. PE4873 
REVERSE POLARITY SMA MALE 
P.C. MOUNT 

MOUNTING HOLE DO1 


Model No. PE4869 
REVERSE POLARITY SMA 
FEMALE, P.C. MOUNT 

MOUNTING HOLE DO1 


a 


Model No. _PE4870 
REVERSE POLARITY SMA 

FEMALE, RIGHT ANGLE, P.C. 
MOUNT, MOUNTING HOLE DO1 


i] 


$12.04 
100 + 
$10.36 


Model No. PE4874 
REVERSE POLARITY SMA 
FEMALE, END LAUNCH FOR 
-062" THICK BOARD 
-030" ROUND CONTACT 


Model No. PE4875 
REVERSE POLARITY SMA 
FEMALE BULKHEAD, RIGHT 
ANGLE, P.C. MOUNT 
MOUNTING HOLE DO1 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 U.S.A. 


131 2.4mm CONNECTORS | 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE44217 Model No. PE44219 
2.4mm FEMALE, SPARKPLUG 


2.4mm FEMALE, 2 HOLE PANEL 
ACCEPTS .012" DIA. CONTACT 


MOUNT, .250" EXTENDED 


Model No. PE44215 
2.4mm MALE, SOLDER 
ATTACHMENT FOR RG405, 
PE-SR405AL & PE-SR405FL 


Model No. PE44216 
2.4mm FEMALE, SOLDER/CLAMP 
ATTACHMENT FOR RG405, 

PE-SR405AL & PE-SR405FL 


Model No. PE44218 

2.4mm FEMALE, 4 HOLE PANEL 
MOUNT, .250" EXTENDED 
DIELECTRIC 
MOUNTING HOLE AO1 


DIELECTRIC . 
MOUNTING HOLE C05 == 


1-24 25-49 24 

$27.95 $25.99 sana 46.4 f 
0-99 . 100 + $0-99 100+ 
$24.04 $22.36 $42.96 $39.96 


Model No. PE44220 Model No. PE44221 Model ‘No. PE44222 : Mode] No. PE44223 Model No. PE44224 
2.4mm MALE, 2 HOLE PANEL 2.4mm MALE, 4 HOLE PANEL 2.4mm MALE, SPARKPLUG 2.4mm MALE, 2 HOLE PANEL 2.4mm MALE, 4 HOLE PANEL 


MOUNT, .250" EXTENDED 
DIELECTRIC 
MOUNTING HOLE C05 = 


MOUNT, .250" EXTENDED ACCEPTS .012" DIA. CONTACT | MOUNT, STRIPLINE CIRCUITS 
DIELECTRIC. -003" X .011" TAB CONTACT 
MOUNTING HOLE AOL ———__ MOUNTING HOLE C05 


MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 
MOUNTING HOLE AO1 


1-24 


Model No. PE44226 
2.4mm FEMALE, 4 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS 
-003" X .011" TAB CONTACT 


MOUNTING HOLE AQ] ———— 
= 


Model No. PE44225 
2.4mm FEMALE, 2 HOLE PANEL 
MOUNT, STRIPLINE CIRCUITS. 
-003" X .O011" TAB CONTACT 
MOUNTING HOLE C05 


PLEASE CONTACT OUR ENGINEERING DEPARTMENT FOR 
ALL YOUR SPECIAL REQUIREMENTS AT (949) 261-1920. 


2.9mm CONNECTORS 
SEE PAGE 196 FOR MOUNTING HOLES x 
Model No. PE4987 Model No. PE4988 Model No. PE4989 Model No. PE4990 Model No. PE4991 
2.9mm MALE, SOLDER 2.9mm MALE, SOLDER 2.9mm MALE, SOLDER . 2.9mm FEMALE BULKHEAD 2.9mm FEMALE BULKHEAD 
ATTACHMENT FOR RG402, ATTACHMENT FOR RG405, ATTACHMENT FOR .118" SOLDER/CLAMP ATTACHMENT SOLDER/CLAMP ATTACHMENT 
PE-SR402AL & PE-SR402FL PE-SR405AL & PE-SR405FL SEMI-RIGID FOR RG402, PE-SR402AL & FOR .118" SEMI-RIGID 


[ PE-SR402FL MOUNTING HOLE B02 
MOUNTING HOLE B02 


1-24 25-49 1-24 25-49 
$49.95 $46.45 $49.95 $46.45 
$42.96 $39.96. $42.96 $39.96 
Mode] No. _PE4992 Model No. _PE44227 Model No. PE44228 Model No. PE44229 Model No. PE44230 
2.9mm FEMALE BULKHEAD 2.9mm FEMALE, SOLDER/CLAMP | 2.9mm FEMALE, SOLDER/CLAMP |2.9mm FEMALE, 2 HOLE PANEL | 2.9mm FEMALE, 4 HOLE PANEL 
SOLDER/CLAMP ATTACHMENT — | ATTACHMENT FOR RG4O2, ATTACHMENT FOR RG405, MOUNT, ACCEPTS .012" DIA. | MOUNT, ACCEPTS .012" DIA. 
FOR RG40S, PE-SR405AL & | PE-SR402AL & PE-SR402FL | PE-SR40SAL & PE-SR40SFL | CONTACT, MOUNTING HOLE CO1| CONTACT, MOUNTING HOLE AOL 
PE-SRA05FL oe 
_———— 3 
MOUNTING HOLE B02 ee 
samara = 
1-24 25-49 1-24 1-24 25-49 
$49.95 $46.45 { : : ; i $29.95 $27. a5 $29.95 $27.85 
50-99 100 + 50-99 50-99 50-99 50-99 100 + 
$42.96 $39.96 $42.96 $39.96 : $25.76 $23.96 $25.76 $23.96 
Mode] No. PE44231 3 Model No. PE44233 Model Wo. PE44234 ’ 
2.9mm FEMALE, SPARKPLUG  |2.9mm MALE, 2 HOLE PANEL |2.9mm MALE, 4 HOLE PANEL [2.9mm MALE, SPARKPLUG PLEASE CONTACT 
ACCEPTS .012" DIA. CONTACT | MOUNT, ACCEPTS .012" DIA. |MOUNT, ACCEPTS .012" DIA. |ACCEPTS .012" DIA. CONTACT 
CONTACT, MOUNTING HOLE CO2 | CONTACT, MOUNTING HOLE AOI OUR ENGINEERING 
ne “rr ee 
1-24 25-49 1-24 1:24 25-49 REQUIREMENTS AT 
$29.95 $27.85 $29.95 $27.85 $29.95 $27.85 
-99 100 + 50-99 100 + 50-99 100 + (949) 261-1920. 
$25.76 $23.96 $25.76 $23.96 $25.76 $23.96 


_  PASTERNACK ENTERPRISES POST OFFICE BOX 16759 — IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


ADAPTER SELECTION LIST 132 


1.0/2.3 JACK TO: 3.5mm MALE TO (CON'T): BNC FEMALE TO (CON'T): "75 OHM BNC” MALE TO (CON'T): 

SMA FEMALE PE9693 W FEMALE PRECISION PE9324 MINI UHF MALE PE9342 "MINI 75 OHM SMB" JACK PE9618 

SMA MALE PE9690 N MALE PRECISION PE9322 MMCX JACK PE9516 “MINI 75 OHM SMB" PLUG PE9616 
_ MCX PLUG PE9519 

1.0/2.3 PLUG TO: 3/4"-20 TWINAX IN SERIES: N FEMALE PE9206 BNC TWINAX IN SERIES: 

SMA FEMALE PE9691 FEMALE TO FEMALE PE9199 N FEMALE (B PE9261 JACK TO JACK PE9378 

SMA MALE , PE9692 FEMALE TO FEMALE (B) PE9373 N FEMALE (B PE9S40 JACK TO JACK (B) PE9280 

T, FEMALE-FEMALE-FEMALE PE9224 N FEMALE (P PE9238 PLUG TO JACK 90° PE9377 
].S5em FEMLE To: T, FEMALE-MALE-FEMALE PE9374 N FEMALE PRECISION PE9492 PLUG TO PLUG PE9376 

4mm FEMALE PRECISION PE9675 N MALE PE9002 T, JACK-JACK-JACK PE9279 
2.4mm MALE PRECISION PE9674 7/16 IN SERIES: N MALE (P) PE9388 T, JACK-PLUG-JACK PE9375 
2.9mm FEMALE PRECISION PE9668 FEMALE TO FEMALE . PE9409 N MALE 90° PE9278 
2.9mm MALE PRECISION PE9666 FEMALE TO FEMALE (B) PE9414 N MALE PRECISION PE9491 C_IN SERIES: 

FEMALE TO MALE 90° PE9410 PHONO PLUG “ PE9158 FEMALE TO FEMALE PE9208 
1.85mm MALE TO: MALE TO MALE PE955S REVERSE POLARITY BNC MALE PE9529 FEMALE TO FEMALE (B) PE9186 
2.4mm FEMALE PRECISION PE9673 T, FEMALE-FEMALE-FEMALE PE9556 SC FEMALE PE9S71 FEMALE TO MALE 90° PE9293 
2.4mm MALE PRECISION PE9672 T, FEMALE-MALE- FEMALE PE9SS7 SC MALE . PE9200: MALE TO MALE PE9300 
2.9mm FEMALE PRECISION - PE9665 SMA FEMALE PE9O75 T, FEMALE-FEMALE-FEMALE PE9294 
2.9mm MALE PRECISION PE9667 7/16 FEMALE TO: SMA FEMALE (B PEQ185 T, FEMALE-MALE-FEMALE PE9207 

7mn PRECISION PE9510 SMA FEMALE (B PE9407 
Ppiem Iu SERIES: HN MALE PE9559 SMA FEMALE PRECISION PE9496 C_FEMALE TO: 

EMALE TO FEMALE PRECISION PE9453 N FEMALE PE9180 SMA MALE PE9O74 BNC FEMALE PE9537 
FEMALE TO FEMALE PRECISION (8) PE9640 N MALE PESI78 SMA MALE PRECISION PE9495 BNC FEMALE (B) PE9204 
FEMALE TO MALE PRECISION PE9452 SMA MALE : PE9411 SMB JACK PE9136 BNC MALE PE9109 
MALE TO MALE PRECISION PE9451 - TNC FEMALE PE9639 SMB JACK (B) PE9240 GR874 PE9301 

TNC MALE PE9638 SMB PLUG PE9137 HN MALE - PE9296 
2.4mm FEMALE TO: SMB PLUG (B) PE9241 N FEMALE PEQS39 
1.85mm FEMALE PRECISION PE9675 7/16 MALE TO: SMC JACK PE9140 N MALE PE9124 
1.85mm MALE PRECISION PE9673 7mm PRECISION PE9509 SMC JACK (B) PE9108 N MALE 90° PE9239 
2.9mm FEMALE PRECISION PE9456 HN FEMALE PE9558 SMC PLUG PE9141 TNC MALE PE9562 
2.9mm MALE PRECISION PE9455 N FEMALE PE9179 SSMA MALE PE9250 
3.5mm FEMALE PRECISION PE9652 N MALE PE9535 SSMB JACK ; PE9394 C MALE TO: 
3.5mm MALE PRECISION PE9651 SMA FEMALE PE9412 SSMB PLUG PE9395 BNC FEMALE PE9087 
7mm PRECISION PE9459 TNC FEMALE PE9636 TNC FEMALE PE9097 BNC MALE PE9536 
NM FEMALE PRECISION PE9SO2 TNC MALE PE9637 TNC FEMALE (B) (H) PE9483 HN FEMALE PE9212 
N MALE PRECISION PE9503 TNC MALE PE9O88 HN MALE 2 PE9S79 
SMA FEMALE PRECISION PE9656 7mm TO: UHF FEMALE, PE9421 N FEMALE PE9295 
SMA MALE PRECISON PE9654 2.4mm FEMALE PRECISION PE9459 UHF MALE PE9004 N MALE PE9S38 

; 2.4mm MALE PRECISION PE94S8 "| TNC FEMALE PE9S64 
MALE TO: 2.9mm FEMALE PRECISION PE9461 BNC MALE TO: 

tien FEMALE PRECISION PE9674 2.9mm MALE PRECISION PE9460 "75 OHM SMB” JACK PE9229 D_SUBMINIATURE IN SERIES: 
1.8mm MALE PRECISION PE9672 3.5mm FEMALE PRECISION PE9325 "75 OHM SMB" PLUG PE9230 PLUG TO PLUG PES68S 
2.9mm FEMALE PRECISION PES4S4 3.5mm MALE PRECISION PE9326 "75 OHM SMC” JACK PE9233 PLUG TO RECEPTACLE PE9687 
2.9mm MALE PRECISION PE9457 7/16 FEMALE PRECISION PE9510 "75 OHM SMC" PLUG f PE9234 RECEPTACLE TO RECEPTACLE PE9689 
3.Smm FEMALE FRECISION PE9650 7/16 MALE PRECISION PE9509 7mm PRECISION PE9221 
3.5mm MALE PRECISION PE9649 BNC FEMALE PRECISION PE9220 BANANA PLUG DOUBLE PE9009 D SUBMINIATURE PLUG TO: 
7mm PRECISION PE9458 BNC MALE PRECISION PE9221 BINDING POST SINGLE PE9169 SMA FEMALE PE9S22 
N FEMALE PRECISION PE9SO1 N FEMALE PRECISION PE9216 BINDING POSTS DOUBLE PE9O11 SMA MALE PE9425 
N MALE PRECISION PE9SO4 N MALE PRECISION PE9217 C FEMALE PE9109 : 
SMA FEMALE PRECISION PE965S SC FEMALE PRECISION PE9328 C MALE PE9S36 D SUBMINIATURE RECEPTACLE TO: 

SMA MALE PRECISON PE9653 SC MALE PRECISION PE9329 F FEMALE PE9150 SMA FEMALE PE9423 

SMA FEMALE (P) PRECISION PE9327 F MALE PE9152 SMA MALE PE9424 

3 RIES: SMA FEMALE PRECISION PE9214 “| GR874 PE9223 
FEMALE TO FEMALE PRECISION PE9438 SMA MALE PRECISION PE9215 HN FEMALE PE9129 F_IN SERIES: 

FEMALE TO FEMALE PRECISION (8) PE9647 SSMA FEMALE PRECISION PE9356 HN MALE PE9567 FEMALE TO FEMALE PE9164 
FEMALE TO FEMALE PRECISION PES648 SSMA MALE PRECISION PE9355 MEX JACK PE9468 FEMALE TO MALE 90° PE9166 
FEMALE TO FEMALE PRECISION 90° PE9646 TNC FEMALE PRECISION PE9218 MCX PLUG PE9469 MALE TO FEMALE PUSH-ON PE9160 
FEMALE TO MALE PRECISION PE9437 TNC MALE PRECISION PE9219 MHV FEMALE PE9406 MALE TO MALE PE9159 
FEMALE TO MALE PRECISION 90° E9644 MINI UHF FEMALE PE9341 
MALE TO MALE PRECISION PE9436 BANANA PLUG DOUBLE TO: MMCX JACK PE9518 F_FEMALE TO: 

MALE TO MALE PRECISION 90° PE9645 BNC FEMALE PE9008 MMCX PLUG PE9517 "75 OHM N” MALE PE9396 

BNC MALE PE9009 N FEMALE PE9005 BNC FEMALE PE9153 
2 -fem FOMALE TO: : N FEMALE (P) PE9123 BNC MALE PE9150 

¥ MALE PRECISION PE9665 BANANA PLUG SINGLE TO: N FEMALE 90° PE9566 N MALE PE9155 
1.8mm FEMALE PRECISION PE9668 BNC FEMALE PE9I75 N FEMALE PRECISION PE9490 PAL FEMALE PE9634 
2.4mm FEMALE PRECISION PE9456 N MALE PE9127 PAL MALE PE9635 
2.4mm MALE PRECISION 54 BINOING POST SINGLE TO: N MALE 90° PE9S65 PHONO JACK PE9168 
3.5mm FEMALE PRECISION BNC MALE PE9169 N MALE PRECISION PE9489 PHONO PLUG PE9163 
3.5mm MALE PRECISION PES6SS PHONO JACK PESI71 UHF FEMALE PE9167 
7mm PRECISION PE9461 BINDING POSTS DOUBLE TO: REVERSE POLARITY BNC FEMALE PE9530 UHF MALE PE9165 
N FEMALE PRECISION - PE9664 BNC FEMALE = PE9013 SC MALE PE9S6B . : 

N MALE PRECISION PE9663 BNC MALE PESO1L. SMA FEMALE PE9O73 F_MALE TO: 

SMA FEMALE PRECISION pega94 «=|. “75 OHM N” FEMALE PE9397 
2.9mm MALE TO: SMA MALE PE9072 BNC FEMALE PE91S1 
1. 85mm FEMALE PRECISION PE9666 BNC _IN SERIES: SMA MALE PRECISION PE9493 BNC MALE PEQ152 
1.8mm MALE PRECISION PE9667 FEMALE TO FEMALE PE9084 SMB JACK PE9132 N FEMALE PE9389 
2.4mm FEMALE PRECISION PE9455 FEMALE TO FEMALE (8) (H PE9093 SMB PLUG PE9135 PAL FEMALE PE9632 
2.4mm MALE PRECISION PE94S7 FEMALE TO FEMALE (B) (H PE9420 SMC JACK PE9138 PAL MALE PE9633 
3.Sam FEMALE PRECISION PE9659 FEMALE TO FEMALE (B) (I PE9172 SMC PLUG PE9139 
3.5mm MALE PRECISION PES657 FEMALE TO FEMALE (P PE9106 SSMA FEMALE PEQ191 GR874_IN SERIES: 

mm PRECISION PE9460 FEMALE TO MALE PE9269 SSMA MALE PE9213 GR874 TO GR874 90° PE9286 
N FEMALE PRECISION PE9662 FEMALE TO MALE 90° PE9O8S SSMB JACK PE9392 T, GR874-GR874-GR874 PE9285 
N MALE PRECISION PE9661 MALE TO MALE PE9000 SSMB PLUG PE9393 

i T, FEMALE-FEMALE-FEMALE PE9003 TNC FEMALE PE9098 GR874 TO: 
RIES: T, FEMALE-MALE-FEMALE PE9001 | - TNC MALE : PE9110 BNC FEMALE PE9222 

FEMALE TO FEMALE PRECISION PE9331 T, MALE-FEMALE-FEMALE PE9174 UHF FEMALE PE9107 BNC MALE PE9223 
FEMALE TO FEMALE PRECISION 3 PE9678 Y, FEMALE-MALE-FEMALE PE9484 UHF MALE PE9201 C FEMALE PE9301 
FEMALE TO FEMALE PRECISION (P) PE9676 : HN FEMALE PE9387 
FEMALE TO MALE PRECISION PE9332 BNC FEMALE TO: "75 OHM BNC” IN SERIES: HN MALE PE9386 
FEMALE TO MALE PRECISION (B) E9677 “75 OHM SMB" JACK PE9231 FEMALE TO FEMALE PE9362 N FEMALE PE9258 
MALE TO MALE PRECISION PE9330 "75 OHM SMB" PLUG PE9232 FEMALE TO FEMALE (B) PE9363 N MALE PE9257 
MALE TO MALE PRECISION (B) PE9679 "75 OHM SMC" JACK PE9235 FEMALE TO FEMALE 8} (1) PE9366 SMA FEMALE PE9260 

"75 OHM SMC PLUG PE9236 FEMALE TO FEMALE (P PE9367 SMA MALE PE9259 

Fi : 7mm PRECISION PE9220 FEMALE TO MALE 90° PE9361 

2.4mm FEMALE PRECISION PE9652 BANANA PLUG DOUBLE PE9008 MALE TO MALE PE9364 HN IN SERIES: 
2.4mm MALE PRECISION PE9650 BANANA PLUG SINGLE PE9175 T, FEMALE-MALE-FEMALE PE9365 FEMALE TO FEMALE PE9S80 
2.9mm FEMALE PRECISION PE9660 BINDING POSTS DOUBLE PE9013 : FEMALE TO FEMALE (B) PE9193 
2.9mm MALE PRECISION PE9659 C FEMALE PE9537 "75 OHM BNC" FEMALE TO: FEMALE TO MALE PE9576 
7mm PRECISION PE9325 C FEMALE (B) PE9204 *75 OHM N” FEMALE PE9371 FEMALE TO MALE 90° PE9205 
W FEMALE PRECISION PE9323 C MALE PE9087 "75 OHM N" MALE PE9369 MALE TO MALE PE9210 
N MALE PRECISION PE9321 F FEMALE PE9153 "75 OHM TNC” MALE PE9631 MALE TO MALE 90° PE9S77 

F MALE PEQ151 “MINI 75 OHM SMB" JACK PE9619 T, FEMALE-FEMALE-FEMALE PEQS74 

A LE TO: GR874 PE9222 “MINI 75 OHM SMB™ PLUG PE9617 T, FEMALE-MALE-FEMALE PE9S75 
2.4m FEMALE PRECISION PE96S1 HN MALE PE9126 T, MALE-FEMALE-MALE PE9S78 
2.4mm MALE PRECISION - PE9649 MCX JACK PE9466 "75 OHM BNC" MALE TO: 
2.9mm FEMALE PRECISION PE96S8 MCX JACK (B) PE9520 "75 OHM NX” FEMALE PE9368 
2.9mm MALE PRECISION PE9657 MCX PLUG PE9467 "75 OHM HN" MALE PE9370 
7mm PRECISION PE9326 MHY MALE PE9297 "75 OHM TNC” FEMALE PE9630 
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HN FEMALE TO: MINI _UHF_IN SERIES: FEMALE TO (CON'T): "75 OHM N" MALE TO (CON'T): 
7716 MALE PESSS8 FEMALE TO FEMALE PE9343 Er MALE PE9082 75 OHM TNC” MALE PE9626 
BNC MALE PE9129 FEMALE TO MALE 90° PE9347 SMA MALE (B) PRECISION PE9487 F FEMALE PE9396 
C MALE PE9212 T, FEMALE-FEMALE-FEMALE PE9066 SMA MALE PRECISION PE9488 "MINI 75 OHM SMB" JACK PE9614 
GR874 PE9387 T, FEMALE-MALE-FEMALE PE9065 SMA MALE PE9105 "MINI 75 OHM SMB" PLUG , PE9612 
LC MALE PE9181 SMA MALE (P) PRECISION PE9497 N FEMALE PE9350 
N FEMALE PE9360 MINI _UHF FEMALE TO: SMA MALE PRECISION PE9433 
N FEMALE (P) PE9553 BNC MALE PE9341 SMB JACK PE9315 PAL_IN SERIES: 
N MALE PE9125 N MALE PE9064 SMB PLUG PE9316 JACK TO JACK PE96B1 
SMA FEMALE PE9255 TNC MALE PE9345 SMC JACK PE9319 PLUG TO PLUG PE9680 
SMA MALE PE9256 UHF MALE PE9348 SMC PLUG PE9320 
; SSMA FEMALE PE9354 PAL FEMALE TO: 4 
HN MALE TO: MINI_UHF MALE TO: SSMA MALE PE9353 F FEMALE PE9634 
7/16 FEMALE PE9SS9 BNC FEMALE PE9342 TNC FEMALE PE9131 F MALE PE9632 
BNC FEMALE PE9126 N FEMALE PE9183 TNC FEMALE (B PE9482 ek & 
BHC MALE PE9S67 THC FEMALE PE9346 TNC FEMALE (P PE9SS2 PAL MALE TO: 
C FEMALE : PE9296 UHF FEMALE PE9344 TNC FEMALE (P) PRECISION  —_- PE9450 F FEMALE PE9635 
C MALE PE9579 TNC FEMALE PRECISION PE9449 F MALE PE9633 
GR874 | PE9386 MMCX_IN SERIES: THC MALE PE9089 
LC FEMALE PE9413 JACK TO JACK PE9523 TNC MALE 90° PE9263 PHONO JACK TO: 
MHY FEMALE PE9264 JACK TO JACK (B) PE9522 TNC MALE PRECISION PE9447 BNC MALE PESI71 
N FEMALE 5 PE9194 JACK TO PLUG PE9480 UHF FEMALE PE9385 F FEMALE PE9168 
N MALE PE9554 : UHF MALE PE9112 
SMA FEMALE PE9253 MMCX_JACK TO: PHONO PLUG TO: 
SMA MALE PE9254 BNC FEMALE PE9S16 N-MALE TO: BNC FEMALE PE9IS8 
TNC MALE PE9S63 BNC MALE PE9518 2.4mm FEMALE PRECISION PE9SO3 F FEMALE ; PE9163 
MCX JACK PE9S26 2.4mm MALE PRECISION PE9SO4 ; 
LC_IM SERIES: , MCX PLUG PE9528 2.9mm FEMALE PRECISION PE9663 REVERSE POLARITY BNC FEMALE TO: 
FEMALE TO FEMALE PE9419 SMA FEMALE PE9477 2.9mm MALE PRECISION PE9661 BNC MALE PE9530 
FEMALE TO MALE 90° PE9398 SMA MALE PE9478 3.5mm FEMALE PRECISION PE9321 
MALE TO MALE PE9569 3.5mm MALE PRECISION PE9322 REVERSE POLARITY BNC MALE TO: 
MMCX PLUG TO: 7/16 FEMALE PESI78 BNC FEMALE PE9529 
LC FEMALE TO: BNC FEMALE PE9S19 7/16 MALE PE9S35 
HW MALE PE9413 BNC MALE PE9517 "75 OHM N" FEMALE =~ PE9349 S| Ty : 
N FEMALE PE9298 MCX JACK PE9S25 7mm PRECISION PE9217 SMA MALE PE9S81 
N MALE PE9299 MCX PLUG PE9527 BNC FEMALE PE9002 
SMA. FEMALE PE9475 BNC FEMALE (P) PE9388 REVERSE POLARITY SMA IM SERIES: 
LC MALE TO: SMA MALE PE9476 BNC FEMALE 90° PE9278 FEMALE TO FEMAL! 7 E9592 
HN FEMALE PE9181 , BNC FEMALE PRECISION PE9491 FEMALE TO FEMALE (B) PE9S93 
N FEMALE PE9237 N_IN SERIES: BNC MALE _ PE9127 FEMALE TO MALE PE9S91 
FEMALE TO FEMALE PE9006 BNC MALE 90° PE9S65 FEMALE TO MALE 90° PE9S94 
MCX_IN SERIES: FEMALE TO FEMALE (B) (H PE9128 BNC MALE PRECISION _ PE9489 MALE TO MALE PE9S90 
JACK TO JACK PE9524 FEMALE TO FEMALE (B) (H PE9383 C FEMALE PE9124 : 
JACK TO JACK (B) PE9S74 FEMALE TO FEMALE (B) (I PE9382 C FEMALE 90° PE9239 REVERSE POLARITY SMA FEMALE TO: 
JACK TO PLUG PE9479 FEMALE TO FEMALE (B) 90° PE9S41 C MALE PE9S38 REVERSE POLARITY PE9606 
FEMALE TO FEMALE (B) PRECISION PE9500 F FEMALE PE9155 REVERSE POLARITY TNC MALE PE9607 
MCX_JACK TO: FEMALE TO FEMALE (P PE9173 GR874 PE9257 SMA MALE PE9S34 
BNC FEMALE PE9466 FEMALE TO FEMALE (P) PRECISION PE9429 HN FEMALE PE9125 TNC FEMALE PE9S99 
BNC FEMALE (B) PE9S20 FEMALE TO FEMALE 90° PE9359 HN MALE PE9SS4 TNC’ MALE PE95S9B 
BNC MALE PES468 FEMALE TO FEMALE PRECISION E9428 LC FEMALE PE9299 
MMCX. JACK PE9526 FEMALE-FEMALE-FEMALE-FEMALE PE9S48 MCX JACK PE9464— | REVERSE POLARIT 
MMCX PLUG PE9525 FEMALE-FEMALE-FEMALE-MALE PE9549 | * MCX PLUG PE9465 REVERSE POLARITY TNC FEMALE E9604 
N FEMALE PE9462 FEMALE TO MALE PE9311 MINI UHF FEMALE PE9064 REVERSE POLARITY THC MALE PE9605 
N MALE PES464 FEMALE TO MALE (B) PE9S9S SC FEMALE PE9196 SMA FEMALE PE9S33 
SMA FEMALE PE9470 FEMALE TO MALE (QD) PE9S47 SC MALE PE9S70 TNC FEMALE PE9596 
SMA MALE PE9472 FEMALE TO MALE (R) PRECISION PE9S15 SMA FEMALE PE9O81 TNC MALE PE9S97 
TNC FEMALE PE9S44 FEMALE TO MALE 90° PE9086 SMA FEMALE (QD) PE9684 
THC FEMALE (8) PE9521 FEMALE TO MALE PRECISION PE9426 SMA FEMALE (B PE9SS1 POLARITY TNC : 
THC MALE PE9542 MALE TO MALE ; PE9007 “SMA FEMALE (P PE9275 REVERSE PO! SMA PE9606 
MALE TO MALE 90° PE9198 SMA FEMALE (P) PRECISION PE9498 REVERSE POLARITY SMA MALE E9604 
MCX PLUG TO: MALE TO MALE PRECISION PE9427 SMA FEMALE PRECISION PE9430 SMA FEMALE PE9603 
BNC FEMALE PE9467 T, FEMALE-FEMALE-FEMALE PE9OL SMA MALE PE9080 SMA MALE . PE9600 
BNC MALE PE9469 T, FEMALE-MALE-FEMALE - PE9102 SMA MALE “(P) PRECISION PE9499. THC MALE - PE9532 
MMCX JACK PE9528 T, MALE-FEMALE-FEMALE PE9481 SMA MALE PRECISION PE9431 
MMCX PLUG PE9527 T, MALE-MALE-MALE PE9390 SMB JACK PE9313 REVERSE POLARITY TNC WALE TO: 
N FEMALE PE9463 SMB PLUG ~ PEQ314 REVERSE POLARITY SMA FEMALE  PE9607 
N MALE rs PE9465 N_FEMALE TO: SMC JACK PE9317 RE POLARITY SMA MALE PE9605 
SMA FEMALE : PE9471 2.4mm FEMALE PRECISION PE9SO2 SMC PLUG PE9318 SMA FEMALE PE9602 
SMA MALE PE9473 2.4mm MALE PRECISION PE9SO1 SSMA FEMALE PE9352 SMA MALE PE9601 
TNC FEMALE PE95S45 2.9mm FEMALE PRECISION PE9664 SSMA MALE PE9351 TNC FEMALE PE9S31 
TNC MALE PE9SAS 2.9mm MALE PRECISION PE9662 TNC FEMALE r PE9090 
3.5mm FEMALE PRECISION PE9323 TNC FEMALE 90° PE9550 VERSE TH Fi : 
MHY_IN SERIES: 3.5mm MALE PRECISION PE9324 TNC FEMALE PRECISION PE94a8 SMA MALE PE9682 
FEMALE TO FEMALE PE9267 7/16 FEMALE PE9180 TNC MALE _ PE9130 
FEMALE TO FEMALE (B) (H) PE9268 7/16 MALE PE9179 TNC MALE PRECISION PE9446 REVERSE TH 3 
FEMALE TO MALE 90° PE9266 "75 OWM N"” MALE PE9350 UHF FEMALE PE9I11 SMA FEMALE ' PE9683 
T, FEMALE-MALE-FEMALE PE9211 7mm PRECISION PE9Z16 UHF MALE PE9113 
BNC FEMALE PE9206 SC_IN SERIES: 
MHY FEMALE TO: BNC FEMALE (B PE9261 "75 OHM N"_IN SERIES: é FEMALE TO FEMALE PES404 
BNC MALE PE9406 BNC FEMALE (B PE9S40 FEMALE TO FEMALE PE9306 FEMALE TO FEMALE (B) PE9S73 
HN MALE PE9264 BNC FEMALE (P PE9238 FEMALE TO FEMALE 8} (n PEI416 FEMALE TO MALE PE9S72 
SHV JACK PE9339 BNC FEMALE PRECISION PE9492 FEMALE TO FEMALE PE94I7 FEMALE TO MALE 90° PE940S 
SHY PLUG PE9265 BNC MALE PE9005 FEMALE TO MALE PE9391 MALE TO MALE E9403 
BNC MALE (P) PE9123 FEMALE TO MALE 90° PE9307 T, FEMALE-MALE-FEMALE E9225 
MHY_ MALE TO: BNC MALE 90° PE9S66 MALE TO MALE PE9308 ; 
BNC FEMALE PE9297 BNC MALE PRECISION PE9490 SC FEMALE TO: 
SHY JACK PE9335 C FEMALE PE9539 "75 OHM N” To: 7mm PRECISION PE9328 
SHY PLUG ~ pEg340 C MALE PE9295 *75 OHM BNC” FEMALE PE9371 BNC FEMALE PE9S71 
F MALE PE9389 "75 OHM BNC” MALE PE9368 N FEMALE PE9292 
"MINI_75 OHM SMB" IN SERIES: GR874 PES258 "75 OHM SMB JACK PE9S83 N MALE “ PE9196 
JACK TO JACK PE9608 HN FEMALE PE9360 "75 OHM SMB" PLUG PE9S8S 
JACK TO JACK (8) PE9611 HN FEMALE (P) PE9SS3 "75 OHM SMC” JACK E9587 TO: 
JACK TO PLUG PE9610 HN MALE PE9194 "75 OHM SMC” PLUG E9589 7mm PRECISION PE9329 
PLUG TO PLUG PE9609 LC FEMALE PE9298 "75 OHM TNC” FEMALE PE9629 BNC FEMALE E9200 
" LC MALE : PE9237 "75 OHM TNC” MALE PE9628 BNC MALE PE9S68 
“MINI 75 OHM SMB" JACK TO: MCX JACK PE9462 F MALE PE9397 N FEMALE E9277 
75 OWM BNC" FEMALE PE9619 MCX PLUG PE9463 “MINI 75 OHM SMB" JACK PE9615 N MALE PE9570 
"75 OHM BNC” MALE PE9618 MINI UHF MALE PE9183 “MINI 75 OHM SMB" PLUG PE9613 
"75 OHM N" FEMALE PE9615 SC FEMALE PE9292 N MALE PE9349 SERIES: 
"75 OHM N" MALE PE9614 SC MALE PE9277 ite TO JACK PE9337 
SMA. FEMALE PE9083 "75 OHM N" MALE TO: JACK TO JACK (8) (H) PE9336 
“MINI_75 OHM SMB" PLUG TO: SMA FEMALE (B PE92S2 75 OHM BNC” FEMALE PE9369 JACK TO PLUG 90° PE9338 
75 OHM BNC” FEMALE PE9617 SMA FEMALE (B PE9408 "75 OHM BNC™ MALE PE9370 T, JACK-PLUG-JACK PE9249 
"75 OHM BNC™ MALE PE9616 SMA FEMALE (B) PRECISION PE9435 "75 OHM SMB™ JACK PE9582 
"75 OHM N" FEMALE PE9613 SMA FEMALE (B) PRECISION PE9486 "75 OHM SMB" PLUG PE9584 SHY JACK TO: 
"75 OHM N" MALE PE9612 SMA FEMALE (P PE9104 "75 OWM SMC™ JACK PE9S86 MHY FEMALE PE9339 
SMA FEMALE (P) PRECISION PE9434 "75 OHM SMC" PLUG E9588 -| MY MALE PE9335 
SMA FEMALE PRECISION PE9432 "75 OWM THC” FEMALE PE9627 
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SHY PLUG TO: SMA MALE TO (CON'T): SMC_JACK TO: TNC FEMALE TO (CON'T): 
MHY FEMALE PE9265 D SUBMINIATURE RECEPTACLE PE9424 BNC FEMALE PE9140 BNC FEMALE PE9097 
MHY MALE PE9340 GR874 PE9259 BNC FEMALE (B) PE9108 BNC FEMALE (B) (H) PE9483 
HN FEMALE PE9256 BNC MALE PES138 BNC MALE PE9098 
SMA_IN SERIES: HN MALE PE9254 N FEMALE PE9319 C MALE PE9564 
FEMALE TO FEMALE PE9070 MCX JACK PE9472 N MALE PE9317 MCX JACK - PE9544 
FEMALE T@- FEMALE (B PE9O71 MCX PLUG : PE9473 SMA FEMALE PES147 MCX JACK (B) PE9521 
FEMALE TO FEMALE (B PE9620 MCX JACK PE9478 SMA MALE PE9149 MCX PLUG PE9545 
FEMALE TO FEMALE (B) (1) PE9067 MMCX PLUG PE9476 SMB JACK PE9283 MINI UHF MALE PE9346 
FEMALE TO FEMALE (B) (H) PE9184 FEMALE PE9082 SMB PLUG PE9282 N FEMALE PE9131 
FEMALE TO FEMALE (B) PRECISION PE9508 N FEMALE (B) PRECISION PE9487 TNC MALE PE9226 N FEMALE (B PE9482 
FEMALE TO FEMALE (K PE9380 N FEMALE (B) PRECISION PE9488 N FEMALE (P PE9552 
FEMALE TO FEMALE (P PE9312 N FEMALE (P PE9105 SMC PLUG TO: N FEMALE (P) PRECISION PE9450 
FEMALE TO FEMALE (R)” PE9274 N FEMALE (P) PRECISION PE9497 BNC FEMALE PE9141 N FEMALE PRECISION PE9449 
FEMALE TO FEMALE 90° PE9485 N FEMALE PRECISION PE9433 BNC MALE PE9139 N MALE PE9090 
FEMALE TO FEMALE PRECISION — PE9SO7 N MALE PE9O80 N FEMALE PE9320 N MALE 90° PE9550 
FEMALE TO FEMALE PRECISION (P) PE9670 N MALE (P) PRECISION PE9499 N MALE PE9318 N-MALE PRECISION PE9448 
FEMALE TO FEMALE PRECISION 90° PE9643 N MALE PRECISION PE9431 SMA FEMALE PE9146 REVERSE POLARITY SMA FEMALE — PE9599 
FEMALE TO MALE PE9103 REVERSE POLARITY MCX PLUG PE9581 SMA MALE PE9148 REVERSE POLARITY SMA MALE PE9596 
FEMALE TO MALE (B) PE9621 REVERSE POLARITY SMA FEMALE _ PE9534 SMB JACK PE9284 REVERSE POLARITY TNC MALE PE9531 
FEMALE TO MALE (QD) PE9546 REVERSE POLARITY TNC FEMALE — PE9600 SMB PLUG PE9281 SMA FEMALE PE9079 
FEMALE TO MALE (R) PE9262 REVERSE POLARITY TNC MALE PE9601 SMA FEMALE (8) PE9251 
FEMALE TO MALE 45° ~ PE9381 REVERSE THREAD SMA FEMALE PE9682 "75 OHM SMC" IN SERIES: SMA FEMALE (P) PE9276 
FEMALE TO MALE 90° PE9068 SMB JACK PE9145 JACK TO JACK PE9227 SMA FEMALE PRECISION PE9442 
FEMALE TO MALE PRECISION (P) PE9671 SMB PLUG PE9144 JACK TO JACK (B) PE9278 SMA MALE PE9078 
FEMALE TO MALE PRECISION PE9506 SMC JACK PES149 PLUG TO PLUG PE9272 SMA MALE (P) PE9384 
FEMALE TO MALE PRECISION 90° E9641 SMC PLUG PE9148 T, JACK-PLUG-JACK PE9244 SMA MALE PRECISION PEQ441 
MALE TO MALE PE9069 SMP FEMALE PRECISION PE9513 UHF MALE PE9372 
MALE TO MALE (R) PE9273 SMP MALE PRECISION PE9511 "75 OHM SMC" JACK TO: 
MALE TO MALE 90° PE9418 SSMA FEMALE PE9063 75 OHM N" FEMALE PE9S87 TNC MALE TO: 
MALE TO MALE PRECISION PE9505 SSMA MALE PEQ187 "75 OHM N" MALE PE9586 7/16 FEMALE PE9638 
MALE TO MALE PRECISION ( P ) PE9669 SSMB JACK PE9401 BNC FEMALE PE9235 7/16 MALE PE9637 
MALE TO MALE PRECISION 90° — E9642 TNC FEMALE PE9O78 BNC MALE PE9233 7mm. PRECISION PE9219 
T, FEMALE-FEMALE-FEMALE PE9246 TNC FEMALE (P) PE9384 BNC FEMALE PE9088 
T, FEMALE-MALE-FEMALE PE9182 TNC FEMALE PRECISION PE9441 "75 OHM SMC” PLUG TO: BNC MALE PE9110 
T, MALE-FEMALE-MALE PE9247 TNC MALE PE9O76 75 OHM NH” FEMALE PE9589 C FEMALE PE9562 
T, MALE-MALE-MALE PE9379 TNC MALE PRECISION PE9439 "75 OHM N™ MALE PE9588 | _ HN MALE PE9563 
UHF FEMALE PE9400 BNC FEMALE PE9236 MCX JACK PE9542 
SMA FEMALE TO: ; BNC MALE PE9234 MCX PLUG PES543 
1.0/2.3 JACK PE9693 SMB _IN SERIES: MINI UHF FEMALE PEO345 
1.0/2.3 PLUG y PES691 JACK TO JACK PE9116 SMP_IN SERIES: N FEMALE PE9089 
2.4mm FEMALE PRECISION PE9656 JACK TO JACK (B) PE9122 FEMALE TO FEMALE PES686 N FEMALE 90° PE9263 
2.4mm MALE PRECISION PE9655 PLUG TO JACK PE9120 N FEMALE PRECISION PE9447 
7/16 MALE PE9412 PLUG TO PLUG - . PE9118 SMP_FEMALE TO: N MALE PE9130 
Jmm (P) PRECISION PE9327 T, JACK-JACK-JACK PE9302 SMA FEMALE PRECISION PE9S14 N MALE PRECISION PE9446 
7mm PRECISION PE9Z14 T, JACK-PLUG-JACK PE9243 SMA MALE PRECISION PE9513 REVERSE POLARITY SMA FEMALE  PE9598 
BNC FEMALE PESO75 T, PLUG-JACK-JACK PE9309 REVERSE POLARITY SMA MALE PE9597 
BNC FEMALE (3) PE9185 T, PLUG-PLUG-PLUG PE9310 SMP MALE TO: REVERSE POLARITY TNC FEMALE PE9532 
BNC FEMALE (B PE9407 SHA FEMALE PRECISION PE9512 SMA FEMALE PE9077 
BNC FEMALE PRECISION _ PE9496 SMB _JACK TO: SMA MALE PRECISION PE9511 SMA FEMALE PRECISION PE9440 
BNC MALE PE9073 BNC FEMALE PE9136 . SMA MALE PE9076 
- BNC MALE PRECISION PE9494 BNC FEMALE (8) PE9240 SSMA_IN SERIES: SMA MALE PRECISION E9439 
D SUBMINIATURE PLUG PE9422 BNC MALE PE9132 FEMALE TO FEMALE PE9192 SMC JACK PE9226 
D SUBMINIATURE RECEPTACLE PE9423 N FEMALE : PE9315 FEMALE TO FEMALE (B) PE9189 UHF FEMALE PE9291 
GR874 PE9260 N MALE : PE9313 FEMALE TO MALE 90° PE9334 
HN FEMALE PE9255 SMA FEMALE ; PE9143 MALE TO FEMALE PE9358 "75 OHM TNC™ IN SERIES: 
HN MALE PE9253 SMA MALE PES145 MALE TO MALE PE9357 FEMALE TO FEMALE PE9622 
MCX JACK PE9470 SMC JACK PE9283 FEMALE TO FEMALE (8) (i PE9624 
MCX PLUG PE9471 SMC PLUG PE9284 SSMA FEMALE TO: FEMALE TO FEMALE (B) {I PE9625 
MMCX JACK * PE9477 7mm PRECISION PE9356 FEMALE TO MALE 90° PE9623 
MMCX PLUG PE9475 | SMB PLUG TO: BNC MALE PE9191 
. FEMALE PE9083 BNC FEMALE PE9137 N FEMALE PE9354 "75 OHM TNC" FEMALE TO: 
N FEMALE (B PE9252 BNC FEMALE (8) PE9241 N MALE PE9352 "75 OHM BNC™ MALE PE9630 
WN FEMALE (B PE9408 BNC MALE PES135 SMA FEMALE F PE9399 "75 OHM N" FEMALE PE9629 
N FEMALE (B) PRECISION PE9435 N FEMALE PE9316 SMA MALE PE9063 "75 OHM N" MALE PE9627 
N FEMALE (B) PRECISION PE9486 N MALE PE9314 SSMA MALE (QD) PE9685 
N FEMALE (P PE9104 SMA FEMALE PE9142 "75 OHM TNC" MALE TO: 
N FEMALE (P) PRECISION PE9434 SMA MALE PE9144 SSMA MALE TO: 75 OHM BNC” FEMALE PES631 
N FEMALE PRECISION PE9432 SMC JACK PE9282 7mm PRECISION PE9355 "75 OHM N" FEMALE PE9628 
N MALE PESO81 SMC PLUG PE9281 BNC FEMALE PE9250 "75 OHM N" MALE PE9626 
N MALE (QD) PE9684 BNC MALE PE9213 
N MALE (B) - PE9S51 "75 OHM SMB" IN SERIES: N FEMALE PE9353 UHF IN SERIES: 
N MALE (P PE9275 JACK TO JACK PE9248 N MALE PE9351 FEMALE TO FEMALE PE9094 
N MALE (P) PRECISION PE9498 PLUG TO PLUG PE9271 SMA FEMALE PE9188 FEMALE TO FEMALE (B) PE9114 
_ N-MALE PRECISION PE9430 T, JACK-PLUG-JACK PE9245. SMA MALE PE9187 FEMALE TO MALE 90° PE9209 
REVERSE POLARITY SMA MALE PEQS33 SSMA FEMALE (QD) PE9685 MALE TO MALE PE9096 
REVERSE POLARITY TNC FEMALE —PE9603 "75 OHM SMB™ JACK TO: T, FEMALE-MALE-FEMALE PE9095 
REVERSE POLARITY TNC MALE  — PE9602 *75 OHM N" FEMALE PE9583 SSMB_JACK TO: 
REVERSE THREAD SMA MALE _ PE9683 "75 OHM N" MALE PE9582 BNC FEMALE PE9394 UHF FEMALE TO: 
SMB JACK PE9143 BNC FEMALE PE9231 BNC MALE PE9392 BNC FEMALE PE9421 
SMB PLUG PE9142 BNC MALE PE9229 SMA MALE PE9401 BNC MALE PE9107 
- SMC JACK PE9147 F FEMALE PE9167 
SMC PLUG PE9146 | "75 OHM SMB™ PLUG TO: SSMB PLUG TO: MINI UHF MALE PE9344 
SMP FEMALE PRECISION PEOS14 *75OHM N” FEMALE PE9585 BNC FEMALE PE9395 N FEMALE PE9385 
SMP MALE PRECISION PE9512 "75 OHM N" MALE PE9S84 BNC MALE PE9393 WN MALE PE9111 
SSMA FEMALE PE9399 BNC FEMALE PE9232 SMA FEMALE PE9402 SMA MALE PE9400 
SSMA MALE PE9188 BNC MALE PE9230 - TNC MALE PE9291 
SSMB PLUG PE9402 TNC IN SERIES: 
TNC FEMALE _ PE9079 SMC_IN SERIES: FEMALE TO FEMALE PE9099 UHF MALE TO: 
TNC FEMALE {s PE9251 JACK TO JACK PE9115 FEMALE TO FEMALE (B (H PE9154 BNC FEMALE PE9004 
TNC FEMALE (P PE9276 JACK TO JACK (B) PE9I21 FEMALE TO FEMALE (B) (I PE9287 BNC MALE PE9201 
TNC FEMALE PRECISION PE9442 JACK TO PLUG 90° PE9303 FEMALE TO FEMALE (P PE9288 F FEMALE PE9165 
TNC MALE PE9077 PLUG TO JACK PE9119 FEMALE TO FEMALE PRECISION  PE9444 MINI UHF FEMALE PE9348 
TNC MALE PRECISION PE9440 PLUG TO PLUG PE91I7 FEMALE TO MALE PE9270 N FEMALE PE9112 
UWF MALE PE9415 T, JACK-JACK-JACK PE9304 FEMALE TO MALE (QD) PE9S61 NW OMALE PE9113 
T, JACK-PLUG-JACK PE9242 FEMALE TO MALE PRECISION PE9443 SMA FEMALE PE9415 
$0 MALE Tos T, PLUG-PLUG-PLUG : PE9305 MALE TO FEMALE 90° PE9100 TNC FEMALE PE9372 
1.073. K PE9690 MALE TO MALE E9091 a 
1.0/2.3 PLUG PE9692 MALE TO MALE 90° PE9S NOTES: 
2.4mm FEMALE PRECISON PE9654 PLEASE CONTACT OUR MALE TO MALE PRECISION PE9445 (8)= BULKHEAD MOUNT 
2.4mm MALE PRECISON PE9653 ENGINEERING T, FEMALE-FEMALE-FEMALE PE9289 é 
7/16 FEMALE PE9411 DEPARTMENT T, FEMALE-MALE-FEMALE PE9195 (8) = HERMETICALLY SEALED 
Jmm PRECISION PE9215 FOR ALL YOUR SPECIAL T, MALE-FEMALE-FEMALE PE9290 (I)= ISOLATED GROUND 
BNC FEMALE PE9O74 (k)= KNURLED BODY 
we AE peoor. | ADAPTER REQUIREMENTS AT | HT EOAtE £9639 ae 
BNC MALE PRECISION. PE9493 (949) 261-1920. 7/16 MALE PE9636 (R)= RADIUS RIGHT: ANGLE 
D SUBMINIATURE PLUG : PE9425 7mm PRECISION PE9218 (QD)= QUICK DISCONNECT 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


135 ADAPTERS: 


: SEE ADAPTER SELECTION CHART ON PAGES 132 THRU sess 
SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE9000 Model No. PE9001 Model No. PE9002 Model No. PE9003 Model No. PE9004 
BNC MALE TO BNC MALE BNC "T" FEMALE-MALE- BNC FEMALE TO N MALE BNC "T" FEMALE-FEMALE- BNC FEMALE TO VHF MALE F 
FEMALE 3B FEMALE CREE ; 
1-24 25-49 1-24 1-24 a ; 
$8.95 $8.32 $12.95 $ $7.95 - $7.39 
50-99 100 + 50-99 50- 100 + 
$7.79 $7.16 $11.14 $ 6.84 $6.36 | 
Model No. PE9005 Model No. PE9006 Model No. PE9007 P Model No. PE9009 i 


BNC FEMALE TO DOUBLE 


N FEMALE hs N FEMALE 
BR BANANA PLUG 


N ae Lind N MALE 


N FEMALE TO BNC MALE 


Model No. PE9011 


Model No. PE9013 
BNC MALE TO BINDING POSTS 


BNC FEMALE TO aes 


Model No. PE9064 
N MALE TO MINT UHF FEMALE 


MA MALE TO SSMA FEMALE 


Model No. PE9067 
SMA FEMALE TO SMA FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B03 


Model No. PE9066 
MINI UHF “T" FEMALE- 
FEMALE-FEMALE 


Model No. PE9068 
SMA FEMALE TO SMA MALE 


RIGHT ANGLE 


Model No. PE9069 
SMA MALE TO SMA MALE 


1-24 25-49 1-24 25-49 1-24 25-49 
$7.95 $7.39 $15.95 $14. pa $12.95 $12.04 
50-99 100 + 50-99 50-99 100 + 
$6.84 6.36 $13.72 sie: 76 $11.14 $10.36 


Model No. PE9071 

SMA FEMALE TO SMA FEMALE 
BULKHEAD 

MOUNTING HOLE B02 


Model No. PE9072 
SMA MALE TO BNC MALE 


Model No. PE9 
SMA FEMALE TO BNC MALE 


1-24 25-49 - 25-49 1-24 25-49 
$17.95 $16.69 $21.95 $20.41 $21.95 $20. al 
50-99 100 + 50-99 100 + 50-99 
$15.44 $14.36 $18.88 $17.56 $18.88 $17.56 


Model No. PE907 
SMA FEMALE TO vs FEMALE 


al 


Model No. PE9076 
SMA MALE TO TNC MALE 


Model No. PE9077 
SMA FEMALE TO ve MALE 


Model No. PE9078 - 
SMA MALE TO TNC FEMALE 


Mode] _No. PE9080 
SMA MALE TO N MALE 


1-24 25.49 
$29.95 $27.85 
30-99 100 + 
$25.76 $23.96 


OY 
RS 


ve 
SKK 


K 


O 
se ° oO 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA. 
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ADAPTERS 136 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9082 Model No. PE9083 Model No. PE9084 Model No. PE9085 


SMA MALE TON FEMALE SMA FEMALE TO N FEMALE BNC FEMALE TO BNC FEMALE BNC FEMALE RIGHT ANGLE 


TO BNC MALE 


‘) 
0% 


F.9.9, 
SoS 


1, 


2°, 
pad 


> 
$5 


x 


> 


> 


Se 


o, 
> 
°, 
°, 


oxKKH 
exevecens 


1-24 25-49 1-24 
$4.95 $4.60 $7.95 
50-99 100 + 50-99 
$4.26 $3.96 $6.84 


"| Model No, PE9087 
BNC FEMALE TO C MA 


Model No. 
TNC MALE TO 


PE9083 - 
BNC FEMALE 


Model No. - PE9089 ~- 
TNC MALE TO N FE 


J 
2) 


Model No. PE9090 
TNC FEMALE TO N MALE 


Se 


'e 


1-24 25-49 1-24 1-24 25-49 1-24 25-49 
$21.95 $20.41 $13.95 $12.97 $13.95 $12.97 $14.95 $13.90 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$18.88 $17.56 $12.00 $11.16 1 $12.00 $11.16 $12.86 $11.96 


Model No. PE9095 


Model No. PE9096 
UHF "T" FEMALE-MALE-FEMALE 


Model No. PE9093 
BNC FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY 
SEALED, MOUNTING 

HOLE B06 ‘ 


Model No. PE9094 
UHF FEMALE TO UHF FEMALE 
RRRRES 
Se 


4 


S555 


PPY? 


BRIS 


1-24 25-49 
$6.95 $6.46 
50-99 100 + 
$5.98 $5.56 


Model No. PE9100 


Model No. PE9101 
TNC MALE TO TNC FEMALE 


N "T" FEMALE-FEMALE- 
FEMALE 


Model No. PE9098 
BNC MALE TO TNC FEMALE 


Model No. PE9099 
TNC FEMALE TO TNC FEMALE 


. 


KOO 
"0.0, 0.00.0. @. 
PPPOE 


> 
b 
% 


1-24. 25-49 
$13.95 $12.97 
50-99 100 + 


$12.00 $11.16 


Model No. PE9106 

BNC FEMALE TO BNC FEMALE 
PANEL MOUNT 

MOUNTING HOLE A03 


-Model No. PE9103 
SMA MALE TO SMA FEMALE 


Model No. _PE9105 

N FEMALE TO SMA MALE 
PANEL MOUNT 
MOUNTING HOLE AQ5S' 


Model No. PE9104 
N FEMALE TO SMA FEMALE 
‘PANEL MOUNT 

MOUNTING HOLE AQ5S 


1-24 = =25-49 
$12.95 $12.04 
“50-99 100 + 
$11.14 $10.36 


Model No. PE9111 


Model No. _PE9110 
UHF FEMALE TO N MALE 


BNC MALE TO TNC MALE 


Model No. PE9109 


Model No. PE9108 NO. _FEI109 
BNC MALE C FEMALE 


BNC FEMALE TO SMC JACK 
BULKHEAD i 
MOUNTING HOLE B04 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759- U.S.A. 
: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


137 ADAPTERS | ; 4 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9112 Model No. PE9113 Model No. PE9114 Model No. PE9115 Model No. _PE9116 
UHF MALE TO N FEMALE UHF MALE TO N MALE UHF FEMALE TO UHF FEMALE | SMC JACK TO SMC JACK SMB JACK TO SMB JACK 
SRR Scenes BULKHEAD : 4 


MOUNTING HOLE FO3 s 


Se 

KS 

SoS 

rane 

rote 
aratarete® 
OOO OTS 
ERR 


Ks 


1-24 25-49 ‘ 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$12.95 $12.04 $17.95 $16.69 $10.95 $10.18 $15.95 $14.83 $15.95 $14.83 
50-99 100 + 50-99 100+ 50-99 100 + 50-99 100 + : 100 + 
$11.14 $10.36 $15.44 $14.36 $9.42 $8.76 $13.72 $12.76 $13.72 $12.76 


1_No. PE9120° 
PLUG TO SMB JACK 


Model No. PE9121 
SMC JACK TO SMC JACK 
BULKHEAD 

MOUNTING HOLE B01 


Model No. PE9119 
SMC PLUG TO SMC JACK 


Model No. PE9117 


Model No. PE9118- 
SMC PLUG TO SMC PLUG 


SMB PLUG TO SMB PLUG 


: 


-24 
$15.95 $14.83 
50-99 100 + 
$13.72 $12.76 


Model No. PE9122 
SMB JACK TO SMB JACK 
BULKHEAD 

MOUNTING HOLE B01 


1-24 25-49 
$18.95 $17.62 
50-99 100 + 
$16.30 $15.16 


Model No. PE9123 
BNC MALE TO N FEMALE 
PANEL MOUNT 

MOUNTING HOLE A0S 


lel No. PE9124 
MALE TO C FEMALE 


Model No. PE9125 
N_MALE TO HN FEMALE 


BS 


Model_No. _PE9126 
HN MALE TO BNC 


1-24 25-49 
$18.95 $17.62 : 
50-99 100 + 100 + 


$24.04 $22.36 


Model No. PE9130 
TNC MALE TO N MA 


Model No. _PE9127 
BNC MALE TO N MALE 


ld 


Model No. PE9128 2 
HN FEMALE TO BNC MALE 


N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY 
SEALED 

MOUNTING HOLE G01 


TNC FEMALE on FEMALE 
an 


oe 


-1-24 25-49 
$23.95 $22.27 
+ 


50-99 100 + 
$20.60 $19.16 


Model No. PE9135 
BNC MALE TO SMB PLUG 


Model No. PE9136 Model No. PE9137 
BNC FEMALE TO SMB JACK BNC FEMALE TO SMB PLUG 


o 


i 
' 
lad 
> 
in 
iw 
' 
hod 


eel 
nN 
. 
v) 
wow 
” 
at) 
is~ 
oo 
+n 


“ 
nN 
“ 
~ 
a 
ow 
nN 
wo 
2. 
Lal 


Model No. PE9142 
SMA FEMALE TO SMB PLUG 


Model No. PE9140 


Model No. PE9141 
BNC FEMALE TO SMC JACK 


Model No. PE9139 
BNC FEMALE TO SMC PLUG 


BNC MALE TO SMC PLUG 


Model No. PE9143 
SMA FEMALE TO SMB JACK 


50-99 100 + 
$25.76 $23.96 


5 100 + 
$25.76 $23.96 $25.76 $23.96 


1-24 25-49 1-24 25.49 
$29.95 $27.85 $29.95 $27.85 | 
+ "he 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 4 | 
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ADAPTERS ; 138 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. _PE9145 Model No. PE9146 Model No. PE9147 Model No. _PE9148 
SMA MALE TO SMB JACK SMA FEMALE TO SMC PLUG SMA FEMALE TO SMC JACK SMA MALE TO SMC PLUG 
-24 25-49 1-24 25-4 1-24 25-49 1-24 25-49 1-24 25-49 
+95 $27.85 $29.95 $27.85 $29.95 $27.85 $29.95 $27.85 $29.95 $27.85 
100 + 50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
76 $23.96 $25.76 $23.96 $25.76 $23.96 $25.76 $23.96 $25.76 $23.96 


del No. PE9150 


Mode E915 Model No. PE9151 
‘BNC MALE TO F FEMALE 


BNC FEMALE TO F MALE 


Model No. PE9152 
BNC MALE TO F MALE 


Model No. PE9153 
BNC FEMALE TO F FEMALE 


1-24 25-49 1-24 25-49 
$7.95 $7.39 $7.95 $7.39 
100 + en 100 + 50-99 100 + 
$23.96 6. 84 6.36 $6.84 $6.36 
; ode} No. _PES154 Model No. PE9155 Model No. PE9158 Model No. PE9159 Model No. PE 
TO TNC FEMALE N MALE TO F FEMALE BNC FEMALE TO PHONO PLUG F MALE TO F MALE F MAL 
BULKHEAD, HERMETICALLY F 


1-24 25-49 
$13.95 $12.97 
50-99 100 + 
$12.00 $11.16 


Model No. PE9166 Model No. PE9167 
F FEMALE TO F MALE 
RIGHT ANGLE 


2-24 25-49 
$17.95 $16.69 

100 _+ 
$15.44 $14.36 


50-99 
$15.44 $14.36 


| 


Model No. PE9173 

N FEMALE TO WN FEMALE 
PANEL MOUNT 
MOUNTING HOLE AOS 


Model No. PE9172 

BNC FEMALE TO BNC FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE BO6 


1-24 25-49 
$16.95 $15.76 


- 100 + 
$14.58 $13.56 


1-24 25-49 
$14.95 $13.90 


50-99 = 100 + 
$12.86 $11.96 


1-24 = 25-49 
$7.95 $7.39 


Model No. PE9175 
BNC FEMALE TO SINGLE 
BANANA PLUG 


25-49 
$7.39 
$636 


1-24 
$7.95 
i684 


Model No. PE9180 
7/16 FEMALE TO N FEMALE 


Model No. PE9178 1 No. 
7/16 FEMALE TO N MALE 7/16 MALE TO N FEMALE 


; =24 25-49 1-24 25-49 
w2$8 sh33 sen3s $59.47 $63.95 $59.47 


50-99 100 + 
$55.00 $51.16 


100 + 50-99 100 + 
$51.16 $55.00 $51.16 


50-99 
$55.00 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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139 ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 : 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9181 Model No. PE9182 Model No. PE9183 Model No. PE9184 Model No. PE9185 
LC MALE TO HN FEMALE SMA "T" FEMALE-MALE-FEMALE | MINI UNF MALE TO N FEMALE | SMA FEMALE TO SMA FEMALE | SMA FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY BULKHEAD 
SEALED MOUNTING HOLE BO6 


MOUNTING HOLE B03 


a 


K 


D 


1-24 et 1-24 25-49 1-24 25-49 1-24 25-49 
9.95 $27.95 $25.99 $21.95 $20.41 $27.95 $25.99 
ert 100s 50-99 100 + 50-99 100 + 50-99 
$137. 36 $127.96 $24.04 $22.36 $18.88 $17.56 $24.04 $22. 
Model No. PE9186 Model No. PE9187 Model No. PE9188 Model No. PE9189 
C FEMALE 10 C FEMALE SSMA MALE TO SMA MALE SSMA MALE TO SMA FEMALE | SMA FEMALE TO SSMA FEMALE 
BULKHEAD BULKHEAD 
MOUNTING HOLE B07 MOUNTING HOLE BOL 
-24 25-49 
$36.95 $34.36 
50-99 100 + 
$31.78 $29.56 ; 
Model No. PE9192 Model No. E9193 = ~— | Model_No. _PE9194 Model No. PE9195 
SSMA FEMALE TO SSMA FEMALE | HN FEMALE TO HN FEMALE WN MALE TO N FEMALE TNC "T" FEMALE-MALE-FEMALE 


BULKHEAD 
MOUNTING HOLE G03 


0.000004 
KX) 


5 


UH ONLUUTUTLATAN 


1-24 25-49 1-24 25-49 1-24 25-49 1-24 
$19.95 $18.55 $27.95 $25.99 $21.95 $20.41 $12.95 
50-99 100 + 50-99 100 + | 50-99 100 + 50-99 
$17.16 $15.96 $24.04 $22.36 $18.88 $17.56 $11.14 
Model No. PE9198 Model No. PE9199 No. PE9200 j Model No. PE9201 No. PE9204 
WN MALE TO N MALE 3/4"-20 TWINAX FEMALE TO SC MALE TO BNC FEMALE BNC MALE TO UHF BNC FEMALE TO C FEMALE 


RIGHT ANGLE * 3/4"-20 TWINAX FEMALE [5 KAP BULKHEAD 


RSC) 


-24 1-24 25-49 

$19.95 $47.95 $44.59 

50-99 50-99 100 + 
$17.16 $41.24 $38.36 
Model No. PE9205 Model No. PE9206 Model No. PE9207 le 9208 Model No. PE9209 
HN MALE TO HN FEMALE N FEMALE TO BNC FEMALE C "T" FEMALE-MALE-FEMALE UHF MALE TO UHF FEMALE 
RIGHT ANGLE 0 ‘ RIGHT ANGLE 

?, 2”, X<] - } 


1-24 25-49 1-24 25-49 
$35.95 $33.43 $14.95 $13.90 
50-99 100 + 50-99 100 + 
$30.92 $28.76 $12.86 $11.96 
Model No. PE9210 Model No. PE9211 Model No. PE9213 
HN MALE TO HN MALE MHV “T" FEMALE-MALE-FEMALE 0 EMA : BNC MALE TO SSMA MALE 


1-24 25-49 25.49 

$32.95 gris . ? gE $111.55 PRECISI 
50-99 00 + 100 + Are , 
$28.34 $26.36 ‘ $103.16 $95.96 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. | 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM | 
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ADAPTERS 140 


- SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9215 Model No. PE9216 Model No. PE9217 Model No. PE9218 Model No. PE9219 
7mm TO SMA MALE 7mm TO N FEMALE 7mm TO N MALE 7mm TO TNC FEMALE 7mm TO TNC MALE 


MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 : d 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 
$119.95 $111.55 PRECISION | $129.95 $120.85 PRECISION | $129.95 $120.85 PRECISION | $129.95 $120.85 PRECISION | $129.95 $120.85 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100+ ADAPTER 50-99 100+ ADAPTER 50-99 100 + ADAPTER 
$103.16 -$95.9 $111.76 $103.96 » |$111.76 $103.96 $111.76 $103.96 $111.76 $103.96 


Model No. PE92. 
7mm TO BNC FEMALE 
MAX VSWR 1.15:1 @ 8 GHz 


Model No. PE9221 Model No. PE9222 Model No. PE9223 Model No. PE9224 
7mm TO BNC MALE GR874 TO BNC FEMALE GR874 TO BNC MALE 3/4"-20 TWINAX "T" FEMALE- 
MAX VSWR 1.15:1 @ 8 GHz = FEMALE-FEMALE 


1-24 25-49 1-24 25-49 
$129.95 $120.85 PRECISION | $129.95 $120.85 PRECISION $19.95 $18.55 


100 + ADAPTER 


50-99 50-99 100 + ADAPTER 
$111.76 $103.96 


$111.76 $103.96 


$17.16 $15.96. 


Model No. PE9225 Model No. PE9226 Model No. PE9227 Model No. PE9228 Model No. PE9229~ 
SC "T" FEMALE-MALE-FEMALE | TNC MALE TO SMC JACK "75 Ohm SMC” JACK TO "75 Ohm SMC" JACK TO BNC MALE TO "75 Ohm SMB” 
. —— ’ JACK : 


BESO] 


SKIN "75 Ohm SMC" JACK "75.Ohm SMC" JACK BULKHEAD 
RSS * MOUNTING HOLE B03 


+ 625 


76% 


1-24 1-24 
$89.95 $83. $32.95 $30.64 
50-99 50-99 100 + 
$77.36 $71.9 $28.34 $26.36 a . $30.06 $27.96 
Model No. PE9230 Model No. PE9231 Model No. PE9232 Model No. PE9233 Model No. PE9234 
BNC MALE TO "75 Ohm SMB" BNC FEMALE TO "75 Ohm SMB” | BNC FEMALE TO "75 Ohm SMB" | BNC MALE TO."75 Ohm SMC” BNC- MALE TO "75 Ohm SMC” 


PLUG PLUG 


1:24 25-49 
$34.95 $32.50 
50-99 100 + 
$30.06 $27.96 


Model No. PE9235 Model No. PE9236 Model No. PE9237 Model No. PE9238 Model No. PE9239 
BNC FEMALE TO "75 Ohm SMC” | BNC FEMALE TO "75 Ohm SMC" | LC MALE TO WN FEMALE BNC FEMALE TO N FEMALE N MALE TO C FEMALE 


PANEL MOUNT 


JACK ‘| PLUG 
= ts MOUNTING HOLE AOS 


RIGHT ANGLE 


ereeeey 


1-24 25-49 : 1-24 


$109.95 $102.25 : $27.95 
50-99 100 + 50-99 


$94.56 $87.96 . E $24.04 


Model No. PE9240 Model No. PE9241 Model No. PE9242 Model No. PE9243 Model No. PE9244 
BNC FEMALE TO SMB JACK BNC FEMALE TO SMB PLUG SMB "T" JACK-PLUG-JACK “75 Ohm SMC" "T" 


SMC "T" JACK-PLUG-JACK 


BULKHEAD 
MOUNTING HOLE BOS 


BULKHEAD 
MOUNTING HOLE B05 


JACK-PLUG-JACK 


1-24 25.49 
$32.95 $30.64 
50-99 100 + 
$28.34 $26.36 


1-24 25-49 
$27.95 $25.99 
50-99 100 + 
$24.04 $22.36 


$18.88 $17.56 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9245 Model No. PE9246 Model No. PE9247 Model _ No. Model No. PE9249 
"75 Ohm SMB" "T” SMA "T" FEMALE-FEMALE- SMA "T" MALE-FEMALE-MALE "75 Ohm SMB". JACK TO SHV "T" JACK-PLUG-JACK 


JACK-PLUG-JACK FEMALE "75 Ohm SMB" JACK 


1-24 25-49 1-24 1-24 25-49 1-24 25-49 | 4-24. 25-69 
$32.95 $30.64 $32.95 $35.95 $33.43 $33.95 $31.57 $47.95 $44.59 
50-99 50-99 50-9 00 + 100 + 50-99 100 + 
$28.38 $26.36 $28.34 $30.92 $28.76 -1$29.20 $27.16 $41.24 $38.36 


Model No. PE9250 
BNC FEMALE TO SSMA MALE 


Model No. PE9252 
SMA FEMALE TO N FEMALE 
BULKHEAD 

MOUNTING HOLE GO1 


Model No. PE9251 
SMA FEMALE TO TNC FEMALE 
BULKHEAD 

MOUNTING HOLE B05 


Model No. PE92 
HN MALE TO SMA FEMALE 


Model No. PE9254 
HN MALE TO SMA MALE 


4 


1-24 25-49 1-2 
$54.95 $51.10 $32.95 $30.64 
50-99 100 + 50-99 100 + 


$28.34 


Model No. PE9255 Model No. PE9256- PE9258 Mode! 
HN FEMALE TO SMA FEMALE HN FEMALE TO SMA MALE GR874 TO N FEMALE GR874 TO SMA MALE 


1-24 1-24 25-49 
$35.95 sia $99.95 $92.95 
50-99 100 + 50-99 100 50-99 50-9 50-99 100 + 
$30.92 $28.76 $30.92 4 : A ¢ $85.96 $79.96 
el No. PE926: Model No. PE9261 Model No. PE9262 Model No. PE9263 el 


GR874 TO SMA FEMALE N FEMALE TO BNC FEMALE 
BULKHEAD 


MOUNTING HOLE GO1 


SMA MALE TO SMA FEMALE 
RADIUS RIGHT ANGLE 


N FEMALE TO TNC MALE 
RIGHT ANGLE 


1-24 25-4 1-24 25-49 1-24 
$99.95 $92.95 $34.95 $32.50 $64.95 
50-99 100 + 50-99 100 + 50-99 100 + 
$85.96 $79.96 $30.06 $27.96 $55.86 $51.96 


Model No. PE9265 Model No. PE9266 


MHV FEMALE TO SHV PLUG 


Model No. PE9267 Model No. _PE9269 
MHV FEMALE TO MHV MALE MHV FEMALE TO MHV. FEMALE .|MHV FEMALE TO MHV FEMALE | BNC MALE TO BNC FEMALE 
RIGHT ANGLE BULKHEAD, HERMETICALLY 


— SEALED 
ae (le: MOUNTING HOLE B06 


1-24 25-4 1-24 25-49 1-24 25-49 
$64.95 $60.40 $34.95 $32.50 $11.95 $11.11 
50-99 00 + 50-99 100 + = + 
$55.86 $51.96 $30.06 $27.96 $10.28 9.56 


Model No. PE9270 
TNC FEMALE TO TNC MALE 


Model No. PE9271 
"75 Ohm SMB" PLUG TO 
"75 Ohm SMB" PLUG 


Model No. PE9272 
"75 Ohm SMC” PLUG TO 


"75 Ohm SMC" PLUG 


Model No. PE92 
SMA MALE TO SMA MALE 


RADIUS RIGHT ANGLE 


Model No. PE9274 
SMA FEMALE TO SMA FEMALE 
| RADIUS RIGHT ANGLE 


= 1-24 25-49 1-24 25-49 -24 
$23.95 $22.27 $23.95 $22.27 $38.95 $36.22 $38. 95 $36. 
50-99 +100 + 50-99 100 + 50- 


50-99 100 + 50-99 100 + 
$20.60 $19.16 $20.60 $19.16 $33.50 $31.16 $33.50 $31.16 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920. FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 : 


Model No. PE9275 Model No. PE9276 
SMA FEMALE TO N MALE 

PANEL MOUNT 
MOUNTING HOLE AOS 


PANEL MOUNT 
MOUNTING HOLE A03 


SMA FEMALE TO TNC FEMALE 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE9277 
N FEMALE TO SC “es 


Model No. PE9278 
BNC FEMALE TO N MALE 
RIGHT ANGLE 


Model No. PE9279 
BNC TWINAX "T" 
JACK-JACK-JACK 


1-24 25-49 & 1-24 25-49 1-24 
$54.95 $51.10 $29.95 $27.85 $25.95 $24.13 
50-99 100 + 00 + 50-99 
$47.26 $43.96 $25.76 $23.96 $36.94 $34.36 $22.32 $20.76 


1No. P 
BNC TWINAX JACK TO BNC 
TWINAX JACK BULKHEAD 
MOUNTING HOLE B06 


1_No. PE9281 
SMB PLUG TO SMC PLUG 


Model No. PE9282 
SMB PLUG TO SMC JACK 


Model No. PE9283 
SMB JACK TO SMC JACK 


Model No. PE9284 
SMB JACK TO SMC PLUG 


1-24 25-49 1-24 25-49 
$19.95 $18.55 $15.95 $14.83 
50-99 100 + 50-99 100+ _ 
$17.16 $15.96 $13.72 $12.76 
Model No. PE9285 Model No. PE9286 Model No. PE92 Model No. PE9288 Model No. PE9289 
GR874 "T" GR874 TO GR874 RIGHT ANGLE | TNC FEMALE TO TNC FEMALE TNC FEMALE TO TNC FEMALE TNC ."T" FEMALE-FEMALE- 


1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$219.95 $204.55 $219.95 $204.55 $15.95 $17.95 $16.69 
50-99 100 + 50-99 100 + 50-99 50-99 100 + 
$189.16 $175.96 $189.16 $175.96 $13.72 $15.44 $14.36 


Model No. PE9291 
TNC MALE TO UHF FEMALE 


DOOD 


BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE B06 


Model No. PE9292 
SC FEMALE TO N FEMALE 


PANEL MOUNT 
MOUNTING HOLE AQ3 


Model No. PE9293 
C MALE TO C FEMALE 
RIGHT ANGLE 


eetetetes 


FEMALE 


Model No. PE9294 
C "T" FEMALE-FEMALE-FEMALE 


1-24 25-49 1-24 25-4 
$27.95 $25.99 $47.95 $44.59 
50-99 100 + 50-99 100 + 
$24.04 $22.36 $41.24 $38.36 

Model No. PE9297 Model No. PE9298 Model No. PE9299 


Model_ No. __PE9295 
C MALE TOW FEMALE 


1-24 25-49 
$29.95 $27.85 
50-99 100 + 
$25.76 $23.96 


Model No. PE9301 


Model _No. _PE9300 
C MALE TO C MALE GR874 TO C FEMALE 


MHV MALE TO BNC FEMALE 


$20.60 $19.16 


Model No. PE9302 
SMB "T" JACK-JACK-JACK 


LC FEMALE TO N FEMALE 


1-24 25-49 
$109.95 $102.25 
50-99 100 + 
$94.56 $87.96 


Model No. PE9303 
SMC JACK TO SMC PLUG 
RIGHT ANGLE 


LC FEMALE TO N MALE 


$120.36 $111.96 


Model No. PE9304 
SMC "T" JACK-JACK-JACK 


nd 
> 
wo 


25-49 1-24 

$109.98 $102.25 $25.95 $24.13 

50-99 100 + 50-99 100 + 

$94.56 $87.96 $22.32 $20.76 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 
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Model No. PE9305 ‘| Model No. PE9306 Model No. PE9307 Model No. PE9308 Model No. _PE9309 
SMC “T" PLUG-PLUG-PLUG "75 Ohm N" FEMALE TO "75 Ohm N" FEMALE TO "75 Ohm N" MALE TO SMB "T" PLUG-JACK-JACK 
; "75 Ohm N" FEMALE "75 Ohm N" MALE RIGHT "75 Ohm N" MALE 
re ANGLE os 

1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$25.95 $24.13 $17.95 $16.69 $23.95 $29.95 $27.85 

50-99 100 + 50-99 100 + 50-99 50-99 100 


100 + 
$25.76 $23.96 


Model No. _ PE9311 
N MALE TO N FEMALE 


5S 


Model No. PE9310 
SMB "T" PLUG-PLUG-PLUG 


del No. 


Model No. PE9312 Mo PE9314 
N MALE TO SMB PLUG 


SMA FEMALE TO SMA FEMALE 
PANEL MOUNT 
MOUNTING HOLE AO1 


1-24 1-24 25-49 1-24 25-49 
$29.95 $34.95 $34.95 $32.50 
50-99 50-99 100 + 
$25.76 $30.06 $27.96 


Model No. PE9315 
N FEMALE TO SMB JACK 


Model No. PE9317 
N MALE TO SMC JACK 


Model No. PE9316 
N FEMALE TO SMB PLUG 


Model No. PE9319 
N FEMALE TO SMC JACK 


ore 


124 


25-49 
$34.95 $32.50 


50-99 100 + 
$30.06 $27.96 


Model No. PE9322 
N MALE TO 3.5mm MALE 


MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9320 
N FEMALE TO SMC PLUG 


Model No. PE9323 
N FEMALE TO 3.5mm FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9321 
N MALE TO 3.5mm FEMALE 


MAX VSWR 1.15:1 @ 18 GHz 


N FEMALE TO 3.5mm MALE 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 1- 25-49 1-24 . 25 1-24 25-49 
$34.95 $32.50 $99.95 $92.95 PRECISION | $99.95 $92.95 PRECISION |$99.95 $92.95 PRECISION |$99.95 $92.95 PRECISION 
50-99 100 + 50-99 100 + -ADAPTER 50-99 100 + ADAPTER © 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$30.06 $27.96 $85.96 $79.96 $85.96 $79.96 $85.96 $79.96 $85.96 $79.96 


Model No. PE9325 


Model No. PE9326 
7mm TO 3.5mm FEMALE 


7mm TO 3.5mm MALE 
_| MAX VSWR 1.15:1 @ 18 GHz 


PE9328 
7mm TO SC FEMALE 
MAX VSWR 1.15:1 @ 8 GHz 


Model No 
7mm TO SC MALE 
MAX VSWR 1.15:1 @ 8 GHz 


Model No. PE9327 
7mm TO SMA FEMALE 


PANEL MOUNT 
MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 ih 


1-24 25-49 1 25-49 1-24 25-49 = 1-24 25-49 1-24 25-49 
$149.95 $139.45 PRECISION | $149.95 $139.45 PRECISION | $219.95 $204.55 PRECISION |$219.95 $204.55 PRECISION | $219.95 $204.55 PRECISION 


50-99 100 + ADAPTER 


50-99 100+ ADAPTER 
$128.96 $119.96 


50-99 100 + ADAPTER 
$128.96 $119.96 


50-99 + ADAPTER 
$189.16 $175.96 


sili satt'ee 


5 $ 
-99 5 100 + ADAPTER 


Model No. PE9330 Model No. PE9331 Model No. PE9334 
3.5mm MALE TO 3.5mm MALE 3.5mm FEMALE TO 3.5mm 
MAX VSWR 1.15:1 @ 26.5 GHz | FEMALE 
MAX VSWR 1.15:1 @ 26.5 GHz 
1-24 25-49 ~ 25-49 1-24 25-49 1-24 25-49 1-24 25.49 

$89.95 $83.65 PRECISION | $89.95 $83.65 PRECISION |$89.95 $83.65 PRECISION |$37.95 $35.29 $69.95 $65.05 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 50-99 100 + 
$77.36 $71.96 . $71.96 $77.36 $71.96 $32.64 $30.36 $60.16 $55.96 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 - IRVINE, CA 92623-6759 USA. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK COM 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9336 Model No. PE9337 Model No. PE9338 Model No. PE9339 Model No. PE9340 
SHV JACK TO SHV JACK SHV JACK TO SHV JACK SHV JACK TO SHV PLUG SHV JACK TO MHV FEMALE SHV PLUG TO MHV MALE 
BULKHEAD, HERMETICALLY RIGHT ANGLE ‘ 
SEALED } ay 
1-24 25-49 1-24 25-49 
“$44.95 $41.80 $23.95 $22.27 : 3 . 51. 

50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$38.66 $35.96 $20.60 $19.16 $30.06 $27,96 $47.26 $43.96 
Model No. PE9341 Model No. PE9342 Model No. PE9343 Model No. PE9344 Model No. PE9345 
MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO MINI-UHF MALE TO MINI-UHF FEMALE TO 


BNC MALE BNC FEMALE 


©. ee: 
Kxoeocsd 


MINI-UHF FEMALE 


> °, 
oO 
OY 
S552 


Ov 
ro 


Sat aras 


$7.95 $7.39 
-99 + 
6.84 36 


Model No. PE9346 
MINI-UHF MALE TO 
TNC. FEMALE 


Model No. PE9347 
MINI-UHF MALE TO 
MINI-UHF FEMALE 

RIGHT ANGLE 


Model No. PE9348 
MINI-UHF FEMALE TO 


S 


Model No. PE9349 
"75 Ohm N" FEMALE TO 
"50 Ohm N" MALE 


Model No. PE9350 
"75 Ohm N" MALE TO 
"50 Ohm N" FEMALE 


DOO 


D> 


Model No. PE9353 
N FEMALE TO SSMA MALE 


Model No. PE9354 


Model No. PE9355 
N FEMALE TO SSMA FEMALE 


SSMA MALE TO 7mm 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 
$43.95 $40.87 


50-99 100 + 
$37.80 $35.16 


1-24 25-49 
$43.95 $40.87 

50-99 100 + 
$37.80 $35.16 
Model No. PE9359 
N FEMALE TO N FEMALE 
RIGHT ANGLE 


1-24 25-49 
$189.95 $176.65 PRECISION 
50-99 100 + ADAPTER 


$163.36 $151.96 


Model No. PE9360 
N FEMALE TO HN FEMALE 


Model No. PE9356 
SSMA FEMALE TO 7mm 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9357 
SSMA MALE TO SSMA MALE 


Model No. PE9358 
SSMA MALE TO SSMA FEMALE 


1-24 25-49 
$189.95 $176.65 PRECISION 
50-99 100 + ADAPTER 50-99 
$163.36 $151.96 $28.34 $26.36 


Model No. PE9361 
"75 Ohm BNC" MALE TO 
"75 Ohm BNC" FEMALE 
RIGHT ANGLE 

MATES WITH "50 Ohm BNC‘S” 


Model No. PE9362 
"75 Ohm BNC” FEMALE TO 
"75 Ohm BNC" FEMALE 

MATES WITH "50 Ohm BNC'S" 


Model No. PE9364 
"75 Ohm BNC" MALE TO 

"75 Ohm BNC” MALE 

MATES WITH "50 Ohm BNC'S” 


Model No. PE9363 
"75 Ohm BNC" FEMALE TO 
“75 Ohm BNC” FEMALE 
BULKHEAD, MATES WITH 
"50 Ohm BNC'S” 
MOUNTING HOLE B06 


Model No. PE9365 
"75 Ohm BNC” “T" 
FEMALE-MALE-FEMALE 
MATES WITH "50 Ohm 
BNC’S" 


1-24 25.49 

$14.95 $13.90 a x . $19.95 $18.55, 
= + 50-99 50-99 100 + 
$12.86 $11.96 $12.86 $11.96 $17.16 $15.96 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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Model No. _PE9366 Model No. _PE9367 Model No. _PE9368 Model No. _PE9369 Model No. _PE9370 
"75 Ohm BNC” FEMALE TO "75 Ohm BNC” FEMALE TO "75 Ohm BNC" MALE TO "75 Ohm BNC” FEMALE TO "75 Ohm BNC” MALE TO 
"75 Ohm BNC" FEMALE "75 Ohm BNC” FEMALE "75 Ohm N" FEMALE "75 Ohm N" MALE "75 Ohm-N” MALE 


BULKHEAD, ISOLATED GROUND | PANEL MOUNT, MATES WITH MATES ib "50 Ohm BNC'S" | MATES WITH "50 Ohm BNC'S" | MATES WITH "50 Ohm = 3" 


MATES WITH “50 Ohm BNC'S" | "50 Ohm BNC'S" 


MOUNTING HOLE B06 MOUNTING HOLE A03 

1-24 25-4 1-2 25-4! 1-24 25-49 
$20.95 $19.48 $20.95 $19.48 $35.95 $33.43 

50-9 100 + 50-9 100 + 50-99 100 + 
$18.02 $16.76 $18.02 $16.76 $30.92 $28.76 
Model No. PE9371 id PE937 Model No. 7 . _? 4 Model No. PE9375 
"75 Ohm BNC™ FEMALE TO HF E TO TNC FEMALE 3/4"-20 TWINAX FEMALE TO 3/4"-20 TWINAX "T" BNC TWINAX "T" JACK- 
"75 Ohm N" FEMALE 
MATES WITH "50 Ohe 


3/4"-20 TWINAX FEMALE 
BULKHEAD, MOUNTING HOLE 


FEMALE-MALE-FEMALE PLUG-JACK 


1-24 25-49 
$25.95 $24.13 
50-99 100 + 
$22.32 $20.76 


Model No. PE9376 
BNC TWINAX PLUG TO 
BNC TWINAX PLUG 


Model No. PE9377 
BNC TWINAX PLUG TO 
BNC TWINAX JACK 

RIGHT ANGLE 


Model No. PE9378 
BNC TWINAX JACK TO 
BNC TWINAX JACK 


PE937 
SMA "T" MALE- MALE~ MALE 


Mode! No. _PE9380- 
SMA FEMALE TO SMA FEMALE 
WITH KNURL 


1-24 25-49 
$23.95 $22.27 


50-99 100 + 
$20.60 $19.16 


1-24 25-49 
$16.95 $15.76 
| 100 + 
$14.58 $13.56 


Model _No. PE9385 
WN FEMALE TO UHF FEMALE 


Model No. PE9382 — 

N FEMALE TO N FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE G01 


el AA a 3 
N FEMALE TO N FEMALE 
BULKHEAD, HERMETICALLY _ 
SEALED FOR A 2 
MAX PANEL 2 
MOUNTING HOLE 601 ~——— 


Model No. PE9384 
SMA MALE TO TNC FEMALE 
PANEL MOUNT 
MOUNTING HOLE AOS 


45 DEGREE ANGLE 


1-24 25- 
$43.95 $40.87 

50-99 100 + 
$37.80 $35.16 


Model No. PE9388 

N MALE TO BNC FEMALE 
PANEL MOUNT 
MOUNTING HOLE A05 


1-24 25-49 
$129.95 $120.85 
- 100 + 
$111.76 $103.96 


1-24 25-49 
$129.95 $120.85 
— 100 + 
$111.76 $103.96 


Model No. PE9391 
"75 Ohm N" MALE TO 
"75 Oha N" FEMALE 


BNC MALE 


TO SSMB JACK 


PY 0.00.8 | 


1:24 25-49 
$42.95 $39.94 


-62 39.94 $42. $3 $39.94 

50-99 100 + 100 + 50-99 100 + 50-99 100 + 

$16.30 $15.16 34.36 $36.94 $34.36 $36.94 $34.36 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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SEE PAGE 196 FOR MOUNTING HOLES 
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Model No. PE9396 
"75 Ohm N" MALE TO 


F FEMALE 


J 
2 e 
etetatete! 


1-24 
$22.95 $21.34 
50-99 100 + 
$19:74 $18.36 


Model No. _PE9401 
SSMB JACK TO SMA MALE 


Model No. PE9406 
MHY FEMALE TO BNC MALE 


1-24 25-49 


($46.95 $43.66 


50-99 100 + 
$40.38 $37.56 


Model No. PE9411 
7/16 FEMALE TO SMA MALE 


Model No. PE9416 

"75 Ohm WN" FEMALE TO 
"75 Ohm N" FEMALE 
BULKHEAD, HERMETICALLY 


SEALED, MOUNTING HOLE G01 


Model No. PE9421 
BNC FEMALE TO UHF FEMALE 


Model No. PE9397 
"75 Ohm N" FEMALE TO 
F MALE 


_ 


-24 25-49 


$22.95 $21.34 
50-99 100 + 
$19.74 $18.36 


Model No. PE9402 
SMA FEMALE TO SSMB PLUG 


1-24 25-49 
$32.95 $30.64 
50-99 100 + 
$28.34 $26.36 


Model No. PE9407 

BNC FEMALE TO SMA FEMALE 
BULKHEAD, NUT ON SMA 
MOUNTING HOLE B04 


Model No. PE9412 X 
7/16 MALE TO SMA FEMALE 


‘ 


25-49 

$64.95 $60.40 
50-99 100 + 

$55.86 $51.96 


Model No. PE9417 

"75 Ohm N" FEMALE TO 

"75 OHM N" FEMALE 
BULKHEAD, ISOLATED GROUND 
MOUNTING HOLE G01 


Model No. PE9422 - 
SMA FEMALE TO 
D SUBMINIATURE PLUG 


i saa 


1-24 25-49 
$14.95 $13.90 
50-99 100 + 


$12.86 $11.96 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model No. PE9398 
-| LC MALE TO LC FEMALE 
RIGHT ANGLE 


1-24 25-49 
$169.95 $158.05 
50-99 ~100 + 
$146.16 $135.96 


Model No. PE9403 
SC MALE-TO SC MALE 


O29 
O65 
senesecace 


$32.64 $30.36 


Model No. PE9408 

N FEMALE TO SMA FEMALE 
BULKHEAD, NUT ON SMA 
MOUNTING HOLE B09 


Model No. PE9413 
LC FEMALE TO HN MALE 


25-49 

$139.95 $130.15 
50-99 100 + 
$120.36 $111.96 


Model No. PE9418 
SMA MALE TO SMA MALE 
RIGHT ANGLE 


Model No. PE9423 
SMA FEMALE TO 
D SUBMINIATURE RECEPTACLE 


Model No. PE9 


399 Model No. PE9400 
SSMA FEMALE TO SMA FEMALE 


SMA MALE TO UHF FEMALE 


1-24 25-49 1-24 25-49 
$23.95 $22.27 $23.95 $22.27 

50-99 100 + 50-99 100 + 
$20.60 $19.16 $20.60 $19.16 
Model No. PE9404 Model No. PE9405 


SC MALE TO SC FEMALE 
RIGHT ANGLE 


SC FEMALE TO SC FEMALE 


Model No. PE9409 Model No. PE9410 
7/16 FEMALE TO 7/16 FEMALE | 7/16 MALE TO 7/16 FEMALE 


a RIGHT ANGLE 


1-24 25-49 
$109.95 $102.25 
50-99 100 + 
$94.56 $87.96 


Model No. 


Model No. PE9414 
7/16 FEMALE TO 7/16 FEMALE 
BULKHEAD 
MOUNTING HOLE F04_ 
E a 


PE9415 


1-24 
$109.95 $102.25 © 
50-99 100 + 
$94.56 $87.96 


Model No. PE9419 
LC FEMALE TO LC FEMALE 


Model No. PE9420 
BNC FEMALE TO BNC FEMALE 
BULKHEAD, HERMETICALLY SEALED 


1" MAX PANEL a 


MOUNTING HOLE B06 
D SUBMINIATURE PLUG 


1-24 25-49 1-24 25-49 
$109.95 $102.25 $29.95 $27.85 
50-99 100 + 50-99 100 + 
$94.56 $87.96 $25.76 $23.96 
Model No. PE9424 Model No. PE9425 
SMA MALE TO SMA MALE TO 


D SUBMINIATURE RECEPTACLE 


$12.86 $11.96 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 U.S.A. 
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Model No. PE9426 
N MALE TO N FEMALE 
MAX ree 1.15:1 @ 18 GHz 


$54.95 ° PRECISION 
50-99 100 + ADAPTER 
$47.26 $43.96 

Model No. PE9431 


N MALE TO SMA MALE 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 
$54.95 $51.10 PRECISION 


25-49 


50-99 100 + 
$47.26 $43.96 


Model No. PE9436 

2.9mm MALE TO 2.9mm MALE 

MAX VSWR 1.10:1 @ 18 

; 1.15:1 @ 26.5 GHz 
1.25:1 @ 40 


ADAPTER 


1-24 25-49 
$109.95 $102.25 PRECISION 
50-99 100 + ADAPTER 
$94.56 $87.96 


Model No. PE9441 
TNC FEMALE TO SMA MALE 
MAX VSWR 1.25:1 @ 18 GHz 


1-24 25-49 
$54.95 $51.10 PRECISION 
50-99 100 + ADAPTER 
$47.26 $43.96 
Model No. PE9446 


TNC MALE TO N MALE 
MAX VSWR 1.15:1 @ 18 GHz 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9427 del No. PE9428 Model No.  BE9429 
N MALE TO N MALE N FEMALE TO N FEMALE N FEMALE TO N FEMALE 
MAK VSWR 1.1521 @ 18 chz MAX VSWR 1.15:1 @ 18 GHz | PANEL MOUNT 


PRECISION 
ADAPTER 


Model No. PE9432 
N FEMALE TO SMA FEMALE 


MAX VSWR 1.15:1 @ 18 GHz 


25-49 

$51.10 PRECISION 
100 + ADAPTER 
$43.96 


Model No. PE9437 


2.9mm MALE TO 2.9mm FEMALE 


MAX VSWR 1.10:1 @ 18 GHZ 
1.15:1 @ 26.5 GH 
1.25:1 @ 40 GHz 


1-24 


25-49 
$51.10 PRECISION 
100 + ADAPTER 
$43.96 


Model No. PE9433 
N FEMALE TO SMA MALE 
MAX VSWR 1.15:1 @ 18 GHz 


25-49 
$51.10 PRECISION 
100 + ADAPTER 


Model No. PE9438 
2.9mm FEMALE TO. 
2.9mm FEMALE 

z | MAX VSWR 1.1 


$109.95 $102.25 PRECISION 


50-99 100 + ADAPTER 
$94.56 $87.96 


Modél No. PE9442 
TNC FEMALE TO SMA FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


$51.10 10 PRECISION 
100 + ADAPTER 


Model No. PE9447 
TNC MALE TO N FEMALE 
MAX VSWR 1.15:1°@ 18 GHz 


Model No. PE944, 
TNC MALE TO TNC FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


25-49 
$65.05 PRECISION 
100 + ADAPTER 


Model No. 


PE9448 
TNC FEMALE TO N MALE 
MAX VSWR 1,15:1 @ 18 GHz 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE AOS 


PRECISION. 
ADAPTER 


1-24 25-49 
$64.95 $60.40 

50-99 100 + 
$55.86 $51.96 


Model No. PE9434 

N FEMALE-TO SMA FEMALE 
PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE A05 


PRECISION 
ADAPTER 


1-24 
$74.95 
50-99 
$64.46 


Model No. PE9439 
TNC MALE TO SMA MALE 
MAX VSWR 1.25:1 @ 18 GHz 


i 


PRECISION 
ADAPTER 


Model No. pE9444 
TNC FEMALE TO TNC FEMALE © 
MAX VSWR 1.25:1 @ 18 GHz 


1-24 25-4 
$54.95 $51.10 PRECISION 


50-99 100 + ADAPTER 
$47.26 $43.96 


Model No. PE9449 
TNC FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9430 
N MALE TO SMA FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


25-49 
$51.10 PRECISION 
ADAPTER 


1-24 
$54.95 
50-99 100 + 
$47.26 $43.96 


Mod! +__PE94: 

N FEMALE TO SMA FEMALE 
BULKHEAD, NUT ON SMA 
MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE GO} 


PRECISION 
ADAPTER 


1-24 25-49 
$74.95 $69.70 
50-99 100 + 
$64.46 $59.96 


Model No. PE9440 
TNC MALE TO SMA FEMALE 
MAX VSWR 1.25:1 @ 18 GHz 


1-24 25-49 
$54.95 $51.10 PRECISION 
100 + ADAPTER 
$47. 26 $43.96 


Model No. PE9445 
TNC MALE TO TNC MALE 
MAX VSWR 1.25:1 @ 18 GHz 


1-24 25-49 
$54.95 $51.10 PRECISION 
50-99 100 + ADAPTER 
$47.26 $43.96 


Model No. PE9450 

TNC FEMALE TO N FEMALE 
PANEL MOUNT 

MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE AOS 


PRECISION 
ADAPTER 
1-2 25-49 1-24 25-49 1-24 25-49 
$64.95 $60.40 PRECISION | $64.95 $60.40 PRECISION PRECISION PRECISION | $74.95 $69.70 
0-9 100 + ADAPTER 50-99 100 + ADAPTER ADAPTER - + 
$55.86 $51.96 $55.86 $51.96 $64.46 $59.96 
Model No. PE9451 : Model No. PE9455 
2.4mm MALE TO 2.4mm MALE F 2.9mm MALE TO 2.4mm FEMALE 
MAX YSWR 1.10:1 @ 18 GHz .10: MAX VSWR 1.10:1 @ 18 GHz 
1,20:1 @-26.5 GHz 1.20: ° 1.20:1 @ 26.5 GHz 
1.30:1 @ 50 GHz 30: 1.30:1 @ 40 GHz 
~_ yi] 
* el! ae a 
1-24 25-49 25-49 1-24 25.49 
$319.95 $297.55 PRECISION | $319.95 $297.55 PRECISION $319.95 95 $297.55 55 PRECISION | $319.95 “95 waer® 55 PRECISION | $319.95 $297.55 PRECISION 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 50-99 100 + ADAPTER - 
$275.16 $255.96 $275.16 $255.96 $275.16 sone 96 $275.16 $255. 96 $275.16 $255.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 USA. 


TELEPHONE: (949) 261-1920 FAX; (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9456 Model No. PE9457 Model No. PE9458 Model No. PE9459 Model No. PE9460 
2.4mm FEMALE TO- 2.4mm MALE TO 2.9mm MALE 7mm TO 2.4mm MALE 7mm TO 2.4mm FEMALE 7mm TO 2.9mm MALE 
2.9mm FEMALE MAX VSWR MAX VSWR 1.10:1 @ 18 GHz MAX VSWR 1.10:1.@ 18 GHz MAX VSWR 1.10:1 @ 18 GHz 
MAX VSWR 1.10:1 @ 18 GHz — 
1.10:1 @ 18 GHz 1.20:1 @ 26.5 GHz 
1.20:1 @ 26.5 GHz 1.30:1 @ 40 GHz 
1.30:1 @ 40 GHz 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 

$319.95 $297.55 PRECISION | $319.95 $297.55 PRECISION | $429.95 $399.85 PRECISION | $429.95 $399.85 PRECISION | $219.95 $204.55 PRECISION 

50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 
$275.16 $255.96 $275.16 $255.96 -| $369.76 $343.96 $369.76 $343.96 $189.16 $175.96 
Model No. PE9461 Model No. PE9462 Mode] No. PE9463 Model No. PE9464 Model No. PE9465 


7mm TO 2.9mm FEMALE 
MAX VSWR 1.10:1 @ 18 GHz 


-24 


N FEMALE TO MCX JACK 


N FEMALE TO MCX PLUG 


PIPPI 
ateretetetotens 
0 ,%.%, 3 


1 25-49 1-2 =43 
$219.95 $204.55 PRECISION $38.95 $36.22 
0 + ADAPTER 50-99 100 + 


50-99 100 + 
$189.16 $175.96 


Model No. PE9466 — 
BNC FEMALE TO MCX JACK 


XK ore 
SeSeSese SRR 


Model No. PE9467 4 
BNC FEMALE TO MCX PLUG 


Model No. PE9468 
BNC MALE TO MCX JACK 


$33.50 $31.16 


Model No. PE9469 
BNC MALE TO MCX PLUG 


N MALE TO MCX PLUG 


Mode] No. _PE9470 
SMA FEMALE TO MCX JACK 


PE9470 


1-24 25-49 1-24 25-49 
$35.95 $33.43 $38.95. $36.22 
50-99 100 + 50-99 100 + 
$30.92 $28.76 $33.50 $31.16 
Model No. PE9471 Model No. PE9472 Model No. PE9473 Model No. PE9474 Model No. PE9475 


SMA FEMALE TO MCX PLUG 


SMA MALE TO MCX JACK 


SMA MALE TO MCX PLUG 


MCX JACK TO 
MCX JACK BULKHEAD 
MOUNTING HOLE B01 


MMCX PLUG TO SMA FEMALE 


1-24 25-49 1-24 1-24 25-49 
$38.95 $36.22 $38.95 $47.95 $44.59 
50-99 100 + 50-99 50-99 100 + 
$33.50 $31.16 $33.50 $41.24 $38.36 
Model No. PE9476 Model No. PE9477 Model No. PE9478 Model No. PE9479 Model No. PE9480 


MMCX PLUG TO SMA MALE 


-24 


= 


25-49 
$47.95 $44.59 


= 100 + 
$41.24 $38.36 


Model No. PE9481 
N "T" MALE-FEMALE-FEMALE 


: 


MMCX JACK TO SMA FEMALE 


$41.24 


Model No. PE9482_ 

N FEMALE TO TNC FEMALE 
BULKHEAD 

MOUNTING HOLE G01 


9 
50-99 100 + 
$33.50 $31.16 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


MMCX JACK TO SMA MALE 


Model No. PE9483 

BNC FEMALE BULKHEAD TO 
TNC FEMALE 
HERMETICALLY SEALED 
MOUNTING HOLE B06 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


MCX PLUG TO MCX JACK 


PE94384 


Model No. 
BNC "Y" FEMALE-MALE-FEMALE 


IRVINE, CA 92623-6759 


MMCX PLUG TO MMCX JACK 


Model No. PE9485 
SMA FEMALE TO 
SMA FEMALE RIGHT ANGLE 


U.S.A. 


149 | ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9486 Model No. _PE9487 ‘| Model No. PE9488 Model No. PE9489 Model No. _PE949 
N FEMALE TO SMA FEMALE N FEMALE TO SMA MALE N FEMALE TO SMA MALE BNC MALE TO N MALE BNC MALE TO N FEMALE 
BULKHEAD BULKHEAD BULKHEAD, NUT ON SMA VSWR 1.15:1 @ B GHz MAX VSWR 1.15:1 @ 8 GHz 


MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 


MOUNTING HOLE G01 : MOUNTING HOLE G01 MOUNTING HOLE G01 <—— 
PRECISION = PRECISION PRECISION 5 
ADAPTER ADAPTER ADAPTER y 


1-24 25-49 1-24 - f 25-49 
$74.95 $69.70 $74.95 $64.95 $60.40 PRECISION | $54.95 $51.10 PRECISION 
50-99 100 + 50-99 50-9 100 + ADAPTER 50-99 100 + ADAPTER 
$64.46 $59.96 $64.46 $55.86 $51.96 $47.26 $43.96 
Model No. PE9491 Model No. PE9492 Model No. PE9493 Model No. PE9494 Model No. PE9495 


BNC FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 8 GHz 


BNC FEMALE TO N MALE 
MAX VSWR 1.15:1 es Ks eal 


BNC MALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


BNC MALE TO SMA FEMALE 
MAX VSWR 1.25:1 @ 8 GHz 


BNC FEMALE TO SMA MALE 
MAX VSWR 1.25:1 @ 8 GHz 


1-24 25-49 25- 25-49 25-49 1-24 25-49 
$54.95 $51.10 PRECISION $51.10 PRECISION $30.64 PRECISION $30.64 PRECISION | $32.95 $30.64 PRECISION 
50-99 100 + ADAPTER ADAPTER 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 
$47.26 $43.96 $26.36 $26.36 $28.34 $26.36 fA 
Model No. PE9496 Model No. PE9497 Model No. PE9498 Model No. PE9499 Model No. PE9500 


BNC FEMALE TO SMA FEMALE 
MAX VSWR 1.25:1 @ 8 GHz 


N FEMALE TO SMA MALE 
PANEL MOUNT 

MAX VSWR 1.15:1 @ 
MOUNTING HOLE AQ5 


18 GHz 


N MALE TO SMA FEMALE 
PANEL MOUNT 


MAX VSWR 1.15:1 @ 18 GHz 


MOUNTING HOLE AOS 


N MALE TO SMA MALE 
PANEL MOUNT ~ 


| MAX VSWR 1.15:1 @ 18 GHz 


MOUNTING HOLE A05 


BULKHEAD 


N FEMALE TO N FEMALE 


MAX VSWR 1.15:1 @ 18 GHz 
MOUNTING HOLE GO1 === 


PRECISION PRECISION PRECISION PRECISION 
ADAPTER ADAPTER ADAPTER _ ADAPTER 
1-24 25-49 1-24 25-49 1-24 1-24 25-49 
$32.95 $30.64 PRECISION | $74.95 $69.70 $74.95 $94.95 $88.30 
50-99 100 + ADAPTER 50-99 100 + 50-99 50-99 100 + 
$28.34 $26.36 $64.46 $59.96 $81.66 $75.96 


Model No. PE9501 Model No. _PE9502 Model No. PE9503 Model No. PE9504 Model No. PE9505 


N FEMALE TO 2.4mm MALE N FEMALE TO 2.4mm FEMALE N MALE TO 2.4mm FEMALE N MALE TO 2.4mm MALE SMA MALE TO SMA MALE 
MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 
1-24 25-49 25-49 1-24 25-49 1- 24 2 ~49 1-24 25-49 
$94.95 $88.30 PRECISION $88.30 PRECISION | $94.95 $88.30 PRECISION |$94.95 $88.30 PRECISION | $32.95 $30.64 PRECISION 
50-99 100 + ADAPTER 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 10 + ADAPTER 
$81.66 $75.96 $75.96 $81.66 $75.96 $81.66 $75.96 $28.34 $26.36 


Model No. PE9506 

SMA MALE TO SMA FEMALE 

MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


Model No. PE9507 

SMA FEMALE TO SMA FEMALE 

MAX VSWR 1.15:1 @ 18 GHz 
1.20:1 @ 26.5 GHz 


Model No. PE9508 
SMA FEMALE TO SMA FEMALE 
BULKHEAD 
MAX VSWR 1.15:1 e 18 GHz 
1.30:1 @ 26.5 GHz 
MOUNTING HOLE B02 ¢ 
PRECISION 
ADAPTER 


Model No. PE9509 
7/16 MALE TO 7mm 
MAX VSWR 1.35:1 @ 7 GHz 


Model No. PE9510 
7/16 FEMALE TO 7mm 
MAX VSWR 1.35:1 @ 7 GHz 


1-24 25-49 1-24 25-49 1-24 25-49 
$32.95 $30.64 PRECISION PRECISION $219.95 $204.55 PRECISION | $219.95 $204. os PRECISION 
50-99 100 + ADAPTER ADAPTER 50-99 100 + ADAPTER 50-99 ADAPTER 
$28.34 $26.36 $189.16 $175.96 $189.16 $175. 36 


Model No. PE9511 
SMP MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 18 GHz 


Model No. PE9512 
SMP MALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 18 GHz 


Model No. PE951 
SMP FEMALE TO SMA MALE ~ 
MAX VSWR 1.20:1 @ 18 .GHz 


Model No. PE9514 
SMP FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 18 GHz 


Model _No. PE9515 

N MALE TO W FEMALE 
RADIUS RIGHT ANGLE 

MAX VSWR 1.15:1 @ 18 GHz 
PRECISION 
ADAPTER 


1-24 25-4! 1-24 25-49 
$64.95 $60.40 PRECISION $125.00 $116.25 
50-99 100 + ADAPTER 5 -99 igo 
$55.86 $51.96 $55.86 $107.50 $100 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Model _No. PE9516 
BNC FEMALE TO MMCX JACK 


SRO 


50-99 100 + 
$37.80 $35.16 


Model No. _PE9521 
MCX JACK BULKHEAD TO 
TNC FEMALE 

MOUNTING HOLE B04 


5 
- 50-99 100 + 
$37.80 $35.16 


Model No. PE9526 
MCX JACK TO MMCX JACK 


124 25.49 
$14.95 $13.90 
50-99 100 + 
$12.86 $11.96 


Model No. PE9536 — 
BNC MALE TO C MALE 


1-24 
$32.95 $30.64 
50-99 100 + 
$28.34 $26.36 


Model No. PE9541 

N FEMALE TO N FEMALE 
BULKHEAD, RIGHT ANGLE 
MOUNTING HOLE GO1 


1-24 25-49 
$32.95 $30.64 


50-99 100 + 
$28.34 $26.36 


ADAPTERS 150 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES 
Model No. _PE9517 Model No. PE9518 Model No. PE9519 Model No. PE9520 
BNC MALE TO MMCX PLUG BNC MALE TO MMCX JACK BNC FEMALE TO MMCX PLUG BNC. FEMALE TO 


MCX JACK BULKHEAD 
MOUNTING HOLE B04 


STZ 


Se, 

rem 
SoS 
eX 


RS 
KXOKD 
RSS2505 


Kes 


1-24 25-49 1-24 25-49 1-24 25-49 
$43.95 $40.87 r $43.95 $40.87 $43.95 $40.87 
50-99 100 + 50-99 100 + 50-99 100 + 
$37.80 $35.16 $37.80 $35.16 $37.80 $35.16 


Model No. PE9522 
MMCX JACK TO MMCX JACK 
BULKHEAD 

MOUNTING HOLE BO1 


Model No. PE9523 


Model No. PE9524 
MMCX JACK TO MMCX JACK 


MCX JACK TO MCX JACK 


Model No. PE9525 
MCX JACK TO MMCX PLUG 


Model No. PE9527 


Model No. PE9528 
MCX PLUG TO MMCX PLUG 


Model No. PE9528 Model No. PE9529 
MCX PLUG TO MMCX JACK 


REVERSE POLARITY BNC MALE 
TO STANDARD BNC FEMALE 


Model No. PE9530 
REVERSE POLARITY BNC FEMALE 
TO STANDARD BNC MALE 


1-24 25-49 
$14.95 $13.90 
50-99 100 + 
$12.86 $11.96 
Model No. PE9532 Model No. PE9533 Model No. PE9534 Model No. PE9535 
REVERSE POLARITY TNC REVERSE POLARITY SMA MALE | REVERSE POLARITY SMA N MALE TO 7/16 MALE 


FEMALE TO STANDARD TNC TO STANDARD SMA FEMALE FEMALE TO STANDARD SMA 


MALE 


1-24 25-49 


$109.95 $102.25 
50-99 100 + 


$94.56 $87.96 


Model No. PE9537 Model No. PE9538 Model No. PE9539 Model No. PE9540 
BNC FEMALE TO C FEMALE N MALE TO C MALE C FEMALE TO N FEMALE BNC FEMALE TO N FEMALE 


BULKHEAD, MOUNTS FROM N 
FEMALE SIDE 
MOUNTING HOLE GO1 § 


1-24 . 1-24 25-49 . 
$32.95 ‘ : é 2 : $35.95 $33.43 
50-99 ~ ; 50-99 100 + 
$28.34 ; 5 5 P : $30.92 $28.76 


Model No. PE9542 
TNC MALE TO MCX JACK 


Model No. PE9543 Model No. PE9544 


Model No. PE9545 
TNC FEMALE TO MCX JACK 


TNC FEMALE TO MCX PLUG 


2, 


% 
reree 


en 
a 
x 

© 
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oS 
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o 
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o, 
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°, 
x 


0 
or 
oO 
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2. 


ROO 


OO 
o, 

OD’ 
S52 


25-49 


PS 
Ske 
jerent 


1-24 


$33.50 $31.16 
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Model No. PE9546 


SMA MALE QUICK DISCONNECT 


TO SMA FEMALE 


Model No. PE9551 

N MALE TO SMA FEMALE 
BULKHEAD 

MOUNTING HOLE B09 


1-24 25-49 
$38.95 
50-99 
$33.50 


Model No. PE9556 
7/16 “T" FEMALE-FEMALE- 
FEMALE : = 


1-24 25-49 
$109.95 $102.25 
50-99 100 + 


$94.56 $87.96 
Model No. PE9561 


TNC MALE QUICK DISCONNECT 


TO TNC FEMALE 


Model No. PE9566 
BNC MALE TO N FEMALE 
RIGHT ANGLE 


1-2 25-49 
$35.95 $33.43 
50-99 100 + 
$30.92 $28.76 


Model No. PE9571 
SC FEMALE TO BNC FEMALE 


i} 
| | 


COM 


(| 

hill 
1-24 25-4 
$44.95 $41.80 
50-99 100 + 
$38.66 $35.96 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


Model No. PE9547 
N MALE QUICK DISCONNECT 
TO N FEMALE | 


Model No. PE9552 

N FEMALE TO TNC FEMALE 
PANEL MOUNT 

MOUNTING HOLE A05 


Model No. PE9557 


1-24 25-49 
$109.95 $102.25 
50-99 100 + 
$94.56 $87.96 


Model No. PE9562 


TNC MALE TO C FEMALE 


> 


Model No. PE9567 
BNC MALE TO HN MALE 


Model No. PE9572 
SC MALE TO SC FEMALE 


PASTERNACK ENTERPRISES 


Model No. PE9548 
N CROSS FEMALE-FEMALE- 
FEMALE-FEMALE 


Model No. PE9553 

N FEMALE TO HN FEMALE 
PANEL MOUNT ‘ 
MOUNTING HOLE A08 


Model No. PE9558 
7/16 MALE TO HN FEMALE 


Model No. PE9563 
TNC MALE TO HN MALE 


Model No. PE9568 
BNC MALE TO SC MALE 


Model No. PE9573 

SC FEMALE TO SC FEMALE 
BULKHEAD 

MOUNTING HOLE B11 


POST OFFICE BOX 16759 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM — WEB ADDRESS: PASTERNACK.COM 


SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE9549 
N CROSS FEMALE-FEMALE- 
FEMALE-MALE 


1-24 
$38.95 a 
50-99 100 + 
$33.50 $31.16 


Model No. PE9554 
N MALE TO HN MALE 


Be 
be 


Model No. PE9559 


‘17/16 FEMALE TO HN MALE - 


25-49 

$74.95 $69.70 
50-99 100 + 

$64.46 $59.96 


Model No. PE9564 
TNC FEMALE TO C MALE 


LC MALE TO LC MALE 


Model No. PE9574 
HN “T" FEMALE-FEMALE- 
FEMALE 


1-24 25-49 
$54.95 $51.10 
100 + 

$43.96 


IRVINE, CA 92623-6759 


Model No. PE9550 


N MALE RIGHT ANGLE TO 


TNC FEMALE 


1-24 
$35.95 


50-99 
$30.92 


Model No.  P 
RIGHT ANGLE 


1-24 25-49 
$25.95 $24.13 
+ 


- 100_+ 
$22.32 $20.76 
lodel No. P. 


RIGHT ANGLE 


Model No. PE9575 
HN "T" FEMALE-MALE~ 


FEMALE 


1-24 25-49 
$54.95 $51.10 
50-99 100 + 


$47.26 . $43.96 


U.S.A. 


$28.76 
2 PES 
TO 7/16 MALE 


Model No E9555 
7/16 MALE 


Model_No. _PE9560 
TNC MALE TO TNC MALE 


Model _No. PE9565 
BNC MALE TO N MALE 


7 


Model. No. PE9576 
HN MALE TO HN FEMALE 


Model No. PE9581 
SMA MALE TO REVERSE 
POLARITY MCX PLUG 


‘Model No. _PE9586 
"75 OHM SMC" JACK TO 
"75 OHM N™ MALE 


| 224 25-49 
$49.95 $46.45 
50-99 100 + 
$42.96 $39.96 


Model No. PE9591 
REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY SMA 


1:24 25-49 
$15.95 $14.83 
50-99 100 + 
$13.72 $12.76 


‘Model _No. PE9596 
REVERSE POLARITY SMA MALE 
TO TNC FEMALE 


50-99 100 + 
$25.76 $23.96 


Model No. PE9601 
SMA MALE TO REVERSE 


2 iseas 
$29.95 $27.85 


50-99 100 + 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 
SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE9577 
HN MALE TO HN MALE RIGHT 
ANGLE 


Model No. PE9582 
"75 OHM SMB" JACK TO 


"75 OHM N” MALE 


100 + 
39.96 


Model No. PE9587 
"75 OHM SMC" JACK TO 


"75 OHM N” FEMALE 


1-24 25-49 
$49.95 $46.45 
50-99 100 + 
$42.96 $39.96 


Model No. PE9592 
REVERSE POLARITY SMA 
FEMALE TO REVERSE POLARITY 


1-2 
$15.95 $14.83 
50-99 100 + 
$13.72 $12.76 


Model No. PE9597 
REVERSE POLARITY SMA MALE 
TO TNC MALE 


fasesecocacens 
egegeta tates 
KON, 


KS 


5 


Model No. PE9602 
SMA FEMALE TO REVERSE 
POLARITY TNC MALE 


Model No. PE9578 
HN "T" MALE-FEMALE-MALE 


Model No. PE9583 
"75 OHM SMB" JACK TO 
"75 OHM N" FEMALE 


Model No. PE9588 
"75 OHM SMC" PLUG TO 
"75 OHM N" MALE 


Model No. PE9593 

REVERSE POLARITY SMA 
FEMALE TO REVERSE POLARITY 
SMA FEMALE BULKHEAD -——~ 
MOUNTING HOLE B02 ==——3 


Model No. PE9598 
REVERSE POLARITY SMA 
FEMALE TO TNC MALE 


Model No. PE9603 
SMA FEMALE TO REVERSE 
POLARITY TNC FEMALE 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


, 


Model No. PE9579 
HN MALE TO C MALE 


50-99 
$38.66 $35.96 


Model No. PE9584 
"75 OHM SMB" PLUG TO 
"75 OHM N" MALE 


Model No. PE9589 
"75 OHM SMC” PLUG TO 
"75 OHM N" FEMALE 


Model No. PE9594 

REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY SMA 
FEMALE RIGHT ANGLE 


100 + 
$17.16 $15.96 


Model No. PE9599 
REVERSE POLARITY SMA 
FEMALE TO TNC FEMALE 


Model No. PE9604 

REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY TNC 
FEMALE 


IRVINE, CA 92623-6759 
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Model No. PE9580 
HN FEMALE TO HN FEMALE 


1-24 
$21.95 

50-99 
$18.88 


Model No. PE9585 
"75 OHM SMB" PLUG TO 
"75 OHM N" FEMALE 


Model No. PE9590 
REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY SMA 
MALE 


PE9590 


1-24 
$16.95 

50-99 
$14.58 


Model No. PE9595 
N MALE TO N FEMALE 


BULKHEAD 
MOUNTING HOLE G01; 


Model No. PE9600 
SMA MALE TO REVERSE 
POLARITY TNC FEMALE 


Model _ No. PE9605 

REVERSE POLARITY SMA MALE 
TO REVERSE POLARITY TNC 
MALE 


U.S.A. 


153 ADAPTERS | 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


% SEE PAGE 196 FOR MOUNTING HOLES 
Model No. PE9606 Model No. PE9607 Model No. PE9608 “ Model No. PE9609 Model No. PE9610 
REVERSE POLARITY REVERSE POLARITY “MINI 75 OHM SMB” JACK TO | "MINI 75 OHM SMB” PLUG TO | “MINI 75 OHM SMB" PLUG TO 


SMA FEMALE TO REVERSE SMA FEMALE TO REVERSE “MINI 75 OHM SMB" JACK "MINI 75 OHM SMB” PLUG "MINI 75 OHM SMB” JACK 
POLARITY TNC FEMALE 


IZ 
1-24 25-4 1-24 25-49 1-24 25-49 1-24 25-49 
$29.95 $27.85 $29.95 $27.85 $16.95 $15.76 $16.95 $15.76 
50-99 100 + 50-99 100 + 50-99 100 + 50-99 100 + 
$25.76 $23.96 $25.76 $23.96 $14.58 $13.56. $14.58 $13.56 


Model No. PE9611 

"MINI 75 OHM SMB” JACK TO 
"MINI 75 OHM SMB" JACK 
BULKHEAD 

MOUNTING HOLE B01 


Model No. PE9614 
"MINI 75 OHM SMB” JACK TO 
"75 OHM N" MALE 


Model No. PE9613 
"MINI 75 OHM SMB” PLUG TO 
"75. OHM N" FEMALE 


x 0.0.9 


Model No. PE9612 
"MINI 75 OHM SMB" PLUG TO 
"75 OHM N” MALE 


Model No. _PE9615 
"MINI 75 OHM SMB" JACK TO 
"75 OHM N" FEMALE ” 


1-24 25-49 1-24 25-49 1-24 25-49 
$21.95 $20.41 $39.95 $37.15 $39.95 $37.15 
50-99 100 + 50-99 100 + = 100 + 
$18.88 $17.56 $34.36 $31.96 $34.36 $31.96 


Model No. PE9616 
"MINI 75 OHM-SMB" PLUG TO 
"75 OHM BNC” MALE 


Model No. PE9617 
"MINI 75 OHM SMB" PLUG TO 
"75 OHM BNC” FEMALE 


Model No. PE9618 
"MINI 75 OHM SMB” JACK TO 
"75 OHM BNC" MALE 


Model No. PE9619 
"MINI 75 OHM SMB" JACK TO 
"75 OHM BNC™ FEMALE ~ 


Model No. PE9620 

SMA FEMALE TO SMA FEMALE 
BULKHEAD WITH O-RING 
MOUNTING HOLE B02 


0 
2 
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cXSSoq | me = 
Bo 6esq [= = 
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Ss 
fs 
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% 
be 
be 
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$35.95 $33.43 | $19.95 $18.55 

50-99 100 00 50-99 100 + 
$30.92 $28.76 $30.92 $28.76 $17.16 $15.96 
Model No. PE9621 Model-No. PE9622 Model No. PE9623 Model No. PE9624 Model N 


"75 OHM TNC" FEMALE TO 
"75 OHM TNC” FEMALE 
BULKHEAD 

ISOLATED GROUND 
MOUNTING HOLE B06 


"75 OHM TNC" FEMALE TO 
"75 OHM TNC” FEMALE 
BULKHEAD, HERMETICALLY 


SEALDED = 
MOUNTING HOLE B06 == 


SMA FEMALE BULKHEAD TO 
SMA MALE 
MOUNTING HOLE B02 


"75 OHM TNC" FEMALE TO 
"75 OHM TNC" FEMALE 


"75 OHM TNC" MALE RIGHT 
ANGLE TO "75 OHM TNC™ 


1-24 25-49 -24 = 
$29.95 $27.85 . $23.95 $22.27 
50-99 100 + 50-99 50-99 100 + 
$25.76 $23.96 $15.44 $ $20.60 $19.16 


Model No. PE9626 
"75 OHM N" MALE TO 


Model No. PE9627 
"75 OHM N" MALE TO 
C" FEMALE 


Model No. PE9628 
"75 OHM TNC" MALE TO 


"75 OHM N" FEMALE 


Model No. PE9629 
"75 OHM TNC” FEMALE TO 


Model No. PE9630 
"75 OHM BNC” MALE TO 
"75 OHM TNC” FEMALE 


i 


AN 
Ai 


| 
aul 


1-24 25-49 1-24 25-49 
$44.95 $41. $32.95 $30.64 $19.95 $18.55 

50-99 100 + 50-99 100 + 50-99 + 
$38.66 $35.96 $28.34 $26.36 $17.16 $15.96 


Model No. PE9632 
F MALE TO PAL FEMALE 


Model No. PE9631 3 
"75 OHM BNC" FEMALE TO 


"75 OHM TNC” MALE 


Model _No. PE9634 = || Mode!_No.._PE9635 
F FEMALE TO PAL FEMALE F FEMALE TO PAL MALE 


*, 
eX 
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SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 
SEE PAGE 196 FOR MOUNTING HOLES 


Model No. PE9636 Model No. PE9637 
7/16 MALE TO TNC FEMALE 7/16 MALE TO TNC MALE 


1-24 25-49 | 1-24 25-49 
$129.95 $120.85 $129.95 $120.85 
50-99 100 + 50-99 100 + 
$111.76 $103.96 $111.76 $103.96 


Model No. PE9642 
SMA MALE TO SMA MALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


Model No. PE9641 

SMA MALE TO SMA FEMALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


PRECISION 
ADAPTER 


PRECISION 
ADAPTER 


1-24 25-49 1-24 25-49 
$34.95 $32.50 $42.95 $39.94 
50-99 100 + 50-99 100 + 


$30.06 $27.96 


Model No. PE9646 

2.9mm FEMALE TO 2.9mm 
FEMALE, RIGHT ANGLE 

MAX VSWR 1.40:1 @ 40 GHz 


$36.94 $34.36 


Model No. PE9647 
2.9mm FEMALE TO 2.9mm 
FEMALE BULKHEAD 

MOUNTING HOLE B02 

MAX VSWR 1.25:1 @ 40 GHz 


PRECISION 
* ADAPTER PRECISION 
ADAPTER 
1-24 25-49 


$179.95 $167.35 
50-99 = 100 + 

$154.76 $143.96 — 

Model No. PE9651 


2.4mm FEMALE TO 3.5mm MALE 
MAX VSWR 1.25:1 @ 34 GHz 


50-99 
$77.36 $71.96 


Model No. PE9652 
2.4mm FEMALE TO 
3.5mm FEMALE 

MAX VSWR 1.25:1 @ 34 GHz 


1-24 25-49 1-24 25-49 
$109.95 $102.25 PRECISION 
100 + ADAPTER 


50-99 
$94.56 $87.96 


Model No. PE9656 
2.4mm FEMALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


50-99 100 + ADAPTER 
$94.56 $87.96 


Model No. 


PE9657 
MAX VSWR 1.15:1 @ 34 GHz 


25-49 


1-24 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$85.96 $79.96 


50-99 100 + ADAPTER 
$85.96 $79.96 


$109.95 $102.25 PRECISION 


3.5mm MALE TO 2.9mm MALE 


$99.95 $92.95 PRECISION 


Model No.  PE9638 Model No. PE9639 Model.No. PE9640 
7/16 FEMALE TO TNC MALE 7/16 FEMALE TO TNC FEMALE | 2.4mm FEMALE TO 2.4mm 
FEMALE BULKHEAD 
MAX VSWR 1.40:1 @ 50 GHz 
MOUNTING HOLE B14 


PRECISION 
ADAPTER 
1-24 25-49 1-24 = «25-49 _ 1-24 - 25-49 
$129.95 $120.85 ee 95 $120.85 $199.95 $185.95 
50-99. 100 + 50-99 100 + 50-99 100 + 
$111.76 $103.96 $111.76 $103.96 $171.96 $159.96 


Model No. PE9643 
SMA FEMALE TO SMA FEMALE 
RIGHT ANGLE 

MAX VSWR 1.35:1 @ 27 GHz 


Model No. PE9644 
2.9mm MALE TO 2.9mm FEMALE 
RIGHT ANGLE 

MAX VSWR 1.40:1 @ 40 GHz 


Model No.  PE9645 

2.9mm MALE TO 2.9mm MALE 
RIGHT ANGLE 

MAX VSVR 1.40:1 @ 40 GHz 


PRECISION 
ADAPTER 


PRECISION 
ADAPTER 


PRECISION 
ADAPTER 


1-24 25-49 1-24 25-49 
$169.95 95 $158.05 $179.95 $167.35 
50-99 100 + 50-99 100 + 


$146.16 $135.96 $154.76 $143.96 


Model No. PE9649 
2.4mm MALE TO 3.5mm MALE 
MAX VSWR 1.25:1.@ 34 GHz 


Model No. PE9648 
2.9mm FEMALE TO 2.9mm 
FEMALE, 4 HOLE PANEL MOUNT 
MAX VSWR 1.25:1 @ 40 GHz 

MOUNTING HOLE ADL == 


Model No. PE9650 
2.4mm MALE TO 3.5mm FEMALE 
MAX VSWR 1.25:1 @ 34 GHz 


PRECISION 
ADAPTER 


1-24 25-49 
$99.95 $92.95 — 
50-99 100 + es 
$85.96 $79.96 


Model No. PE9653 
2.4mm MALE TO SMA MALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


1-24 25-49 
$109.95 $102.25 PRECISION 
50-99 100 + ADAPTER 
$94.56 $87.96 


1-24 25-49 
$109.95 $102.25 PRECISION 
50-99 100+ ADAPTER 
$94.56 $87.96 


Model No. _PE9655 
2.4mm MALE TO SMA FEMALE 
MAX VSWR 1.20:1 @ 26.5 GHz 


Model No. PE9654 
2.4mm FEMALE TO SMA MALE 
MAX VSWR 1.20:1 @ 26.5 GHZ 


1-24 25-49 
$99.95 $92.95 PRECISION 
100 + ADAPTER 
$79.96 


1-24 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$79.96 


1-24 25-49 

$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$85.96 $79.96 


Model No. PE9659 
3.5mm FEMALE TO 2.9mm MALE 
MAX VSWR 1.15:1 @ 34 GHz 


Model No. _PE9658 
3.5mm MALE TO 2.9mm FEMALE 
MAX VSWR 1.15:1 @ 34 GHz 


Model No. PE9660 

3.5mm FEMALE TO 2.9mm 
FEMALE 

MAX VSWR 1.15:1 @ 34 GHz 


25-49 
$92.95 PRECISION 
100 + ADAPTER 


1-24 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$79.96 


1-24 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$85.96 $79.96 


Model No. PE9661 


Model No. PE9662 
2.9mm MALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


1-24 25-49 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 


$85.96 $79.96 


100 + ADAPTER 
$79.96 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


MAX VSWR-1.15:1 @ 18 GHz 


$99.95 $92.95 PRECISION 


Model No. PE9663 
2.9mm FEMALE TO N MALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9664 
2.9mm FEMALE TO N FEMALE 
MAX VSWR 1.15:1 @ 18 GHz 


Model No. PE9665 
2.9mm FEMALE TO 1.85mm MALE 
MAX VSWR 1.30:1 @ 40 GHz 


1-24 25-49 
$99.95 $92.95 PRECISION 
50-99 100 + ADAPTER 
$79.96 


1-24 _25.49 
$299.95 $278.95 PRECISION 
50-99 _100 + ADAPTER 
$257.96 $239.96 


$99.95 $92.95 PRECISION 
50-99 100+ ADAPTER 
$85.96 $79.96 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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ADAPTERS 


SEE ADAPTER SELECTION CHART ON PAGES 132 THRU 134 


SEE PAGE 196 FOR MOUNTING HOLES : 
Model No. PE9666 Model No. PE9667 Model No. PE9668 _ |Model No. PE9669 Model No. PE9670 
2.9mm MALE TO 1.85mm 2.9mm MALE TO°1.85mm MALE | 2.9mm FEMALE TO 1.85mm SMA MALE TO SMA MALE SHA FEMALE TO SMA FEMALE 
FEMALE MAX VSWR 1.25:1 @40 GHz | FEMALE 4 HOLE PANEL MOUNT 4 HOLE PANEL MOUNT 
MAX VSWR 1.25:1 @40 GHz MAX VSWR 1.25:1.@40 GHz © | MOUNTING HOLE A01 MOUNTING HOLE AOL 
| Ea) MAX VSWR 1.15:1 @18 GHz | MAX VSWR 1.15:1 @18 GHz 
PRECISION [) | PRECISION 
ADAPTER ==_ | ADAPTER 
1-24 25-49 1-24 25-49 1-24 25-49 1-24 25-49 7" | 1-24 25-49 
$299.95 $278.95 PRECISION | $299.95 $278.95 95 PRECISION | $299.95 $278.95 PRECISION | $49.95 $46.45 $44.95 $41.80 
50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + ADAPTER 50-99 100 + 50-99 100 + 
$257.96 $239.96 $257.96 $239.96 $257.96 $239.96 $42.96 $39.96 A+ $38.66 $35.96 


Model No. PE9671 

SMA MALE TO SMA FEMALE 

4 HOLE PANEL MOUNT 

MOUNTING HOLE AO1 

MAX VSWR 1.15:1 @18 GHz 
fk 


Model No. PE9672 
1.85mm MALE TO 2.4mm MALE 
MAX VSWR 1.30:1 @50 GHz 


PRECISION Woy 
ADAPTER . a 


Model No. PE9673 
1.85mm MALE TO 2.4mm 


FEMALE 
MAX VSWR 1.30:1 @50 GHz 


Model No. PE9674 
1.85mm FEMALE TO 2.4mm 
MALE 

MAX VSWR 1.30: @50 GHz 


Model No. PE967 
1.85mm FEMALE TO 2.4mm 


FEMALE 
MAX VSWR 1.30: 4 ne a 


1-24 25-49 S—— 
$49.95 $46.45 { 


50-99 100+ T 
$42.96 $39.96 © 
Model No. PE9676 

3.5mm FEMALE TO 3.5mm 
FEMALE, 4 HOLE PANEL MOUNT 
MOUNTING HOLE A20 
MAX VSWR 1.25:1 @34 GHz 


1-24 25-49 
$329.95 $306.85 PRECISION 
50-99 100 + ADAPTER 
$283.76 $263.96 


Model No. PE9677 
3.5mm MALE TO 3.5mm 
FEMALE BULKHEAD 
MOUNTING HOLE B09 

MAX VSWR 1.25:1 @34 GHz 


PRECISION : = 
ADAPTER ia PRECISION (T 
esr ADAPTER + 
1-24 25-49 5" 1-24 25-49 — 
$99.95 $92.95 | | $99.95 $92.95 
50-99 100 + 50-99 100 + 
$85.96 $79.96 $85.96 $79.96 


Model No. PE9681 
PAL JACK TO PAL JACK 


el No. PE 
REVERSE THREAD SMA FEMALE 
TO SMA MALE 


Model No. PE9686 
SMP FEMALE TO SMP FEMALE 


Model No. PE9687 
D SUBMINIATURE PLUG TO 


D SUBMINIATURE RECEPTACLE 


1-24 25-49 1-24 25-49 
$14.95 $13.90 $19.95 $18.55 

50-99 100 + 50-99 100 + 
$12.86 $11.96 $17.16 $15.96 
Model No. PE9691 Model No. PE9692 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Can [d=# 


1-24 25-49 

$329.95 $306.85 PRECISION 
50-99 100 + ADAPTER 

$283.76 $263.96 


Model No. PE9678 © 
3.5mm FEMALE TO 3.5mm 
FEMALE BULKHEAD 
MOUNTING HOLE B09 

MAX VSWR 1.25:1 @34 GHz 


1- a 25-49 
$329.95 $306.85 PRECISION 
50- 99 100 + ADAPTER 

$283.76 $263.96 


Model No. PE9679 
3.5mm MALE TO 3.5mm MALE 


BULKHEAD 
MOUNTING HOLE B05 
MAX VSWR 1.25:1 @34 GHz 


“i 25-49 
$329.95 $306.85 PRECISON 

50-99 100 + ADAPTER 
$283.76 $263.96 


Model No. PE9680 
PAL PLUG TO PAL PLUG 


PRECISION PRECISION 

ADAPTER ADAPTER 

1-24 25-49 1-24 25-49 ——— 1-24 25-49 
$99.95 $92.95 $6.95 $6.46 


$109.95 $102.25 

50- + 
$94.56 $87.96 
Model No. 


Model No. _PE9684 
N MALE QUICK DISCONNECT 
TO SMA FEMALE 


50-99 100 + 
$85.96 $79.96 


Model No. PE968 
REVERSE THREAD SMA MALE 
TO SMA FEMALE 


a 100 + 
5.98 $5.56 
lel_No. 


Model No. PE9685 
SSMA MALE QUICK DISCONNECT 
TO SSMA FEMALE 


1-24 1-24 ~4! 
$89.95 $83.65 
50-99 100 + 
$77.36 $71.96 
Model No. PE9688 PES Model No. P 


D SUBMINIATURE PLUG TO 
D SUBMINIATURE PLUG 


Cn [ia 


D SUBMINIATURE RECEPTACLE 
TOD SUBMINIATURE 
RECEPTACLE 


Model _No. _PE9690 
SMA MALE TO 1.0/2.3 JACK 


1-24 25-49 
$39.95 $37.15 


Model No. PE9693 
SMA FEMALE TO 1.0/2.3 JACK 


PLEASE CONTACT OUR ENGINEERING 
DEPARTMENT FOR ALL YOUR SPECIAL 
REQUIREMENTS AT (949) 261-1920. 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


, 


WAVEGUIDE WITH O-RING GROOVE TO COAX ADAPTERS 156 


WAVEGUIDE TO N FEMALE = 
P PRICE O © 
WAVEGUIDE Model No. 1-24 25-49 50-99 100 + O O 
CPR-906G PE9836 $219.95 $204.55 $189.16 $175.96 i EPR 137C 1.940 
CPR-112G . PE9837 269.95. 251.05 232.16 215.96 O O 
CPR-1376 PE9838 _ 329.95 306.85 283.76 263.96 
CPR-1596 PE9839 439.95 409.15 378.36 351.96 O O 
CPR-187G - E9840 439.95 409.15 378.36 351.96 
CPR-2296 PE9841 439.95 409.15 378.36 351.96 
CPR-2846 PE9842 0 s«549.95 = 511.45 472.96 = 439.96 i 2690 
CPR-430G PE9843 999.95 929.95 859.96 799.96 
2.281 WAVEGUIDE TO COAX ADAPTERS 
_—) 
O O 
‘ 1.630 SQ. wR-90 
1.530 
: O © 
WAVEGUIDE TO N FEMALE WAVEGUIDE TO SMA TYPE MALE 
PRICE PRICE 
WAVEGUIDE Model No. 1-24 25-49 50-99 100 + WAVEGUIDE Model No. 1-24 25-49 50-99 100 + 
WR-62 PE9800 $179.95 $167.35 $154.76 $143.96 WR-42 PE9813 $329.95 $306.85 $283.76 $263.96 
WR-75 PE9817 219.95 204.55 189.16 175.96 WR-62 PE9809 133.95 124.57 115.20 107.16 
WR-90 PES801 169.95 158.05 146.16 135.96 WR-90 PE9810 119.95 111.55 103.16 95.96 
WR-102 PE9802 209.95 195.25 180.56 167.96 WR-102 PE9811 179.95 167.35 154.76 143.96 
WR-112 PE9820 219.95 204.55 189.16 175.96 
WR-137 - PE9818 249.95 232.45 214.96 199.96 WAVEGUIDE TO 7mm 
WR-159 PE9821 359.95 334.75 309.56 287.96 eee 
WR-187 PE9822 329.95 306.85 283.76 263.96 a PRICE 
WR-229 PE9823 329.95 306.85 283.76 263.96 SA ceuiaE Seas ae 25-49 50-99 100 & 
pray ad ioe “ol ole aaa a eA ba gD WR-62 PE9814 $269.95 $251.05 $232.16 $215.96 
atires! deri cel iA IRS pee WR-90 PE9815 269.95 251.05 232.16 215.96 
WR-102 PE9816 309.95 288.25 266.56 247.96 


WAVEGUIDE TO SMA TYPE FEMALE 
Ser tee WAVEGUIDE FREQUENCY RANGE 


J 

WAVEGUIDE Model_No. 1-24 25:49 ~ 50-99 100 + ; 
WR-28 PE9826 $499.95 $464.95 $429.96 $399.96 sheng FREQUENCY RANGE (GHz) a ire vie 
WR-34 PE9827 499.95 464.95 429.96 399.96 NIE pogo: Tape 
WR-42 _ PE9812 329.95 306.85 283.76 263.96 aca 14 6 See 
WR-51 PE9828 389.95 362.65 335.36 311.96 eG] Bo ee 
WR-62 PE9803 144.95 134.80 124.66 115.96 ones sae inion 
WR-75 PE9819 219.95 204.55 189.16 175.96 Gala ieee rete 
WR-90 PE9804 129.95 " 120.85 111.76 103.96 ge 56 SS 
WR-102 PE9805 159.95 148.75 137.56 127.96 Soieaa aaa ri-6e 
WR-112 PE9829 209.95 195.25 180.56 167.96 aE ey ee J earres 
>WR-137 PE9830 219.95 204.55 189.16 175.96 etport yn abet ea Secuaeerts 
WR-159 PE9831 359.95 334.75 309.56 287.96 ii tee ar tvacis¥e Race 
WR-187 PE9832 299.95 278.95 257.96 239.96 es ee pened hg as 
WR-229 PE9833 299.95 278.95 257.96 239.96 siti Sag, EE Ke 
WR-284 PE9834 389.95 362.65 335.36 311.96 ey, ReaD ales 
WR-430 PE9835 799.95 743.95 687.96 639.96 on iso's Teatiabe ido ek 

WAVEGUIDE TO N MALE 

; PRICE FOR ADDITIONAL TECHNICAL INFORMATION ON 
WAVEGUIDE Model No. 1-24 25-49 50-99 100 + WAVEGUIDES, PLEASE CONTACT OUR ENGINEERING 
WR-62 PE9806 $179.95 $167.35 $154.76 $143.96 
WR-90 PE9807 269.95 251.05 232.16 215.96 DEPARTMENT AT (949) 261-1920. 
WR-102 PE9808 269.95 251.05 232.16 215.96 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 26191920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


157° Ne ‘BREAKOUTS 


ALL BREAKOUTS HAVE APPROXIMATELY 6” LONG RED AND BLACK LEADS 


BNC MALE BNC FEMALE CRIMP ON FOR RG58 CRIMP ON FOR RGS9 
Mode? No. PE9900 Model No. PE9909 Model No. PE9950 Model No. PE9959 


1-24 25-49 50-99 100+] 1-24 25-49 50-99 100+] 1-24 25-49 50-99 100+] 1-24 25-49 50-99 100 + 
STANDARD ALLIGATOR $9.95 $9.25 $8.56 $7.96 |$8.95 $8.32 $7.70 $7.16 ]$9.95 $9.25 $8.56 $7.96 1$9.95 $9.25 $8.56 $7.96 


Model No. PE9951 
1-24 25-49 50-99 100 + 
$9.45 $8.79 $8.13 $7.56 


Model No. PE9910 


Model No. PE9903 Model No. PE9912 Model No. 'PE9953 Model No. PE9962 
1-24 25-49 50-99 100 +] 1-24 25-49 50-99 100+] 1-24 25-49 50-99 100+} 1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76]$9.95 $9.25 $8.56 $7.96 [$10.45 $9.72 $8.99 $8.36 [$10.95 $10.18 $9.42 $8.76 


Model No. PE9913 
1-24 25-49 50-99 100 + 
$10.95 $10.18 $9.42 $8.76 


Model No. PE9954 
1-24 25-49 50-99 100 + 
$11.45 $10.65 $9.85 $9.16 


Model No. PE9914 
1-24 25-49 50-99 100 + 
$9.95 $9.25 $8.56 $7.96 


Model No. PE9955 @ 
1-24 25-49 50-99 100 + 
$10.45 $9.72 $8.99 $8.36 


Model No. PE9906 
$8.95 $8.32 $7.70 $7.16 


Model _N PE 
1:24 25-89 50-99 100 + 
$8.95 $8.32 $7.70 $7.16 


Model No. PE9956 
1-24 25-49 50-99 100 + 
$8.45 $7.86 $7.27 $6.76 


Model No. PE9908 
1-24 25-49 50-99 100 + 
$6.95 $6.46 $5.98 $5.56 


Model No. PE99 
1-24 25-49 50-99 100 + 
$5.95 $5.53 $5.12 $4.76 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


PATCH CORDS 158 


All of the color coded Patch Cords listed below are rated at 2500 Volts, 5 Amps and +50 °C 


"BLACK" "RED" 

: 3 Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
STACKING BANANA PLUG TO STACKING BANANA PLUG PE9930-6-B 3 PE9930-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9930-12-B PE9930-12-R 12" 5.10 4.74 4.39 4,08 
PE9930-18-B PE9930-18-R 18" 5.20 4.84 4.47 4.16 
PE9930-24-B PE9930-24-R 24" 5.30 4.93 4.56 4.24 
op Se a PE9930-36-B PE9930-36-R 36" 5.50 5.12 4.73 4.40 
; PE9930-48-B PE9930-48-R 48" 5.70 5.30 4.90 4.56 
: PE9930-60-B PE9930-60-R 60" 5.90 5.49 5.07 4.72 
PE9930-72-B PE9930-72-R * dp 6.10 5.67 5.25 4.88 

PE9930-XX-B PE9930-XX-R Any Price Upon Request 
Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
ALLIGATOR CLIP TO STACKING BANANA PLUG PE9931-6-B PE9931-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9931-12-B PE9931-12-R 12" 5.10 4.74 4.39 4.08 
PE9931-18-B PE9931-18-R 18" 5.20 4.84 4.47 4.16 
PE9931-24-B PE9931-24-R 24" 5.30 4.93 4.56 4.24 
PE9931-36-B PE9931-36-R 36" 5.50 5.12 4.73 4.40 
PE9931-48-B PE9931-48-R 48" 5.70 5.30 4.90 4.56 
P PE9931-60-B PE9931-60-R 60” 5.90 5.49 5.07 4.72 
PE9931-72-B PE9931-72-R- yf i) 6.10 5.67 -25 4.88 

PE9931-XX-B PE9931-XX-R Any Price Upon Request 
Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
ALLIGATOR CUP TO ALLIGATOR CLIP PE9932-6-B PE9932-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9932-12-B PE9932-12-R ¢ 42" 5.10 4.74 4.39 4.08 
PE9932-18-B PE9932-18-R 18" 5.20 4.84 4.47 4.16 
PE9932-24-B PE9932-24-R 24" 5.30 4.93 4.56 4.24 
RE ees i | PE9932-36-B PE9932-36-R 36" 5.507 25.22). e7a GMO 
PE9932-48-B PE9932-48-R 48" 5.70 5.30 4.90 4.56 
PE9932-60-B PE9932-60-R 60" 5.90 5.49 5.07 4.72 
PE9932-72-B PE9932-72-R 72" 6.10 5.67 5.25 4.88 

PE9932-XX-B PE9932-XX-R Any Price Upon Request 
Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
MIMI ALLIGATOR CLIP TO STACKING BANANA PLUG PE9933-6-B PE9933-6-R 6” $5.00 $4.65 $4.30 $4.00 
PE9933-12-B PE9933-12-R 12% 5.10 4.74 4.39 4.08 
“ PE9933-18-B PE9933-18-R 18” 5.20 4.84 4.47 4.16 
PE9933-24-B PE9933-24-R 24" 5.30 4.93 4.56 4.24 
PE9933-36-B PE9933-36-R 36" 5.50 5.12 4.73 4.40 
PE9933-48-B PE9933-48-R 48" 5.70 5.30 4.90 4.56 
PE9933-60-B PE9933-60-R 60" 5.90 5.49 5.07 4.72 
PE9933-72-B PE9933-72-R ya" 6.10 5.67 5.25 4.88 

: PE9933-XX-B PE9933-XX-R Any Price Upon Request 
eS 
; Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
~ MiMi ALLIGATOR CLIP TO MINI ALLIGATOR CLIP PE9934-6-B PE9934-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9934-12-B PE9934-12-R 12" 5.10 4.74 4.39 4.08 
PE9934-18-B PE9934-18-R 18" 5.20 4.84 4.47 4.16 
PE9934-24-B PE9934-24-R 24" 5.30 4.93 - 4.56 4.24 
y PE9934-36-B PE9934-36-R 36" 5.50 5.12 4.73 4.40 
PE9934-48-B PE9934-48-R 48" 5.70 5.30 4.90 4.56 
PE9934-60-B PE9934-60-R 60" 5.90 5.49 5.07 4.72 
PE9934-72-B PE9934-72-R 72" 6.10 5.67 5.25 4.88 

,PE9934-XX-B PE9934-XX-R Any Price Upon Request 
Black Model No. Red Model No. LENGTH 1-24 -_ 25-49 50-99 100+ 
INSULATED SPADE LUG TO ALLIGATOR CLIP PE9935-6-B PE9935-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9935-12-B PE9935-12-R ; 128 5.10 4.74 4.39 4.08 
PE9935-18-B PE9935-18-R 18" 5.20 4.84 4.47 4.16 
PE9935-24-B PE9935-24-R 24" 5.30 4.93 4.56 4.24 
St ——/f/ |, PE9935-36-B PE9935-36-R 36" 5.50 5.12 4.73 4.40 
PE9935-48-B PE9935-48-R 48" 5.70 5.30 4.90 4.56 
PE9935-60-B PE9935-60-R 60" 5.90 5.49 5.07 4.72 
PE9935-72-B PE9935-72-R j2% 6.10 5.67 5.25 4.88 

PE9935-XX-B PE9935-XX-R Any Price Upon Request 
Black Model No. Red Model No. LENGTH 1-24 25-49 50-99 100 + 
INSULATED SPADE LUG TO STACKING BANANA PLUG PE9936-6-B PE9936-6-R 6" $5.00 $4.65 $4.30 $4.00 
PE9936-12-B PE9936-12-R 128 5.10 4.74 4.39 4.08 
PE9936-18-B PE9936-18-R 18" 5.20 4.84 4.47 4.16 
PE9936-24-B PE9936-24-R 24" 5.30 4.93 4.56 4.24 
PE9936-36-B PE9936-36-R 36" 5.50 5.12 4.73 4.40 
PE9936-48-B PE9936-48-R 48" 5.70 5.30 4.90 4.56 
’ PE9936-60-B PE9936-60-R 60” 5.96 5.49 5.07 4.72 
PE9936-72-B PE9936-72-R 72" 6.10 5.67 5.25 4.88 

PE9936-XX-B PE9936-XX-R Any Price Upon Request 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


1% ccennee Yo WAIT se aa DISSIPATION 


Model No. 
PE6000-50 
PE6000-75 
PE6000-93 
PE6001-50 
PE6001-75 
PE6001-93 
PE6011-50 
PE6011-75 
PE6011-93 
PE6027-50 
PE6027-75 
PE6028-50 
PE6028-75 
PE6029-50 
PE6029-75 
PE6044 
PE6045 
PE6047 
-PE6048 
PE6049 
PE6050 
PE6051 
PE6052 
PE6053 
PE6054 
PE6055 
PE6056 
PE6145 
PE6146 


NOTES 


(1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR INTERFACE. 
FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE - PRICE UPON REQUEST. 


PE6002 
PE6069 
PE6003 


PE6070° 


PE6071 
PE6072 
PE6073 
PE6074 
PE6077 
PE6078 
PE6079 
PE6080 
PE6009 
PE6075 
PE6032 
PE6076 
PE6081 
PE6082 
PE6083 
PE6084 
PE6085 
PE6086 
PE6087 
PE6088 
PE6089 
PE6090 
PE6091 
PE6092 


RESISTOR 
Impedance 
Connector OHMS 
BNC MALE 50 
BNC MALE } 75 
BNC MALE (1 93 
N MALE 50 
N MALE {i} 75 
N MALE (1 93 
TNC MALE 50 
TNC MALE Qh 75 
TNC MALE (1 93 
BNC FEMALE 50 
BNC FEMALE (1) 75 
N FEMALE 50 
N FEMALE (1) 75 
TNC FEMALE 50 
TNC FEMALE (1) 75 
SMB PLUG 50 
SMB JACK 50 
"75 OHM N" MALE 75 
"75 OHM N" FEMALE 75 
SMC PLUG 50 
SMC JACK 50 
"75 OHM BNC" MALE 75 
"75 OHM BNC" FEMALE 75 
"75 OHM SMB" PLUG 75 
"75 OHM SMB” JACK 75 
"75 OHM SMC" PLUG 75 
"75 OHM SMC" JACK 75 
C MALE 50 
7/16" MALE 50 


RESISTOR TERMINATIONS 


“he CE 


CONNECTOR 
SERIES 


2.9mm FEMALE* 
2.9mm FEMALE* 
TNC MALE 

TNC MALE 

TNC FEMALE 
TNC FEMALE 


PASTERNACK ENTERPRISES 


PRICE 
25-49 50-99 
$12.04 $11.14 
12.04 11.14 
12.04 11.14 
12.97 12.00 
12.97 12.00 
12.97. 12.00 
12.97 12.00 
12.97 12.00 
12.97. 12.00 
12.97 12.00 
12.97 12.00 
13.90 12.86 
13.90 12.86 
13.90 12.86 
13.90 12.86 
15.76 14.58 
20.41 18.88 
15.76 14.58 
18.55 17.16 
15.76 14.58 
15.76 14.58 
13.90 12.86 
15.76 14.58 
20.41 18.88 
25.06 23.18 
20.41 18.88 
25.06 23.18 
27.85 25.76 
46.45 42.96 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


Model No. 
PE6061-50 
PE6061-75 
PE6061-93 
PE6062-50 
PE6062-75 
PE6062-93 
PE6063-50 
PE6063-75 
PE6063-93 
PE6064-50 
PE6064-75 
PE6065-50 
PE6065-75 
PE6066-50 
PE6066-75 
PE6067 

PE6068 

PE6093 

PE6094 

PE6147 


NOTES 


FREQUENCY 
RANGE 
OC TO GHz 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


Connector 


TNC MALE (1 
TNC MALE (1 
BNC FEMALE 


BNC FEMALE (1) 


N FEMALE 


N FEMALE (1) 


TNC FEMALE 


TNC FEMALE (1) 
"75 OHM N" MALE 
"75 OHM N" FEMALE 
"75 OHM BNC" MALE 


"75 OHM BNC" FEMALE 75 


C MALE 


IRVINE, CA 92623-6759 


ee Be tt et Bee tt et tt at ee tt et Bt et tt tt et 
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ViMUMOOCOOCoOOCOOCOCOoOoCoCoOMUMUMMSOOCOoOOoONNNN 


1% TOLERANCE, Y WATT MAXIMUM DISIPATION 
ee. 


PRICE 
25-49 50-99 
$14.83 $13.72 
14.83 13:72 
14.83 13.72 
15.76 14.58 
15.76 14.58 
15.76 14.58 
17.62 16.30 
17.62 16.30 
17.62 16.30 
17.62. 16.30 
17.62 16.30 
18.55 17.16 
18.55 17.16 
18.55 17.16 
18.55 17.16 
20.41 18.88 
22.27 20.60 
18.55 17.16 
20.41 18.88 
30.64 28.34 


U.S#A. 


(1) THIS TERMINATION UTILIZES A STANDARD 50 OHM CONNECTOR INTERFACE. 
FOR SPECIAL VALUES, CHANGE SUFFIX TO DESIRED VALUE - PRICE UPON REQUEST. 


RESISTOR TERMINATIONS WITH CHAINS 


100 + 
$12.76 


3 160 


SHORTS... 


| 

| 
© 

| ae H & 
4 


q 4 
Salen. 
OV} Q 6 
Male “OO Female 
PRICE FR J CLE 
1_No. Series Gender Chain 1- 25-49 50-99 100 + Model No. Series Gender Chain 1-24 25-4 50-99 100 + 
PE6058 7/16 FEMALE YES $11.95 $11.11 $10.28 $9.56 PE6012 BNC MALE NO $5.50 $5.12 $4.73 $4.40 
PE6057 7/16 MALE YES 11.95 11.11 10.28 9.56 PE6127 BNC MALE YES 6.75 6.28 5.81 5.40 
PE6013 BNC MALE YES 2.75 2.56 2.37 2.20 PE6030 BNC FEMALE NO 6.75 6.28 5.81 5.40 
PE6014 BNC MALE NO 2.49 2.32 2.14 1.99 PE6128 BNC - FEMALE YES 7.75 7.21 6.67 6.20 
PE6015 BNC FEMALE YES 3.89 3.62 3.35 Kp | PE6022 N MALE NO 10.95 10.18 9.42 8.76 
PE6108 BNC FEMALE - NO 3.59 3.34 3.09 2.87 PE6129 N MALE YES 11.95 -11.11. = 10.28 9.56 
PE6046 c MALE YES 11.95 11.11 10.28 9.56 PE6031 N FEMALE NO 11.95 11.11 10.28 9.56 
PE6109 €C MALE = 11.50 10.70 9.89 9.20 PE6130 N FEMALE YES 12.95 12.04 11.14 10.36 
PE6110 c FEMALE YES 15.25 14.18 13.12 12.20 PE6006 SMA MALE NO 11.95 11.11 10.28 9.56 
PE6111 c FEMALE NO 14.95 13.90 12.86 11.96 PE6131 SMA MALE YES 12.95 12.04 11.14 10.36 
PE6059 HN MALE YES 11.95 11.11 10.28 9.56 PE6007 SMA FEMALE NO 12.95 12.04 11.14 10.36 
PE6113 HN MALE NO 11.50 10.70 9.89 9.20 PE6132 SMA FEMALE YES 13.95 12.97 12.00 11.16 
PE6114 HN FEMALE YES 15.25 14.18 13.12 12.20 PE6133 TNC MALE NO 6.75 6.28 5.81 5.40 
PE6115 HN FEMALE NO 14.95 13.90 12.86 11.96 PE6134 TNC MALE YES 7.75 7.21 6.67 6.20 
PE6016 N/UHF MALE YES 3.89 3.62 3.35 3.11 PE6135 TNC MFEMALE NO 7.75 7.21 6.67 6.20 
PE6017 N/UHF MALE NO 3.59 3.34 3.09 2.87 PE6136 TNC FEMALE YES 8.95 8.32 7.70 > 7.16 
PE6018 N FEMALE YES 5.50 5.12 4.73 4.40 
PE6116 N FEMALE NO 4.95 4.60 4.26 3.96 
PE6117 sc MALE YES 15.25 14.18 13.12 12.20 
PE6118 sc FEMALE YES 17.50 16.28 15.05 14.00 
PE6019 SMA MALE YES 5.50 5.12 4.73 4.40 
PE6024 _ SMA MALE NO 5.25 4.88 4.52 4.20 
PE6119 SMA FEMALE YES 7.75 7.21 6.67 6.20 
PE6120 SMA FEMALE NO 7.50 6.98 6.45 6.00 
PE6121 SMB PLUG YES 6.75 6.28 5.81 5.40 
PE6122 SMB JACK YES 6.75 6.28 5.81 5.40 
PE6123 SMC PLUG YES 6.75 6.28 5.81 5.40 
PE6124 SMC JACK YES 6.75 6.28 5.81 5.40 
PE6020 SSMA MALE NO 4.40 4.09 3.78 3.52 
PE6125 75 OHM SMB PLUG YES 17.50 16.28 15.05 14.00 
PE6126 75 OHM SMC PLUG YES 17.50 16.28 15.05 14.00 
PE6021 TNC FEMALE YES 6.75 6.28 5.81 5.40 
TNC NO 6.25 5.81 5.38 5.00 
TNC YES 4.40 4.09 3.78 3.52 
TNC NO 4.15 3.86 3.57 3.32 


HIGH POWER TERMINATIONS 


in 


POWER FREQUENCY 
CONNECTOR HANDLING CAP. RANGE 
SERIES WATTS DC TO GHz 


7/16 FEMALE 
N MALE 
N FEMALE 
SMA FEMALE 
7/16 MALE 
N FEMALE 
SMA FEMALE 
7/16 FEMALE 
BNC FEMALE 
N FEMALE 
SMA FEMALE 
PE6137 7/16 FEMALE 


1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
i. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
1. 
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161 | | FEEDTHRU TERMINATIONS — 


BNC SMA N Tuc 


VSWR: 1.20:1 MAXIMUM, DC-1 GHz 
POWER: 1 WATT AVERAGE 


50 Ohms, 2 WATTS 
VSWR: 1.25:1 MAXIMUM, DC-1 GHz 


50 Ohms, 2 WATTS 
VSWR: 1.25:1 MAXIMUM, DC-1 GHz 


VSWR: 1.20:1 MAXIMUM, DC-1 GHz 
POWER: 1 WATT AVERAGE 


Model No. Impedance (& 
PE6142-50 50 Ohms 
PE6142-75 75 Ohms 
PE6142-xXX = Any 

_ Price Upon Request 


Model No. PE6026 


Model No. Impedance Model No. PE6033 


PE6008-50 50 Ohms 

PE6008-75 75 Ohms 

PE6008-XX Any 
Price Upon Request 


1-2 


$44. 
50- 
38. 


PASTERNACK 
PEjO0e 
BIAS TEE 


ISOLATION oc oc 
(RF TO BIAS PORT) VOLTAGE | CURRENT 
MINIMUM MAXIMUM | MAXIMUM 


FREQUENCY 
RANGE 


PE1601 SMA FEMALE 100 KHz - 2 GHz 
PE1603 SMA FEMALE 1 GHz - 5 GHz 

PE1604 SMA FEMALE 100 MHz - 6 GHz 
PE1605 SMA FEMALE 500 MHz - 10 GHz 
PE1602 N FEMALE 100 KHz - 2 GHz" 


$139.95 
149.95 
169.95 
249.95 
159.95 


$130.15 
139.45 
158.05 
232.45 
148.75 


INPUT: POWER: \cccdcss © cuesaan on veedcce antes cedceccves 1” WATT AVERAGE 
PEAK POWER..............+++- 1 KW, 5 USEC Pulse, .05% DUTY CYCLE 
TEMPERATURE: RANGE... <.0cccectueot cols gueedescvece 265°C TO +125°C 
UNITS ARE SYMMETRICAL DEVICES. ‘ 

INPUT MAY BE AT ANY PORT. 


jpanacor INSERTION 
meet CONNECTORS RANGE Loss 
NO. DC TO GHz 


PHASE 
TRACKING 


PE2063 
PE2064 
PE2065 
PE2066 


*2.9mm connectors will mate with SMA, 3.5mm and K connectors. The K connector is a registered trademark of the Anritsu Company. 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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POWER DIVIDERS 162 


PASTERNACK F, PASTERNACK 


PE2000 PE2014 


MINIMUM MAXIMUM 
FREQUENCY OUTPUT ISOLATION MAXIMUM INSERTION 
Model No. RANGE PORTS CONNECTORS 3 dB VSWR LOSS dB 1-24 25-4 0-99 100+ 
PEZ000 2-500 MHz 2 BNC FEMALE 25 1.35 1.00 $109.95 $102.25 $94.56 $87.96 
PE2001 2-500 MHz 4 BNC FEMALE 22 1.35 1.50 193.95 180.37 166.80 155.16 
PE2002 2-500 MHz 8 BNC FEMALE 20 1.50 2.00 199.95 185.95 171.96 159.96 
PE2003 10-1000 MHz 2 BNC FEMALE 20 1.50 1.50 109.95 102.25 94.56 87.96 
PE2004 10-1000 MHz 4 BNC FEMALE 20 1.70 2.00 193.95 180.37 166.80 155.16 
PEZ2005 2-500 MHz 12 BNC FEMALE 20 1.50 3.00 384.95 358.00 331.06 307.96 
PE2006 1-175° MHz 6 BNC FEMALE 20 1.50 1.50 274.95 255.70 236.46 219.96 
PE2007 2-200 MHz 3 BNC FEMALE 25 1.35 1.00 177.95 165.49 153.04 142.36 
PE2008 5-1 GHz 2 SMA FEMALE 22 1.20 .20 177.95 165.49 153.04 142.36 
PE2009 5-1 GHz 4 SMA FEMALE 20 1.30 .40 274.95 255.70 236.46 219.96 
PE2011 1-2 GHz 2 SMA FEMALE 22 1.25 .25 177.95 165.49 153.04 142.36 
PE2012 1-2 GHz 4 SMA FEMALE 20 1.60 .60 274.95 255.70 236.46 219.96 
PE2014 2-4 GHz 2 SMA FEMALE 20 1.30 .30 177.95 165.49 153.04 142.36 
PE2015 2-4 GHz 4 SMA FEMALE 18. 1.50 .60 329.95 306.85 283.76 263.96 
PE2026 2-8 GHz 2 SMA FEMALE 20 1.35 .40 274.95 255.70 236.46 219.96 
PE2031 2-8 GHz 4 SMA FEMALE 18 1.50 1.00 359.95 334.75 309.56 287.96 
PE2028 2-18 GHz 2 SMA FEMALE 20 1.50 1.00 329.95 306.85 283.76 263.96 
PE2029 2-18 GHz 4 SMA FEMALE 15 1.60 2.00 599.95 557.95 515.96 479.96 
PE2017 4-8 GHz 2 SMA FEMALE 20 1.30 .35 177.95 165.49 153.04 142.36 
PE2018 4-8 GHz 4 SMA FEMALE 20 1.40 .40 274.95 255.70 236.46 219.96 
PE2020 7-12.4 GHZ 2 SMA PEMALE 20 1.35 -40 177.95 165.49 153.04 142.36 
PE2021 7-12.4 GHZ 4 SMA FEMALE 16 1.50 1.00 274.95 255.70 236.46 219.96 
PE2027 8-18 GHZ 2 SMA FEMALE 20 1.40 -60 274.95 255.70 236.46 219.96 
PE2030 8-18 GHZ 4 SMA FEMALE 18 1.50 1.50 384.95 358.00 331.06 307.96 
PE2023 12-18 GHZ 2 SMA FEMALE Sit 20 1.35 .60 177.95 165.49 153.04 - 142.36 
PE2024 12-18 GHZ 4 SMA FEMALE 18 1.50 1.50 274.95 255.70 236.46 219.96 
PE2044 2-500 MHz 2 N FEMALE 25 1.35 1.00 177.95 165.49 153.04 142.36 
PE2045 2-500 MHz 4 N FEMALE 22 1.35 1.50 219.95 204.55 189.16. 175.96 
PE2046 2-500 MHz 8 N FEMALE 20 1.50 2.00 349.95 325.45 300.96 279.96 
PE2047 10-1000 MHz 2 N FEMALE 20 1.50 1.50 164.95 153.40 141.86 131.96 
PE2032 5-1 GHz 2 N FEMALE 25 1.20 .25 319.95 297.55 275.16 255.96 
PE2038 5-1 GHz 4 N FEMALE 20 1.50 2.25 419.95 390.55 361.16 335.96 
PE2033 1-2 GHz 2 N FEMALE 25 1.20 .25 319.95 297.55 275.16 255.96 
PE2039 1-2 GHz 4 N FEMALE 20 2.00 2.25 419.95 390.55 361.16 335.96 
PE2034 2-4 GHz 2 N FEMALE 23 1.20 .40 319-95 297.55 275.16 255.96 
PE2040 2-4 GHz 4 N FEMALE 20 2.00 2.25 499.95 464.95 429.96 399.96 
PE2035 4-8 GHz 2 N FEMALE 20 1.30 70 319.95 297.55 275.16 255.96 
PE2041 4-8 GHz 4 N FEMALE 20 1.60 2.25 419.95 390.55 361.16 335.96 
PE2036 8-12.4 GHz 2 N FEMALE 16 1.60 1.00 319.95 297.55 275.16 255.96 
PE2042 8-12.4 GHz 4 N FEMALE 20 1.60 1.50 419.95 390.55 361.16 335.96 
PE2037 12-18 GHz 2 N FEMALE 20 1.60 1.00 349.95 325.45 300.96 279.96 
PE2043 12-18 GHz 4 N FEMALE 15 1.70 1.50 419.95 390.55 361.16 335.96 
PE2048 2-500 MHz* 2 "75 OHM BNC" FEMALE 25 1.35 - 1.00 209.95. 195.25 180.56 167.96 
PE2049 2-500 MHz* 4 "75 OHM BNC" FEMALE 22 1.35 1.50 219.95 204.55 189.16 175.96 
PE2061 2-500 MHz* 8 "75 OHM BNC" FEMALE 20 1.50 2.00 384.95 358.00 331.06 307.96 
PE2062 10-1000 MHz* 2 "75 OHM BNC” FEMALE 20 1.50 1.50 199.95 185.95 171.96 159.96 
*DENOTES 75 OHM POWER DIVIDER 
TENANCE suscep, ons 25> Se f See ers eee 50 Ohms NOMINAL it rin 
WOR MIMEE sos iniss-raddcdnneoescace NY. oes DC TO 1,000 MHz yaieceeretecea o| 
ATTENUATION ACCURACY PER STEP........02.-.-ceeeeceeees Eee he PROGRAMMABLE 
Oe os Ae ae eae ee 1.4:1 MAXIMUM ATTENUATOR 
POWER HANDLING CAPABILITY.......... 4 WATT AVERAGE; 50 WATTS PEAK DC TO 1,000 MHZ 
Sen pL, eee Sa ee a Je eas en a 15 MILLISECONDS 
OPERATING TEMPERATURE RANGE...... ER ee? 5 -20°C TO +60°C 
OPERATING VOLTAGE.............- +12 VDC AT 45 mA PER STEP MAXIMUM 
ETIORR TEENS 62 oooh oc cs sauwclgu cee tabbed SMA FEMALE 
ATTENUATION ATTENUATION INSERTION PRICE 
Model No. RANGE STEPS LOSS 1-2 25-49 50-99 100 + 
PE7011-6A 63 dB IN 1 dB STEPS 1, 2, 4, 8, 16, 32 dB 2 dB $499.95 $464.95 $429.96 $399.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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163 DC BIAS PASSING ATTENUATORS 


* 


SPECIFICATIONS 
ELECTRICAL: (@25°C AMBIENT) é 
FREQUENCY RANGE............ Desscesesevencvesseseedes 500 MHz-2 GHz 
ATTENUATION ACCURACY 
GAB Beales caine cciatcdinwwadacwue crus edt sasieis)9 
10 dB. 
20 GB. piciccesecisnesee 
IMPEDANCE... cece cee ee oe eee seeeeeee» 50 OHMS EXCEPT "F" IS 75 OHMS 
VSWR ctesiwscbewseccoves seins 1.35:1 MAX. EXCEPT "F" IS 1.45:1 MAX. 
VOLTAGE RATING)... cecsvceacacsscviacesseteccsweceess 100 VOLTS MAX. 
DC CURRENT. 2 sios.0.5 ccd wcirteecasscesweecces eceeveccceesee 2 AMPS MAX. 
RE VPOWER (AVG) S35. cence. bis nang powamigles se aes'cs nee +. 2 WATTS MAX. 
OPERATING TEMPS. RANGE; ooo. oUt 0. iibwp iis ccee cle -55°C TO +125°C 
PRICE PRICE 
Model No. ATTENUATION 1-24 25-49. 50-99 100 + Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7061-6 6 dB $59.95 $55.75 $51.56 $47.96 PE7062-6 6 dB $69.95 $65.05 $60.16 $55.96 
PE7061-10 10 dB 59.95 55.75 51.56 47.96 PE7062-10 10 dB 69.95 65.05 60.16 55.96 


PE7061-20 55.75 51.56 PE7062-20 20 dB 69.95 65.05 60.16 


PRICE 

Model No. ATTENUATION 1-24 25-49 50-99 100 + | Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7063-6 6 dB $79.95 $74.35 $68.76 $63.96 | PE7064-6 6 dB $79.95 $74.35 . $68.76 $63.96 
PE7063-10 10 dB 79.95 74.35 68.76 63.96 | PE7064-10 10 dB 79.95 74.35 68.76 63.96 
PE7063-20 20 dB 79.95 74.35 68.76 63.96 | PE7064-20 20 dB 79.95 74.35 68.76 63.96 


IN-LINE AMPLIFIERS 


SPECIFICATIONS 
ELECTRICAL: 
SEREQUENCY. RANGES 0-6 Mi ona ss'tnip tn soil abe aclsue oMRe -500 - 2 GHz 
SMALL ‘SIGNALY GATOS 55 AO atin gis sk oa entin peieaeae eens 18 dB TYP. 
16 dB MIN. 
OUTPUT POWER AT 1 dB COMPRESSION (@ 2 GHz)........... 10° dBm TYP. 
MF MDESE PIGURE \(02.GKz) <oeca softs anna yet caeaasenuats 4 dB TYP. 
THIRD ORDER INTERCEPT POINT (@2 GHz) . 23 dBm TYP 
VSURINPUT & OUTPUT. 5 ds ans Samnatpnmnn nese +++ 2.021 MAX. 
OPERATING “VOLTAGE Vins. <. vovineienamgtv ganda nde te lemid-ciaghe +15V 
MAX RATING: 
DEVICE ‘CURRENT sc openers sada sean 8 casas sateen 2 meee hs oe eiee 50 mA 
RF IMPUTPOWER 5c ck Poca, ve rene ovn wy edawn vines. -0 We oeeee 100 mW 
OPERATING! TEMP. ~ RANGE <<'v5iinc0- ov's {kA dsisiwem amivnna tes -45°C TO +85°C 
STORAGE TEMP. RANGE.) .o0.52 007s sepenmhyaeecpes «2% -65°C TO +125°C 
PRICE 
Model_No. CONNECTOR 1-24 25-49 50-99 100 + 
PE1510 SMA $100.00 $93.00 $86.00 $80.00 
PE1S11 N 110.00 102.30 94.60 88.00 
PE1512 TNC 120.00 111.60 103.20 96.00 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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DC TO 2 GHz SMA ATTENUATORS 
IMPEDANCE: 50 Ohms 
ACCURACY: 1 GHz, +..6 dB 


2 GHz, + 1.0 dB 
1 GHz, 1.30:1 MAXIMUM 
2 GHz, 1.50:1 MAXIMUM 


VSWR: 


AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model No. ATTENUATION 1-24 =, 25-49 50-99 100 + 
PE7001-1 1 dB $41.95 $39.01 $36.08 $33.56 
PE7001-2 2 dB 41.95 39.01 36.08 33.56 
PE7001-3 3 dB 41.95 39.01 . 36.08 33.56 
PE7001-6 6 dB 41.95 39.01 36.08 33.56 
PE7001-10 10 dB 41.95 39.01 36.08 33.56 
PE7001-20 20 dB 41.95 39.01 36.08 33.56 
PE7001-30 30 dB 41.95 39.01 36.08 33.56 
PE7001-40 40 dB 51.95 48.31 44.68 41.56 
IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB 

10 AND 20 dB, + .5 dB 

30 AND 40 dB, + 1.50 dB 
VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 
PE7005-1 1 dB $73.95 
PE7005-2 2 dB 73.95 
PE7005-3 3 dB 73.95 
PE7005-6 6 dB 73.95 
PE7005-10 10 dB 73.95 
PE7005-20 20 dB 73.95 
PE7005-30 30 dB 73.95 
PE7005-40 40 dB 83.95 

DC TO 40 Giz 2.9mm* ATTENUATORS 
‘IMPEDANCE: 50 Ohms 
ACCURACY: 3 AND 6 dB, + .8 GB 

10 THRU 30 dB, + 1.0 dB 
VSWR: 1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS s 
Model No. ~ ATTENUATION 1-24 25-49 50-99 100 + 
PE7046-3 3 dB $329.95 $306.85 $283.76 $263.96 
PE7046-6 6 dB 329.95 306 . 85 283.76 263.96 
PE7046-10 10 dB 329.95 306.85 283.76 263.96 
PE7046-20 20 dB 329.95 306 .85 283.76 263.96 
PE7046-30 30 dB 329.95 306.85 283.76 263.96 


*2.9mm CONNECTORS WILL MATE BOTH ELECTRICALLY AND MECHANICALLY 
WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A 
REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


10 WATT, DC TO 18 GHz SMA ATTENUATORS 


164 


DC TO 12.4 GHz SMA ATTENUATORS 

IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB 

10 AND 20 4B, + .5 dB 

30 AND 40 dB, + 1.5 dB 
VSWR: 1.25:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7045-1 1 dB $56.95 $52.96 $48.98 $45.56 
PE7045-2 2 dB 56.95 52.96 48.98 45.56 
PE7045-3 3 dB 56.95 52.96 48.98 45.56 
PE7045-6 6 dB 56.95 52.96 48.98 45.56 
PE7045-10 10 dB 56.95 52.96 48.98 45.56 
PE7045-2C 20 dB 56.95 52.96 48.98 45.56 
PE7045-30 30 dB 56.95 52.96 48.98 45.56 
PE7045-40 40 dB 66.95 62.26 57.58 53.56 

DC TO 26.5 GHz 2.9mm* ATTENUATORS 

IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .5 dB 

10 AND 20 dB, + .6 dB 

30 dB, + .8 dB 
VSWR: 1.40:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model_ No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7024-1 1 4B $139.95 $130.15 $120.36 $111.96 
PE7024-2 2 dB 139.95 130.15 120.36 111.96 
PE7024-3 3 dB 139.95 130.15 120.36 111.96 
PE7024-6 6 dB 139.95 130.15 120.36 111.96 
PE7024-10 10 dB 139.95 130.15 120.36 111.96 
PE7024-20 20. dB 139.95 130.15 120.36 111.96 
PE7024-30 30 dB 139.95 130.15 120.36 111.96 


*2.9mm CONNECTORS WILL MATE BOTH ELECTRICALLY AND MECHANICALLY 
WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A 
REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


5 WATT, DC TO 18 GHz SMA ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 GB 

: 10 AND 20 dB, + .5 dB 

30 AND’ 40 dB, + 1.5 dB 

VSWR: 1.35:1 MAXIMUM 
Model No. ATTENUATION 1-24 25- — 50- 23 100 + 
PE7013-1 1 dB $134.95 $125.5 $116.0 $107.96 
PE7013-2 2 dB 134.95 19850 116.06 107.96 
PE7013-3 3 dB 134.95 125.50 116.06 107.96 
PE7013-6 6 dB 134.95 125.50 116.06 107.96 
PE7013-10 10 dB 134.95 125.50 116.06 107.96 
PE7013-20 20 dB 134.95 125.50 116.06 107.96 
RE7013-30 30 dB 134.95 125.50 116 .06 107.96 
PE7013-40 40 dB 134.95 125.50 116.06 107.96 


25 WATT, DC TO 18 GHz SMA ATTENUATORS 


IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms UU | Hal 
ACCURACY: 1 THRU 6 dB, + .5 dB ACCURACY: 1 THRU 6 dB, + .8 cB 

10 AND 20 dB, + .7 dB 10 AND 20 dB, + 1.0 dB | saree 

30 AND 40 dB, + 1.5 dB 30 AND 40 dB, + 2.0 dB | | mn 
VSWR: 1.40:1 MAXIMUM VSWR: 1.40:1 MAXIMUM tJ Il tl 
Model No. ATTENUATION 1-24 5-49 50-99 100 + | Model No. ATTENUATION 1-24 25-49 50-99 
PE7016-1 1 cB $184.95 $172.00 $159.06 $147.96 | PE7018-1 - 1dB $279.95 $260.35 $240.76 $223.96 
PE7016-2 2 dB 184.95 172.00 159.06 147.96 | PE7018-2 2 dB 279.95 260.35 240.76 223.96 
PE7016-3 3 dB 184.95 172.00 159.06 147.96 | PE7018-3 3 4B 279.95 260.35 240.76 223.96 
PE7016-6 6 dB 184.95 172.00 159.06 147.96 | PE7018-6 6 dB 279.95 260.35 240.76 223.96 
PE7016-10 10 dB 184.95 172.00 159.06 147.96 | PE7018-10 10 dB 279.95 260.35 240.76 223.96 
PE7016-20 20 4B 184.95. 172.00 159.06 147.96 | PE7018-20 20 dB 279.95 260.35 240.76 223.96 
PE7016-30 30 dB 184.95 172.00 159.06 147.96 | PE7018-30 30 dB 279.95 260.35 240.76 223.96 
PE7016-40 40 dB 184.95 172.00 159.06 . 147.96 | PE7018-40 40 dB 279.95 260.35 240.76 223.96 
IMPEDANCE: 50 Ohms IMPEDANCE: 50: Ohms | MARANA iI 
ACCURACY: 6 AND 10 dB, + .85 dB ACCURACY: 6 AND 10 dB, + .5 dB MUU AANA 

20 AND 30 dB, + 1.5 dB 20, 30 & 40 dB, + .75 dB nn =I 

40 dB, + 2.0 dB VSWR: | 1.15:1 MAXIMUM ANN yy I) 
VSWR: 1.45:1 MAXIMUM | ARR 
Model No. ATTENUATION 1-24 25-49 50-99 100 + | Model No. ATTENUATION 1-24 25-49 50-99 100+ 
PE7020-6 6 dB $329.95 $306.85 $283.76 $263.96 | PE7022-6 6 dB $439.95 $409.15 $378.36 $351.96 
PE7020-10 10 dB 329.95 306.85 283.76 263.96 | PE7022-10 10 dB 439.95 409.15 378.36 351.96 
PE7020-20 20 4B 329.95 306.85 283.76 263.96 | PE7022-20 20 dB 439.95 409.15 378.36 351.96 
PE7020-30 30 dB 329.95 306.85 283.76 263.96 | PE7022-30 30 dB 439.95 409.15 378.36 351.96 
PE7020-40 40 dB 329.95 306.85 283.76 263.96 | PE7022-40 40 4B 439.95 409.15 378.36 351.96 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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165 : 
DC TO 2 GHz N ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1,000 MHz, + -6 dB 
2,000 MHz, + 1.0 dB 
VSWR: 1,000 MHz, 1.30:1 MAXIMUM 
2,000 MHz, 1.50:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 


Model No. ATTENUATION 1-24 

PE7002-1 1 dB $41.95 

PE7002-2 2 dB 41.95 

PE7002-3 3 dB 41.95 

PE7002-6 6 dB 41.95 

PE7002-10 10 dB 41.95 

PE7002-20 20 dB 41.95 

PE7002-30 30 dB 41.95 

PE7002-40 40 dB 51.95 ° . 

IMPEDANCE: 50 Ohms RR 

ACCURACY: 1 THRU 6 dB, + .3 dB Soh 
10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 1.5 dB 


VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 


Model No. ATTENUATION 1-24 
PE7004-1 1 dB $109.95 $102. 
PE7004-2 2 dB 109.95 
PE7004-3 3 dB 109.95 
PE7004-6 6 dB 109.95 
PE7004-10 10 dB 109.95 
PE7004-20 20 4B 109.95 
PE7004-30 30 dB 109.95 
PE7004-40 40 dB 129.95 
10 WATT, DC TO 2 GHz a aire atl 


IMPEDANCE: 50 Ohms 
ACCURACY: 1,000 MHz, + .6 dB 
2,000 MHz, + 1.0 dB 
VSWR: 1,000 MHz, 1.30:1 MAXIMUM 
2,000 MHz, 1.60:1 MAXIMUM 


Model No. ATTENUATION 
PE7010-2 2 dB 
PE7010-3 3 dB 
PE7010-6 6 dB 
PE7010-10 10 dB 
PE7010-20 20 dB 
PE7010-30 30 dB 


PE7010-40 40 dB 129.95 120.85 111.76 103.96 


10 WATT, DC TO 18 ee N ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + . 

10 AMD 20 dB, + .7 dB 
30 AND 40 dB, + 
VSWR: 1.40:1 MAXIMUM 


Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7015-1 1 dB $184.95 $172.00 $159.06 $147.96 
PE7015-2 2 dB 184.95 172.00 159.06 147.96 
PE7015-3 3 dB 184.95 172.00 159.06- 147.96 
PE7015-6 a“ 6 dB 184.95 172.00 159.06 147.96 
PE7015-10 10 dB 184.95 172.00 159.06 147.96 
PE7015-20 20 dB , 184.95 172.00 159.06 147.96 
PE7015-30 30 dB 184.95 172.00 159.06 147.96 
PE7015-40 40 dB 184.95 172.00 159.06 147.96 


30 WATT, DC TO 18 GHz N ATTENUATORS 


IMPEDANCE: 50 Ohms 


DC TO 12.4 GHz N ATTENUATORS 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .3 dB 
. 10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 1.5 dB 
VSWR: 1.25:1 MAXIMUM \ aes 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 


ATTENUATION 1-24 25-49 50-99 100 + 


Model_No. 25-49 
PE7047-1 1 dB $84.95 $79.00 $73.06 $67.96 
PE7047-2 2 dB 84.95 79.00 73.06 67.96 
PE7047-3 3 dB 84.95 79.00 73.06 67.96 
PE7047-6 6 dB 84.95 79.00 73.06 67.96 
PE7047-10 10 dB 84.95 79.00 73.06 67.96 
PE7047-20 20 dB 84.95 79.00 73.06 67.96 
PE7047-30 30 dB 84.95 79.00 73.06 67.96 
PE7047-40 40 dB 109.95 102.25 94.56 87.96 


IMPEDANCE: 50 ohms 

ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 
30 AND 40 dB, + 

VSWR: 1.40:1 MAXIMUM 


Model No. ATTENUATION 1-24. 

PE7014-1 1 dB - $154.95 $144.10. $133.26 $123.96 
PE7014-2 2 dB 154.95 144.10 133.26 123.96 
PE7014-3 3 dB 154.95 144.10 133.26 123.96 
PE7014-6 6 dB 154.95 144.10 133.26 123.96 
PE7014-10 10 dB 154.95 144.10 133.26 123.96 
PE7014-20 20 dB 154.95 144.10 133.26 123.96 
PE7014-30 30 dB 154.95 144.10 133.26 123.96 
PE7014-40 40 dB 154.95 144.10 133.26 123.96 


10 WATT, DC TO 12.4 GHz N pt ror ray 


IMPEDANCE: 50 Ohms 

ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 4B, t .5 GB 

4 30 AND 40 dB, + 1. 5 dB 

VSWR: 1:30:1 MAX 


Model No. ATTENUATION , 1-24 25-49 50-99 100 + 
PE7048-1 1 dB $149.95 $139.45 $128.96 $119.96 
PE7048-2 2 dB 149.95 139.45 128.96 119.96 
PE7048-3 3 dB 149.95 139.45 128.96 119.96 
PE7048-6 6 dB 149.95 139.45 128.96 119.96 
PE7048-10 10 dB 149.95 139.45 128.96 119.96 
PE7048-20 20 dB 149.95 139.45 128.96 119.96 
PE7048-30 30 dB 149.95 139.45 128.96 119.96 
PE7048-40 40 dB 159.95 148.75 137.56 127 .96 


25 WATT, DC TO 18 GHz N ATTENUATORS 


EEDA: 00m ga UU 


ACCURACY: 1 THRU 6 dB, + .8 d 

10 AND 20 dB, + 1.0 dB eg ircsesane 

30 AND 40 dB, + 2.0 dB 
VSWR: 1.40:1 MAXIMUM Te 
Model No. ATTENUATION 1-2 25-49 50-99 100+ 
PE7017-1 1 dB $279.95 $260.35 $240.76 $223.96 
PE7017-2 2 dB 279.95 260.35 240.76 223.96 
PE7017-3 3 4B 279.95 260.35 240.76 223.96 
PE7017-6 6 dB 279.95 260.35 240.76 223.96 
PE7047-10 10 4B 279.95 260.35 240.76 223.96 
PE7017-20 20 dB 279.95 260.35 240.76 223.96 
PE7017-30 30 dB 279.95 260.35 240.76 223.96 
PE7017-40 40 4B 279.95 260.35 240.76 223.96 


100 WATT, DC TO 1.5 maa rrp 


IMPEDANCE: 50 Ohms hh irs 


ACCURACY: 6 AND 10 dB, + .85 dB ACCURACY: 6 AND 10 dB, + .5 dB UL NK 

20 AND 30 dB, + 1.5 dB ti 20, 30 & 40 dB, t .75 dB WWJ WL : 

40 dB, + 2.0 dB { L VSWR: 1.15:1 MAXIMUM AAR ANNANA 
VSWR: 1.45:1 MAXIMUM ; iit HT ' 

byUY 1 
Model No. ATTENUATION : 1-24 25-49 50-99 100 + | Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7019-6 dB $329.95 $306.85 $283.76 $263.96 | PE7021-6 6 dB $429.95 $399.85 $369.76 $343.96 
PE7019-10 19 aB 329.95 306.85 283.76 263.96 | PE7021-10 10 4B 429.95 399.85 369.76 343.96 
PE7019-20 20 dB 329.95 306.85 283.76 263.96 | PE7021-20 20 dB 429.95 399.85 369.76 343.96 
PE7019-30 30 dB 329.95 306.85 283.76 263.96 | PE7021-30 30 dB 429.95 399.85 369.76 343.96 
PE7019-40 40 dB 329.95 306.85 283.76 263.96 | PE7021-40 40 dB 429.95 399.85 369.76 343.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 - U.S.A. 
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300 WATT, N ATTENUATORS 


IMPEDANCE: 50 Ohms 


FREQUENCY RANGE: DC TO 1 GHz 


ACCURACY: + .75 dB 


VSWR: 1.40:1 MAXIMUM 


RF INPUT POWER: - 300 WATT AVERAGE AT 25°C 


DERATED TO 75 WATTS AT 85° 


— 


500 WATT, N ATTENUATORS — 


IMPEDANCE: 50 Ohms 

FREQUENCY RANGE: DC TO 500 MHz 

ACCURACY: + .5 dB 

VSWR: ¥.15:1 MAXIMUM hs ae Tie and e~ > 

RF INPUT POWER: 500 WATT AVERAGE AT 25°C] So 
DERATED TO 250 WATTS AT 100°C 


Model No. ATTENUATION 1-24 25-49 50-99 Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7031-1 1 dB $959.95 $892.75 $825.56 $767.96 | PE7032-1 1 dB $1699.95 $1580.95 $1461.96 $1359.96 
PE7031-2 2 dB 959.95 892.75 825.56 767.96 | PE7032-2 2 dB «1699.95 1580.95 1461.96 1359.96 
PE7031-3 3B 959.95 892.75 825.56 767.96 | PE7032-3 3 4B 1699.95 1580.95 1461.96 1359.96 
PE7031-6 6 dB + 959.95 892.75 825.56 767.96 | PE7032-6 6 dB 1699.95 1580.95 1461.96 1359.96 
PE7031-10 10 dB 959.95 892.75 825.56 767.96 | PE7032-10 10 dB- 1699.95 1580.95 1461.96 1359.96 
PE7031-20 20 dB 959.95 892.75 825.56. 767.96 | PE7032-20 20 dB s«1699.95 1580.95 1461.96 1359.96 
PE7031-30 30 dB 959.95 892.75 825.56 ~ 767.96 | PE7032-30 30 dB s«21699.95 1580.95 1461.96 1359.96 
; RRS AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT | [kX ACCURACY: 1 THRU 6 dB, + .4 dB 
ACCURACY: + .6 dB Lesesesy 10 AND 20 dB, + .6 dB 
VSWR: 1.30:1 MAXIMUM Ke 30 dB, + .8 dB 
VSWR: 1.30:1 MAXIMUM 
Model No. ATTENUATION 1-24 Model No. ATTENUATION 1-24 25-49 
PE7029-1 1 dB $41.95 PE7044-1 1 dB $74.95 $69.70 
PE7029-2 2 dB 41.95 PE7044-2 2 dB 74.95 69.70 
PE7029-3 3 dB 41.95 PE7044-3 3 dB 74.95 69.70 
PE7029-6 6 dB 41.95 PE7044-6 6 dB 74.95 69.70 
PE7029-10 10 dB 41.95 PE7044-10 10 dB 74.95 69.70 
PE7029-20 20 dB 41.95 PE7044-20 20 dB 74.95 69.70 
PE7029-30 30 «dB 41.95 PE7044-30 30 dB 74.95 69 
*WARNING: WILL NOT MATE TO 50 OHM N CONNECTORS *WARNING: WILL NOT MATE TO 50 OHM N CONNECTORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 ins 
ACCURACY: 1, THRU 6 dB, + .4 dB ACCURACY: 1 THRU 6 dB, + 
10 AND 20 dB, + .6 dB 10 AND 20 dB, + 
30 AND 40 dB, + 1.5 dB 30 AND 40 dB, + 
VSWR: 1.25:1 MAXIMUM VSWR: 1.30:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + | Model No. ATTENUATION 
PE7039-1 1 dB $129.95 $120.85 $111.76 $103.96 | PE7040-1 1 dB : ; 
PE7039-2 2 dB 129.95 120.85 111.76 103.96 | PE7040-2 2 dB : ; 
PE7039-3 3 dB 129.95 120.85 111.76 103.96 | PE7040-3 3 dB ; : 
PE7039-6. 6 dB 129.95 120.85 111.76 103.96 | PE7040-6 6 dB : : 
PE7039-10 10 dB 129.95° 120.85 111.76 103.96 | PE7040-10 10 dB 3 ; 
PE7039-20 20 dB 129.95 120.85 111.76 | 103.96 | PE7040-20 20 dB ; : 
PE7039-30 30 dB 129.95 120.85 111.76 103.96 | PE7040-30 30 dB ; ’ : 
PE7039-40 40 dB 139.95 130.15 120.36 111.96 | PE7040-40 40 dB 219.95 204.55 189.16 175.96 
J 
25 WATT, DC TO 7.5 GHz 7/16 ATTENUATORS 50 WATT, DC TO 7.5 GHz 7/16 ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms LL 
ACCURACY: 1 THRU 6 dB, + .4 dB ACCURACY: 6 AND 10 dB, + .85 dB 
10 AND 20 dB, + .6 dB 20 AND 30 dB, + 1.5 dB 
30 AND 40 d3, + 1.5 dB 40 dB, + 2.0 dB 
VSWR: 1.35:1 MAXIMUM VSWR: 1.40:1 MAXIMUM 
Model _No. ATTENUATION 1-24 25-4 50-99 100 + | Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7041-1 1 dB $329.95 $306.85 $283.76 $263.96 | PE7042-6 6 dB $329.95 $306.85 $283.76 $263.96 
PE7041-2° 2 dB "329.95 306.85 283.76 263.96 | PE7042-10 10 4B 329.95 306.85 283.76 263.96 
PE7041-3 3 dB 329.95 306.85 283.76 263.96 | PE7042-20 20 dB 329.95 306.85 283.76 263.96 
PE7041-6 6 dB 329.95  306.85° 283.76, 263.96 | PE7042-30 30 dB 329.95 306.85 283.76 263.96 
PE7041-10 10 4B 329.95 306.85 283.76 263.96 | PE7042-40 40 dB 339.95 316.15 292.36 271.96 
PE7041-20 | 20 dB 329.95 306.85 283.76 263.96 
PE7041-30 30 dB 329.95 306.85 283.76 263.96 
PE7041-40 40 dB 339.95 316.15 292.36 271.96 
100 WATT,_DC TO 1.5 GHz 7/16 ATTENUATORS DC TO 18 GHz 7mm AT ATTENUATORS 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 6 AND 10 dB, + .5 dB ACCURACY: 1 THRU 6 dB, + .3 dB 
20, 30 AND 40 dB, + .75 dB 10 AND 20 dB, + .5 dB 
VSWR: 1.15:1 MAXIMUM 30 dB, + .75 dB 
VSWR: 1.20:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 00 + 
PE7023-1 1 dB $219.95 $204.55 $189.16 $175.96 
Mode} No. ATTENUATION 1-24 «=. 25-49 50-99 100 + | pE7023-2 2 dB 219.95 204.55 189.16 175.96 
PE7043-6 6 dB $439.95 $409.15 $378.36 $351.96 | PE7023-3 3 dB 219.95 204.55 189.16 175.96 
PE7043-10 10 dB 439.95 409.15 378.36 351.96 | PE7023-6 6 dB 219.95 204.55 189.16 175.96 
PE7043-20 20 dB 439.95 409.15. 378.36 351.96 | PE7023-10 10 dB 219.95 204.55 189.16 175.96 
PE7043-30 30 dB 439.95 409.15 378.36 351.96 | PE7023-20 20 dB 219.95 204.55 189.16 175.96 
PE7043-40 40 dB 449.95 418.45 386.96 359.96 | PE7023-30 30 dB 219.95 204.55 189.16 175.96 
_ SS 
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DC TO 2 GHz BNC ATTENUATORS 
IMPEDANCE: 50 Ohms 
ACCURACY: 1,000 MHz, + .6 dB 


2,000 MHz, + 1.0 dB 
1,000 MHz, 1.30:1 MAXIMUM 
2,000 MHz, 1.50:1 MAXIMUM 


VSWR: 


AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model_No. ATTENUATION 1-24 25-49 50-99 
PE7000-1 1 dB $23.95 $22.27 $20.60 
PE7000-2 2 dB 23.95 22.27 20.60 
PE7000-3 3 dB 23.95 22.27 20.60 
PE7000-6 6 dB 23.95 22.27 20.60 
PE7000-10 10 dB 23.95 22.27 20.60 
PE7000-20 20 dB 23.95 22.27 20.60 
PE7000-30 30 dB 23.95 22.27 20.60 
IMPEDANCE: 50 Ohms 
FREQUENCY RANGE: DC TO 2,000 MHz 
ACCURACY: 1,000 MHz, + .6 dB 

2,000 MHz, + 1.0 dB 
VSWR: 1,000 MHz, 1.30:1 MAXIMUM 


2,000 MHz, 1.60:1 MAXIMUM 


Model No. ATTENUATION 
PE7025-2 2 dB $134.95 $125.50 $116.06 $ 
PE7025-3 3 dB 134.95 125.50 116.06 
PE7025-6 6 dB 134.95  125.50° 116.06 
PE7025-10 10 dB 134.95 125.50 116.06 
PE7025-20 20 dB 134.95 125.50 116.06 
PE7025-30 30 dB 134.95 125.50 116.06 
- PE7025-40 40 dB 134.95 125.50 116.06 
DC TO 1 GHz 75 OHM BNC ey 

ACCURACY: + .6 dB 

VSWR: 1.30:1 MAXIMUM 

AVERAGE POWER HANDLING CAPABILITY: 1 WATT 

Model No. ATTENUATION 1-24 

PE7009-1 1 dB _ $25.95 

PE7009-2 2 dB 25.95 

PE7009-3 3 dB 25.95 

PE7009-6 6 dB 25.95 

PE7009-10 10 dB 25.95 

PE7009-20 20 dB 25.95 

PE7009-30 30 dB 25.95 

BNC IMPEDANCE MATCHING PAD 
50 OHM MALE TO 75 OHM FEMALE 

Model No. PE7 

FREQUENCY RANGE: DC TO 1 GHz 

VSWR: 1.20:1 MAXIMUM 

INPUT POWER: 1 WATT AVERAGE 

ATTENUATION (LOSS): 5.7 dB 

ACCURACY: + °.5 dB 

1-24 25-49 50-99 100 + 
$23.95 $22.27 $20.60 $19.16 
N IMPEDANCE MATCHING PAD 
590 OHM MALE TO 75 OHM FEMALE 

Model No. PE7027 

FREQUENCY RANGE: DC TO 1 GHz 


VSWR: 1.20:1 MAXIMUM 
INPUT POWER: 1 WATT AVERAGE 
ATTENUATION(LOSS): 5.7 dB 
~ ACCURACY: + .5 dB 
O99. 
1-24 25-49 50-99 100 + BALLS 
$41.95 $39.01 $36.08 $33.56 


“WARNING: 75 OHM N CONNECTORS WILL NOT MATE TO 
STANDARD 50 OHM N CONNECTORS. 


IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + .4 dB 

10 AND 20 dB, + .6 dB 

30 dB, + .8 dB 
VSWR: 1.25:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7049-1 1 4B $41.95 $39.01 $36.08 $33.56 
PE7049-2 2 dB 41.95 39.01 36 . 0) 33.56 
PE7049-3 © - 3 4B 41.95 39.01 36.08 33.56 
PE7049-6 6 dB 41.95 39.01 36.08 33.56 
PE7049-10 10 dB 41.95 39.01 36.08 33.56 
PE7049-20 20 dB 41.95 39.01 36.08 33.56 
PE7049-30 30 dB 41.95 39.01 36.08 33.56 
IMPEDANCE: 50 Ohms 
FREQUENCY RANGE: DC TO 1 GHz } 
ACCURACY: - 3 THRU 6 + .5 dB 

20 THRU 40 + .75 dB 

VSWR: 1.40:1 MAXIMUM 
Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7026-3 3 dB $429.95 $399.85 $369.76 $343.96 
PE7026-6 6 dB 429.95 399.85 369.76 343.96 
PE7026-10 10 dB 429.95 399.85 369.76 343.96 
PE7026-20 20 dB 429.95 399.85 369.76 343.96 
PE7026-30 30 dB 429.95 399.85 369.76 343.96 
PE7026-40 40 dB 429.95 399.85 369.76 343.96 


BC 105 tn 75. ON ERG Ate 


ACCURACY: 1 THRU 6 dB, + .4 dB 

10 AND 7 dB, + .6 dB 

30 dB, + .8 dB 
VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 + 
PE7050-1 1 dB $47.95 $44.59 $38.36 
PE7050-2 2 dB 47.95 44.59 38.36 
PE7050-3 3 dB 47.95 44.59 38.36 
PE7050-6 6 dB 47.95 ~- 44.59 38.36 
PE7050-10 10 dB 47.95 44,59 38.36 
PE7050-20 20 dB 47.95 44.59 38.36 
PE7050-30 30 dB 47.95 44.59 38.36 

lel No. PE7 

FREQUENCY RANGE: DC TO 1 GHz 


VSWR: 1.20:1 MAXIMUM 

INPUT POWER: 1 WATT AVERAGE 
ATTENUATION(LOSS): 5.7 dB 
ACCURACY: + .5 dB 


25-49 
$22.27 


1-24 
$23.95 


50-99 100 + 
$20.60 $19.16 


N IMPEDANCE MATCHING PAD 


75 OHM MALE TO 50 OHM FEMALE 


Model No. PE70; 
FREQUENCY RANGE: DC TO 1 GHz 


VSWR: 1.20:1 MAXIMUM 
INPUT POWER: 1 WATT AVERAGE 
ATTENUATION (LOSS): 5.7 4B 
ACCURACY: + .5 dB 


1-24 
$41.95 


25-49 
$39.01 


50-99 100 + 
$36.08 $33.56 


“WARNING: 75 OHM N CONNECTORS WILL NOT MATE TO 
STANDARD 50 OHM N CONNECTORS. 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 USA. 


IMPEDANCE: 50 OHMS IMPEDANCE: 50 OHMS 
ACCURACY: 1 GHz, + .6 dB ACCURACY: 1 THRU 6 dB, + .3 GB 
2 GHz, + 1.0 dB 10 AND 20 dB, + .5 dB 
VSWR: 1 GHz, 1.30:1 MAXIMUM 30 AND 40 dB, + 1.5 dB x 
2 GHz, 1.50:1 MAXIMUM VSWR: 1.25:1 MAXIMUM Se 
: AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
AVERAGE POWER HANDLING CAPABILITY: 1 WATT 
Model No. ATTENUATION 1-24 25-49 50-99 100 + Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7003-1 1 dB $39.95 $37.15 $34.36 $31.96 PE7051-1 1 dB $74.95 $69.70 $64.46 $59.96 
PE7003-2 2 dB 39.95 37.15 34.36 31.96 PE7051-2 2 dB 74.95 69.70 64.46 59.96 
PE7003-3 3 dB 39.95 37.15 34.36 31.96 PE7051-3 3 dB 74.95 69.70 64.46 59.96 
PE7003-6 6 dB 39.95 37.15 34.36 31.96 PE7051-6 6 dB 74.95 69.70 64.46 59.96 
PE7003-10 10 dB 39.95 37.15 34.36 31.96 PE7051-10 10 dB 74.95 69.70 64.46 59.96 
PE7003-20 20 dB 39.95 37.15 34.36 31.96 PE7051-20 20 dB 74.95 69.70 64.46 59.96 
PE7003-30 30 dB 39.95 37.15 34.36 31.96 PE7051-30 30. dB 74.95 69.70 64.46 59.96 
PE7003-40 40 dB 49.95 46.45 42.96 39.96 PE7051-40 40 dB 84.95 79.00 73.06 67.96 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms : 
ACCURACY: 1 THRU 6 dB, + .3 dB ACCURACY: 1 THRU 6 dB, + .3 dB 
10 AND 20 dB, + .5 dB 10 AND 20 dB, + .5 dB 
30 dB, + 1.5 dB 30 dB, + 1.5 dB 
VSWR: 1.35:1 MAXIMUM VSWR: 1.35:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS 
Model No. ATTENUATION 1-24 25-49 50-99 100+ Model. No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7030-1 1 dB $139.95 $130.15 $120.36 $111.96 PE7052-1 1 dB $159.95 $148.75 $137.56 $127.96 
PE7030-2 2 dB 139.95 130.15 120.36 111.96 PE7052-2 2 dB 159.95 148.75 137.56 127.96 
PE7030-3 3 dB 139.95 130.15 120.36 111.96 PE7052-3 3 dB 159.95 148.75 137.56 127.96 
PE7030-6 6 dB 139.95 130.15 120.36 111.96 PE7052-6 6 dB 159.95 148.75 137.56 127.96 
PE7030-10 10 dB 139.95 130.15 120.36 111.96 PE7052-10 -10 dB . 159.95 148.75 137 .56 127.96 
PE7030-20 20 dB 139.95 130.15 120.36 111.96 PE7052-20 20 dB 159.95 148.75 137.56 127.96 
PE7030-30 30 dB 139.95 130.15 120.36 111.96 PE7052-30 30 4B 159.95 148.75 137 .56 127.96 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms 
ACCURACY: 1 THRU 6 dB, + ACCURACY: 1 THRU 6 dB, + .8 dB 
10 AND 20 dB, + 10 AND 20 dB, + 1.0 GB 
30 AND 40 dB, + 30 AND 40 dB, + 2.0 dB 
VSWR: =1.40:1 MAXIMUM SWR: 1.40:1 MAXIMUM 
1_No. ATTENUATION Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7053-1 1 dB PE7054-1 1 dB $319.95 $297.55 $275.16 $255.96 
PE7053-2 2 dB PE7054-2 2 dB 319.95 297.55 275.16 255.96 
PE7053-3 3 dB PE7054-3 3 dB 319.95 297.55 275.16 255.96 
PE7053-6 6 dB PE7054-6 6 dB 319.95 297.55 275.16 255.96 
PE7053-10 10 dB PE7054-10 10 dB 319.95 297.55 275.16 255.96 
PE7053-20 | 20 dB PE7054-20 20 dB 319.95 297.55 275.16 255.96 
PE7053-30 30. dB, PE7054-30 30 dB 319.95 297.55 275.16 255.96 
PE7053-40 40 dB PE7054-40 40 dB 339.95 316.15 292.36 271.96 
IMPEDANCE: 50 Ohms IMPEDANCE: 50 Ohms | 
ACCURACY: 6 AND 10 dB, + ACCURACY: . 6 dB, + .8 dB 
20 AND 30 dB, + 10 AND 20 dB, + 1.0 dB cal loa)| cn 
40 dB, + 2.0 dB 30 AND 40 dB, + 2.0 dB 
VSWR: 1.45:1 MAXIMUM VSWR: 1.40:1 MAXIMUM | 
l 
Model No. ATTENUATION Model No. ATTENUATION 1-24 25-49 50-99 100 + 
PE7055-6 6 dB PE7056-6 6 dB $489.95 $455.65 $421.36 $391.96 
PE7055-10 10 dB PE7056-10 10 dB 489.95 455.65 421.36 391.96 
PE7055-20 20 dB PE7056-20 20 dB 489.95 455.65 421.36 391.96 
PE7055-30 30 dB PE7056-30 30 dB 489.95 455.65 421.36 391.96 
PE7055-40 40 dB PE7056-40 40 dB 489.95 455.65 421.36 391.96 
: 
75 OHM F ATTENUATORS N FUSE HOLDERS 
FREQUENCY RANGE: DC TO 1,000 MHz IMPEDANCE: 50 OHMS 


ACCURACY: + .5 dB | / = FREQUENCY RANGE: DC TO 
VSWR: 1.30:1 MAXIMUM ' VSWR: 1.50:1 MAXIMUM 
AVERAGE POWER HANDLING CAPABILITY: 2 WATTS FUSE LEVEL: 1/16 AMP = 

; i 1/8 AMP = 
Model No. ATTENUATION 1-24 25-49 50- 100 + 1/4 AMP = 
PE7057-1 1 B $43.95 $40.87 $37 .80 $35.16 : 
PE7057-2 2 4B 43.95 40.87 37.80 35.16 Model No. FUSE ELEMENT 1-24 25-49 50-99 100 + 
PE705S7-3 3 dB 43.95 40.87 37.80 35.16 PE7300-1 1/16 AMP $64.95 $60.40 $55.86 $51.96 
PE7057-6 6 dB 43.95 40.87 37.80 35.16 PE7300-2 1/8 AMP 64.95 60.40 55.86 51.96 
PE7057-10 10 dB 43.95 40.87 37.80 35.16 PE7300-3 1/4 AMP 64.95 60.40 55.86 51.96 
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169 18 GHz SMA ADJUSTABLE PHASE TRIMMERS 


IMPEDANCE...... Rees ele cael Eee id te ae 50 Ohms 
VSWR... . sees ae reese) Sire ba Mine doce 1.30:1 UP TO 18 GHz 
INSERTION LOSS............. wai is .5 dB MAXIMUM AT 18 GHz 
PHASE ADJUSTMENT RANGE............-.-0ece0e- 10° x F(GHz) 

FOR EXAMPLE (.220)s'ds o o3deo te eeees 40° AT 4 GHz 
Model No. Description 1-24 25-49 50-99 100 + 
PE8200 SMA MALE TO SMA FEMALE $119.95 $111.55 $103.16 $95.96 
PE8201 SMA MALE TO (.141" SEMI-RIGID, SOLDER ATTACHMENT) 139.95 130.15 120.36 111.96 
PE8202 SMA MALE TO (.085" SEMI-RIGID, SOLDER ATTACHMENT) 139.95 130.15 120.36 111.96 

D.C. BLOCKS | 
inner Only Outer Only : Inner/Outer 


ae rae Ge 
(NPUT OUTPUT INPUT OUTPUT INPUT ; output 
i. ae et ah 
Cc 


FREQ. RANGE . TYPE OF VSWR INSERTION WORKING PRICE 

MODEL NO. CONFIGURATION 10 MHz T D.C. BLOCK MAX LOSS MAX VOLTAGE 1-24 25-49 50-99 100 + 
PE8210 SMA MALE TO SMA FEMALE 18 GHz INNER 1.35 -5dB 200 $67.95 $63.19 $58.44 $54.36 
PE8211 SMA MALE TO SMA FEMALE 18 GHz OUTER 1.35 -5dB 200 109.95 102.25 94.56 87.96 
PE8212 SMA MALE TO SMA FEMALE 18 GHz INNER & OUTER 1.35 -5dB 200 144.95 134.80 124.66 115.96 
PE8213 N MALE TO N FEMALE 18 GHz INNER 1.35 -5dB 200 89.95 83.65 77.36 71.96 
PE8214 N MALE TO N FEMALE 18 GHz OUTER 1.35 -5dB 200 119.95 111.55 103.16 95.96 
PE8215 N MALE TO N FEMALE 18 GHz INNER & OUTER 1.35 -5dB 200 164.95 153.40 141.86 131.96 
PE8216 BNC MALE TO BNC FEMALE 4 GHz INNER 1.35 -5dB 200 109.95 102.25 94.56 87.96 
PE8217 BNC MALE TO BNC FEMALE 4 GHz OUTER 1.35 -5dB 200 139.95 130.15 120.36 111.96 
PE8218 BNC MALE TO BNC FEMALE 4 GHz INNER & OUTER 1.35 -5dB 200 189.95 176.65 163.36 151.96 
PE8219 TNC MALE TO TNC FEMALE 18 GHz INNER 1.35 -5dB 200 139.95 130.15 120.36 111.96 
PE8220 TNC MALE TO TNC FEMALE 18 GHz OUTER 1.35 -5dB 200 164.95 153.40 141.86 131.96 
PE8221 TNC MALE TO -TNC FEMALE 18 GHz INNER & OUTER 1.35 -5dB 200 219.95 204.55 189.16 175.96 
PE8222 2.9mm MALE TO 2.9mm FEMALE** 26.5 GHz INNER 1.35 -5dB 200 133.95 124.57 115.20 107.16 
PE8223 2.9mm MALE TO 2.9mm FEMALE** 26.5 GHz OUTER 1.35 -5dB 200 177.95 165.49 153.04 142.36 
PE8224 2.9mm MALE TO 2.9mm FEMALE** 26.5 GHz IN OUTER 1.35 -5dB 200 219.95 204.55 189.16 175.96 - 
PE8225 2.9mm MALE TO 2.9mm FEMALE** 40 GHz IN ; 1.45 -5dB 200 419.95 390.55 361.16 335.96 
PE8226 2.9mm MALE TO 2.9mm FEMALE** 40 GHz OUTER 1.45 -5dB 200 619.95. 576.55 533.16 495.96 
PE8&227 2.9mm MALE TO 2.9mm FEMALE** 40 GHz INNER & OUTER 1.45 -5dB 200 719.95 669.55 619.16 575.96 
PE8228 7mm TO 7mm 18 GHz INNER 1.35 -5dB 200 384.95 358.00 331.06 307.96 
PE8&229 7mm TO 7mm 18 GHz OUTER 1.35 -5dB — 2 412.95 384.04 355.14 330.36 
PE8230 7mm TO 7mm 18 GHz INNER & OUTER 1.35 -5dB 200. 439.95 409.15 378.36 351.96 
PE8231 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER 1.35 -5dB 200 149.95 139.45 128.96 119.96 
PE8232 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* OUTER 1.35 -5dB 200 119.95 111.55. 103.16 95.96 
PE8233 75 OHM BNC MALE TO 75 OHM BNC FEMALE 4 GHz* INNER & OUTER 1.35 -5dB 200 209.95 195.25 180.56 167.96 
PE8234 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER 1.35 -5dB 200 154.95 144.10 133.26 123.96 
PE8235 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* OUTER 1.35 -5dB 200 133.95 124.57 115.20 107.16 
PE8236 75 OHM N MALE TO 75 OHM N FEMALE 4 GHz* INNER & OUTER 1.35 -5dB 200 219.95 204.55 189.16 175.96 
PE8237 2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER 1.75 1.5dB 75 829.95 771.85 713.76 663.96 
PE8238 2.4mm MALE TO 2.4mm FEMALE 50 GHz* OUTER 1.75 1.5dB 75 939.95 874.15 808.36 751.96 
PE8239 2.4mm MALE TO 2.4mm FEMALE 50 GHz* INNER & OUTER 1.75 1.508 75 999.95 929.95 859.96 799.96 | 
PE8240 F MALE TO F FEMALE 2 GHz INNER 1.35 -5dB 200 59.95 55.75 51.56 47.96 | 
PE8241 F MALE TO F FEMALE 2 GHz OUTER 1.35 -5dB 200 89.95 83.65 77.36 71.96 
PE8242 F MALE TO F FEMALE 2 GHz INNER & OUTER 1.35 -5dB 200 109.95 102.25 94.56 87.96 


*FROM 100 MHz TO SPECIFIED FREQUENCY 
**2.9mm CONNECTORS WILL MATE WITH SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


FERRITE ISOLATORS & CIRCULATORS 


ALL CONNECTORS ARE SMA FEMALE 
INSERTION LOSS: .6 dB MAXIMUM 


ISOLATO! CIRCULATOR FREQUENCY ISOLATION VSWR PR E 

MODEL NO. MODEL NO. RANGE - GHz dB MINIMUM 1-24 25-49 50-99 100 + 

PE8300 PE8400 1-2 - 18 1.35 $399.95 $371.95 $343.96 $319.96 

PE8301 » PE8401 2-4 18 1.30 289.95 269.65 249.36 231.96 

PE8302 PE8402 4-8 18 1.30 169.95 158.05 146.16 135.96 

PE8303 PE8403 7-12.4 20 1.25 149.95 139.45 128.96 119.96 

PE8304 PE8404 8-18 16 1.45 169.95 158.05 146.16 135.96 - 4 

PE8305 PE8405 11-18 20 1.25 149.95 - 139.45 128.96 119.96 

PE8306 PE8406 18-26.5 17 1.40 164.95 153.40 141.86 131.96 
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CONTINUOUSLY VARIABLE BENCH MOUNT ATTENUATORS 170 


Sw: 
; 
7 
Ae [Fs 
; Nh ts | es 
Turns Counting Dial With Locking Lever I pe 
SMA Female Connectors ate | 
50 Ohm Nominal Impedance — | eee 
Average Power 5 Watts pee 
ea 
Peak Power 3KW 
FREQUENCY ATTENUATION INSERTION PR LCE 
Model No. RANGE . RANGE VSWR MAX LOSS MAX. 1-24 25-49 50-99 100 + 
PE7065-1 1-2 GHz 7 dB 2.020 -5 dB $369.95 $344.05 $318.16 $295.96 
PE7065-2 2-4 GHz 10 dB 1.8:1 5 dB. 369.95 °344.05 318.16 295.96 
PE7065-3 2-4 GHz 20 dB 1-531 -5 dB 389.95 362.65 335.36 311.96 
PE7065-4 4-8 GHz 10 dB 1.5:1 : -75 dB 369.95 344.05 318.16 295.96 
PE7065-5 4-8 GHz 20 dB ap | -75 dB 389.95 362.65 335.36 311.96 
PE7065-6 4-8 GHz 30 dB 1522 -75 dB 409.95 381.25 352.56 327.96 
PE7065-7 8-12.4 GHz 10 dB 1 Ie (sek .75 dB 379.95 = 353.35; 326.76 - 5303296 
PE7065-8 8-12.4 GHz 20 dB 171 -75 dB 399.95 371.95 343.96 319.96 
PE7065-9 8-12.4 GHz 30 dB 7 .75 dB 419.95 390.55 361.16 335.96 
PE7065-10 8-12.4 GHz 40 dB u RETA -75 dB 439.95 409.15 378.36 351.96 
PE7065-11 12.4-18 GHz 10 dB RL | .75 dB 389.95 362.65 335.36 311.96 
PE7065-12 12.4-18 GHz 20: dB. 4521 .75 dB 409.95 381.25 352.56 327.96 
PE7065-13 12.4-18 GHz 30 dB 5 AR I .75 dB 429.95 399.85 369.76 343.96 
PE7065-14 12.4-18 GHz 40 dB » ee -75 dB 449.95 418.45 386.96 359.96 
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171. ~~ SINGLE STAGE BENCH MOUNT ROTARY ATTENUATORS 


Ail units have BNC female connectors, 
1 watt average power, 1000 watts peak, 
. ‘ 
and -20° C to 85° C operating temperature. 
* : ATTENUATION ; 
FREQUENCY ATTENUATION ACCURACY PRICE 
Model No. RANGE IMPEDANCE RANGE OVERALL VSWR MAX 1-24 25-4 50-99 100 + 
PE7034-1 DC-1 GHz 50 OHMS 0-1 dB in +.05 dB 1.20:1 MAX $219.95 $204.55 $189.16 $175.96 
-1 dB steps 
PE7034-2 DC-1 GHz 50 OHMS 0-100 dB in +.5 dB 1.20:1 MAX $269.95 $251.05 $232.16 $215.96 
10 dB steps or 2% ; . 
PE7034-3 DC-2 GHz. 50 OHMS 0-10 dB in +.4 dB DC-1 GHz $229.95 $213.85 $197.76 $183.96 
1 dB steps 1.20:1 MAX 
1 GHz-2 GHz 
1.40:1 MAX 
PE7034-4 DC-2 GHz 50 OHMS 0-70 dB in +.5 dB DC-1 GHz $269.95 $251.05 $232.16 $215.96 
10 dB steps or 3% 1.20:1 MAX 
: 1 GHz-2 GHz 
1.40:1 MAX 
PE7034-5  DC-2 GHz 50 OHMS 0-100 dB in +.5 dB DC-1 GHz $374.95 $348.70 $322.46 $299.96 
10 dB steps or 3% 1.30:1 MAX 
1 GHz-2 GHz 
1.50:1 MAX 
PE7034-6 DC-2 GHz 50 OHMS 0-1 dB in +.05 dB 1.30:1 MAX $269.95 $251.05 $232.16 $215.96 
-1 dB steps 
PE7035-1 DC-500 MHz 75 OHMS 0-1 dB in +.05 dB 1.30:1 MAX $259.95 $241.75 $223.56 $207.96 
-1 dB steps - 
PE7035-2 DC-50Q MHz 75 OHMS 0-10 dB in +.25 -dB 1.30:1 MAX ° $259.95 $241.75 $223.56 $207.96 
1 dB steps 
PE7035-3 DC-500 MHz 75 OHMS 0-70 dB in +1.0 dB 1.30:1 MAX $259.95 $241.75 $223.56 $207.06 
’ 10 dB steps 
PE7035-4 DC-1 GHz 75 OHMS 0-10 dB in +.4 dB DC-500 MHz $279.95 $260.35 $240.76 $223.96 
1 dB steps 1.30:1 MAX - 
500 MHz-1 GHz 
1.40:1 MAX 
PE7035-5 DC-1 GHz . 75 OHMS 0-1 dB in +.07 dB DC-500 MHz $279.95 $260.35 $240.76 $223.96 
-1 dB steps 1.30:1 MAX 
500 MHz-1 GHz 
1.40:1 MAX 
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_ and -20° C to 85° C operating temperature. 


TWO STAGE BENCH MOUNT ROTARY ATTENUATORS 172 


All units have BNC female connectors, 
1 watt average power, 1000 watts peak, 
and -20° C to 85° C operating temperature. 
ATTENUATION ~ 
FREQUENCY ATTENUATION ACCURACY 
Model No. RANGE IMPEDANCE RANGE OVERALL VSWR MAX 1-24 25-49 50-99 100 + 
PE7033 DC-2 GHz 50 OHMS , 0-110 dB in +.5 dB DC-1000 MHz $599.95 $557.95 $515.96 $479.96 
1 dB steps or 2% 1.30:1 MAX 
1000-1500 MHz 
1.50:1 MAX 
1500-2000 MHz 
1.70:1 MAX 
PE7033-2 DC-2 GHz 50 OHMS 0-80 dB in +.5 dB DC-1000 MHz $549.95 $511.45 $472.96 $439.96 
: 1 dB steps or 2% 1.30:1 MAX 
1000-1500 MHz 
1.50:1 MAX 
1500-2000 MHz 
1.70:1 MAX 
- All units have BNC female connectors, 
1 watt average power, 1000 watts peak, 


ATTENUATION 


FREQUENCY ATTENUATION ACCURACY PRICE 
Model No. RANGE IMPEDANCE RANGE OVERALL VSWR_MAX 1-24 25-49 50-99 100+ 
PE7058-1 DC-1 GHz 50 OHMS 0-81 dB in DC-30 MHz 0-1 dB, + .02 dB —- DC-30 MHz $1099.95 $1022.95 $945.96 $879.96 
-1 dB steps 1-10 dB, + .1 dB =—s-.1.10:1 MAX 
10-81 dB, + .2 dB 30-500 MHz 
30-500 MHz 0-1 dB, + .04 dB = 1.30:1 MAX 
1-10 dB, + .2-dB 500-1000 MHz 
10-81 dB, + .5 dB 1.50:1 MAX 
500-1000 MHz 0-1 dB, + .06 dB 
1-10 dB, + .3 dB 
10-81 dB, + .8 dB 
ener ere re nee ——E—EeEeEEo—————E 
ES a a 
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26.5 GHz SINGLE STAGE BENCH 
MOUNT ROTARY ATTENUATORS 


SPECIFICATIONS 
IMPEDANCE: 50 OHMS 
FREQUENCY RANGE: DC TO 26.5 GHz 
CONNECTOR TYPE: 2.9mm FEMALE* 
POWER RATING: 2 WATTS AVERAGE 
200 WATTS PEAK © 
OPERATING TEMP: oc 70 54°C 
PRICE 
Model No. ATTENUATION ATTENUATION VSWR MAX 1-24 25-49 50-99 100 + 
PE7059-1 RANGE ACCURACY DC-18 GHz $1999.95 $1859.95 $1719.96 $1599.96 
0-9 dB in OVERALL 1.45:1 MAX 
1 dB steps oa +.5 dB 18 GHz-26.5 GHz 
1.70:1 MAX 
PE7059-2 0-70 dB in a Ty Jae DC-18 GHz $1999.95 $1859.95 $1719.96 $1599.96 
10 dB steps OR 2% 1.45:1 MAX 
18 GHz-26.5 GHz 
1.70:1 MAX 


*WILL MATE BOTH ELECTRICALLY & MECHANICALLY WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


26.5 GHz TWO STAGE BENCH 
MOUNT ROTARY ATTENUATOR 


SPECIFICATIONS 


IMPEDANCE: 50 OHMS Lt = = on 
AN PY} suse 3 —~—> — OR 
FREQUENCY RANGE: DC TO 26.5 GHz IF ey . 
CONNECTOR TYPE: 2.9mm FEMALE* Ko h, ‘eS =~ 
POWER RATING: 2 WATTS AVERAGE SOMES Nea 
200 WATTS PEAK ete | Pa 
OPERATING TEMP: o°C 10 54°C a Yee 
x, PRICE 
Model No. ATTENUATION ATTENUATION VSWR MAX 1-24 25-49 50-99 100 + 
PE7060-1 RANGE ACCURACY DC-18 GHz $3899.95 - $3626.95 $3353.96 $3119.96 
0-79 dB in OVERALL 1.45:1 MAX 
1.dB steps 0-9 dB +.5 dB 18 GHz-26.5 GHz : 
10-79 dB + 1.2 dB 1.70:1 MAX 
OR 2% 


*WILL MATE BOTH ELECTRICALLY & MECHANICALLY WITH ALL SMA, 3.5mm & K CONNECTORS. THE K CONNECTOR IS A REGISTERED TRADEMARK OF THE ANRITSU COMPANY. 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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TOGGLE SWITCH ATTENUATORS 


All units have BNC female connectors. 
PE7036 & PE7038 series have 1 watt average power. 


PE7037 series has 10 watts average power with 5000 watts peak. 


Hodel_No. 


174 


1-24 25-49 50-99 _ 100 + 

PE7036-1 DC-1 GHz 50 OHMS 0-42 dB in +1.0 dB -40:1 MAX $459.95 $427.75 $395.56 $367.96 
1 dB steps 

PE7036-2 DC-1 GHz 50 OHMS 0-82.5 dB in +1.5 dB -40:1 MAX $479.95 $446.35 $412.76 $383.96 
-5 dB steps 

PE7036-3 DC-1 GHz 50 OHMS 0-102 dB in +1.5 dB -40:1 MAX $519.95 $483.55 $447.16 $415.96 
1 dB steps 

PE7037-1 " pc-500 MHz 50 OHMS 0-42 dB in +1.5 dB -50:1 MAX $1299.95 $1208.95 $1117.96 $1039.96 
1 dB steps 

PE7037-2 DC-500 MHz 50 OHMS 0-82.5 dB in +1.5 dB -50:1 MAX $1599.95 $1487.95 $1375.96 $1279.96 
-5 dB steps 

PE7038-1 DC-1 GHz 75 OHMS 0-42 dB in +1.0 dB ~40:1 MAX $459.95 $427.75 $395.56 $367.96 
1 dB steps 

PE7038-2 DC-1 GHz 75 OHMS 0-82.5 dB in +1.5 dB -40:1 MAX $479.95 $446.35 $412.76 $383.96 
-5 dB steps 

PE7038-3 DC-1 GHz 75 OHMS 0-102 dB in +1.5 dB -40:1 MAX $519.95 $483.55 $447.16 $415.96 
1 dB steps 

PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


175 
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PUSHBUTTON ATTENUATORS 


oO 


. PRICE. CODE 
All units have 1 watt average power with 1000 watts peak. . 12g 25-49 30-9910 * 
z "A" $299.95 $278.95 $257.96 $239.96 
All units have BNC female connectors. ; "BY 549.95 511.45 472.96 439.96 
ATTENUATION : 
FREQUENCY ATTENUATION ATTENUATION ACURACY * PRICE 
Model No. RANGE IMPEDANCE RANGE STEPS OVERALL VSWR CODE 
PE7008-1 DC-750 MHz 50 OHMS 0-65 dB in pha ee eg DC-100 MHz, + .3 dB DC-100 MHz, 1.10:1 MAX A 
1.0 dB steps 10, 20 & 20 dB 100-300 MHz, + .5 dB 100-500 MHz, 1.25:1 MAX 
: 300-500 MHz, + .8 dB 500-750 MHz, 1.40:1 
500-750 MHz, + 1.3 dB 
PE7008-2 DC-750 MHz 50 OHMS 0-45.5 dB in mee ia te DC-100 MHz, + .2 dB DC-100 MHz, 1.10:1 MAX A 
.5 dB steps 8, 10 & 20 dB 100-300 MHz, + .3 dB 100-500 MHz, 1.25:1 MAX 
300-500 MHz, + .5 dB 500-750 MHz, 1.40:1 MAX 
500-750 MHz, + .75 dB 
PE7008-3 DC-500 MHz 75 OHMS 0-65 dB in 1, 2; 4,48, DC-100 MHz, + .3 dB - — DC-100 MHz, 1.10:1 MAX A 
1.0 dB steps 10, 20 & 20 dB 100-300 MHz, + .5 dB 100-300 MHz, 1.20:1 MAX 
300-500 MHz, + .8 dB 300-500 MHz, 1.30:1 MAX 
PE7008-4 DC-500 MHz 75 OHMS 0-45.5 dB in ST OE Jao DC-100 MHz, + .2 dB DC-100 MHz, 1.10:1 MAX A 
-5 dB steps 8, 10 & 20 dB 100-300 MHz, + .3 dB 100-300 MHz, 1.20:1 MAX 
300-500 MHz, + .5 dB 300-500 MHz, 1.30:1 MAX 
PE7008-5 DC-750 MHz 50 OHMS 0-102 dB in Le tbe + .3 dB or 1% 1.40:1 MAX B 
1.0 dB steps 10, 20, 20, 
20 & 20 dB 
PE7008-6 DC-750. MHz 50 OHMS 0-82.5 dB in A tes ay Pee + .3 dB or 1% 1.40:1 MAX B 
.5 dB steps 6, 10, 20, 
; 20 & 20 4B 
FREQUENCY RANGE: 100 kHz-1,000 MHz 
VSWR: 1.20:1 MAXIMUM ° 
FLATNESS: + .2 dB TO 500 MHz 
+ .4 dB TO 1,000 MHz 
DC OUTPUT POLARITY: POSITIVE 
MAXIMUM RF INPUT POWER: 100 mW 
OUTPUT CAPACITANCE: 1,000 pf 
RF INPUT: BNC MALE 
RF OUTPUT: BNC FEMALE 
NOMINAL 
Model No. ~IMPEDANCE 1-24 25-49 50-99 100+ 
PE8000-50 50 OHMS $129.95 $120.85 $111.76 $103.96 
PE8000-75 75 OHMS 129.95 120.85 111.76 103.96 
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MANUAL COAX SWITCH - 176 
WITH SURGE PROTECTOR 


f- TAK SEY eae =y 
PASTERNACK ENTERPRISES 
PLUG ACCESS 
; PE7189 
SPECIFICATIONS 
FREQUENCY RANGE: DC - 1.3 GHz 
VSWR: 1.6:1 MAX 
INSERTION LOSS: .75 dB 
ISOLATION: 50 dB ‘ 


POWER HANDLING: 1500 WATTS RF 
IMPEDANCE: 50 OHMS 
CONNECTOR TYPE: N FEMALE 
REPLACEABLE CARTRIDGE 
SWITCHING FUNCTIONS: WHEN THE KNOBE POINTS TO THE CENTER (GROUND) SWITCH POSITION ALL ANTENNA CIRCUITS ARE 
INTERNALLY DISCONNECTED AND GROUNDED. WHEN THE KNOB IS IN AN ACTIVE POSITION THE UNUSED ANTENNA PORTS ARE 
GROUNDED. THE ACTIVE POSITION CIRCUIT IS CONTINUOUSLY PROTECTED BY THE REPLACEABLE CARTRIDGE. 


; NUMBER OF PeRet rt 
Model No. OUTPUT PORTS 1-24 25-49 50-99 100 + 
PE7139 © 2 $109.95 $102.25 $94.56 $87.96 
9.95 111.55 103.16 95.96 


E7140. ; 4 119. 


PASTERNACK 
ENTERPRISES 


PASTERNACK 
ENTERPRISES 


SPECIFICATIONS 


FREQUENCY RANGE: DC - 3 GHz 
INSERTION LOSS: .5 dB 
IMPEDANCE: 50 OHMS 


DC BLOCKING: NONE. WILL PASS DC FOR POWER AND CONTROL PURPOSES. 


MAX DC OR PEAK AC IS 150 V 
FIRING POINT: 350 V 415%@< 100V/S > 1000 @ 5kv/ ps RISE 
BREAKDOWN VOLTAGE: 20 TO 30V 
SURGE CURRENT; 5000 A (8/20 ps PLUS) ; 
PLUG LIFE: >600 TIMES @ 500A PLUSE (FIELD REPLACEABLE) 


POWER HANDLING PRICE 

Model No. WATTS CONNECTOR TYPE 1-24 25-49 50-99 100 + 
PE7301-1 : 200 N FEMALE $69.95 $65.05 $60.16 $55.96 
PE7301-2 2000 N FEMALE 79.95 74.35 68.76 63.96 
PE7301-3 200 N FEMALE BULKHEAD 75.95 70.63 65.32 60.76 
PE7301-4 2000 N FEMALE BULKHEAD 85.95 79.93 73.92 68.76 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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177 TRANSFER SWITCHES 


ALL CONNECTORS ARE SMA FEMALE 
DC BIAS: +5.0 + 0.5V @ 80mA MAX. 
-15.0 + 3.0V @ 80mA MAX. 
CONTROLS: TTL LOGIC 0: J1-J2, J3-J4 LOW LOSS 
J1-J4, J2-J3 ISOLATION 
TTL LOGIC 1: J1-J4, J2-J3 LOW LOSS 
J1-J2, J3-J4 ISOLATION 


INSERTION 
FREQUENCY LOSS 
RANGE (dB MAX) 


$1100.00 


[ne fm 
1000.00 | 930.00 860.00 800.00 


POWER 

ISOLATION WATTS 

(dB MIN) (MAX) 
1100.00 


1000.00 | 930.00 860.00 
1000.00 | 930.00 860.00 


A/B COAXIAL SWITCHES 


FREQUENCY RANGE..... cc ceceweveenerccccesceesccccsccscessssecscnsessrssees OC TO 1,000 MHz 
WSWR o's oo ncicce pc eebisicc wives ed eve¥eds cas dcadeancceetecennuvssueeesonvaccivyeie 1.60:1 MAXIMUM 
INSERTION LOSS. 0... ci vcccccevesecccvicsccsencsecs aly BS SCS aweisiceetsccy evens -70 dB MAXIMUM 
ISOLATION... cc cccccccvcncvcccccccccaneascccsseeseeseediessccebescsccececes 50 dB MINIMUM 
POWER HANDLING CAPACITY........ cee eeceeececeencvees 5 WATTS CW, COMMON TO SWITCHED PORTS 


(SWITCHED PORTS TERMINATED), 
4, WATT SWITCHED PORTS TO COMMON 


SWITCHING TIME o oc0s sin sVescnconenatscnsssenses casey iuvaanagey<saenninn ++. 15 MILLISECONDS 
OPERATING VOLTAGE (ACTUATED TO "B" POSITION)...........eeseeeeee +12 VDC AT 45mA MAXIMUM 
OPERATING TEMPERATURE RANGE 00.5. 05.50. cen eects tactceesetesentudawaterens -20°C TO +60°C 
NOMINAL PRICE 
Model No. CONNECTOR TYPE __ IMPEDANCE 1-24 25-49 50-99 100 + 
PE7100 BNC FEMALE 50 OHMS $159.95 $148.75 $137.56 $127.96 
PE7101 "75 OHM BNC" FEMALE 75 OHMS . 159.95 148.75 137.56 127.96 
PE7102 N° FEMALE 50 OHMS 169.95 158.05 146.16 135.96 
PE7103 "75 OHM N" FEMALE = - 75 OHMS 169.95 158.05 146.16 135.96 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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— 


COAXIAL SWITCHES 


PASTERNACK 4 


PE7I11 


Et £2 G+5v-15v ie) 


ALL CONNECTORS ARE SMA FEMALE 
DC BIAS: +5.0 + 0.5V @ 40mA MAX 
-15.0 + 3.0V @ 40mA MAX 


CONTROLS: SPST SPDT SP3T SP4T 
TTL LOGIC 0: LOW LOSS TTL LOGIC 0: LOW LOSS _ TTL LOGIC 0: LOW LOSS TTL LOGIC 0: LOW LOSS 
TTL LOGIC 1: ISOLATION TTL LOGIC 1: ISOLATION TTL LOGIC 1: ISOLATION TTL LOGIC 1: ISOLATION 


El CONTROLS: J2-J1 El CONTROLS: J2-J1 El CONTROLS: J2-J1 
E2 CONTROLS: J3-J1 E2 CONTROLS: J3-J1 E2 CONTROLS: J3-J1 
E3 CONTROLS: J4-J1 E3 CONTROLS: J4-J1 


E4 CONTROLS: J5-J1 


ia 
ISOLATION WATTS 


(ap min) | may te s-49 50-99 
500-0 


$500.00 $400.00 
$600.00 | $558.00 | $516.00 | .00 
$500.00 $400.00 
$500.00 | $465.00 | $430.00 | $400. 
$500.00 $400. 
| $697.50 | $645.00 | $600.00 
| $600.00 | $558.00 | $516.00 | $480. 
| $700.00 | $651.00 | s60z.00 | $560.00 
| $700.00 | $651.00 | $602.00 | $560.00 
| $651.00 | 
| $651.00 
| $651.00 | 


INSERTION 
SWITCH LOSS 
TYPE (dB MAX) 


SPST 
SPST 
SPST 
SPST 
SPST 
SPST 
SPST 
SPDT 
SPOT 
SPOT 
SPDT 
SPDT 
SPOT 
SPDT 
SP3T 
SP3T 
SP3T 
SP3T 
SP3T 
SP3T 
SP3T 
SP4T 
SP4T 
SP4T 
SP4T 
SP4T 
SP4T 
SP4T 


FREQUENCY 


PE7104 1.5 


~ 
a 
~ 
wn 


1 


3|/3/3/2 3 
3/8 z 


i 
3 
E 


a 


$560.00 
$700.00 $560.00 
$651.00 $560.00 
$750.00 | $697.50 | $645.00 | $600.00 
EN CE 
ee 
0.0 
0-0 
$750.00 $600.00 
[se 00 | sr | 05-00 

senso sn7-00 
Tse 00 [sen | 487-00 
$1000.00 $800. 
. 
on 


PE7121 


Sad 


3 g 8 
3 2 3 


o 


$760.00 


PE7126 


E 


s 


PE7128 


ss 
ow 


SIN I™ si™N 
wiw coin 


$|s 


fe $930.90. 
$1000.60 | $930.00 | $860.00 | $800 
| 12 GHz - 18 GHz | $1000.00 | $930.00 | $860.00 | $800 
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3 
s 


PE7131 


s 


179 PIN-PIN DIODE LIMITERS 


PASSIVE PIN DIODE LIMITERS 

1 Watt CW and 100 Watt Peak (ipssec) power handling 
0.1% duty cycle, derated to 20% at +125° C 

internal DC Return 

Limiting Threshold above +9 dBm typical 

Operating Temperature Range: -55° C to +125°C 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY INSERTION LEAKAGE 
RANGE LOSS 3 @ 1W CW INPUT 
(GHz) (MAX dB) 


PE8017 . . . -40: $259.95 
PE8018 . . ° -40: * 259.95 
PE8019 


PE8020 
PE8021 
PE8022 


PE8023 


PE8024 
PE8025 


PE8026 +16.0 289.95 269.65 249.36 231.96 
PE8027 +16.0 289.95 269.65 249.36 231.96 


1 Insertion loss and VSWR are measured at -10 dBm. 


PIN-SCHOTTKY DIODE LIMITERS 
DETECTOR ACTIVATED LIMITERS 


1 Watt CW and 200 Watt Peak (1jrsec) power handling 
0.1% duty cycle, derated to 20% at + 125°C 
Internal DC Blocks 

Limiting Threshold below +9 dBm typical 

Operating Temperature Range: -55° C to +125° C 


SMA MALE INPUT / SMA FEMALE OUTPUT 


FREQUENCY INSERTION LEAKAGE 
RANGE Loss * @ IW CW INPUT 
(MAX dBm) 


PE8028 ’ . i. 40: : $259.95 
PE8029 : ° ‘ -40: ° 259.95 
PE8030 ‘ ; F -40: : 259.95 


PE8034 
PE8035 
PE8036 


’ Insertion loss & VSWR are measured at -10 dBm. 
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BIASED SCHOTTKY DIODE DETECTORS 180 


BROADBAND BIASED DETECTORS 

Negative Output Polarity is standard. 

Maximum Input Power: 200 mW CW 

Operating Temperature Range: -55° C to +125° C 

Storage Temperature Range: -65° C to + 150° C 

Specification @ +25° C, 100 psA Bias typical, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 
VOLTAGE 


SENSITIVITY * 
(MIN. mV/mW) 


TANGENTIAL 
SENSITIVITY 
(MIN. dBm) 


VIDEO 
CAPACITANCE 


(Max. dB) 


FREQUENCY 
RANGE 
(GHz) 


FLATNESS 
(MAX. dB) 


1 Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 


ZERO BIAS SCHOTTKY DIODE DETECTORS 


No Bias Required. 

Negative Output Polarity is standard. 
Maximum Input Power: 200 mW CW 
Operating Temperature Range: -55° C to +125°C 
Storage Temperature Range: -65°C to + 150°C 
Specification @ +25° C, Input Power at -20 dBm 


SMA MALE INPUT / SMA FEMALE OUTPUT 


VOLTAGE 
SENSITIVITY * 
(MIN. mV/mW) 


FREQUENCY 
RANGE 
(GHz) 


VSWR 
(TYPICAL) 


FLATNESS 
(MAX. dB) 


$259.95 
259.95 
289.95 


289.95 269.65 
309.95 288.25 
259.95 241.75 223.56 
289.95 269.65 249.36 


0.50 (to 18 GHz) 1.50:1 (to 18 GHz) 
-00 (18 to 26.5 GHz)}2.0:1 (18 to 26.5 GHz) 


207 .96 
231.96 


1 Tss is measured with a 2 MHz video bandwidth and 2 dB NF amplifier. 
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181 DIRECTIONAL COUPLERS 


1-24 25-49 50-99 100 + 
$159.95 $148.75 $137.56 $127.96 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55°C TO +105°C 


COUPLING 
(dB) 
FREQUENCY INCLUDES FREQUENCY EXCLUDING 
RANGE FREQUENCY SENSITIVITY COUPLED DIRECTIVITY SECONDARY 
(GHz) SENSITIVITY (dB) POWER (dB MINIMUM) LINE 


PE2200-6 

PE2200-10 
PE2200-20 
PE2200-30 


PE2201-6 

PE2201-10 
PE2201-20 
PE2201-30 


PE2202-6 

PE2202-10 
PE2202-20 
PE2202-30 


PE2203-6 

PE2203-10 
PE2203-20 
PE2203-30 


PE2204-6 

PE2204-10 
PE2204-20 
PE2204-30 


PE2205-6 

PE2205-10 
PE2205-20 
PE2205-30 


PE2206-6 

PE2206-10 
PE2206-20 
PE2206-30 


PE2207-6 

PE2207-10 
PE2207-20 
PE2207-30 
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DIRECTIONAL COUPLERS 182 


CODE 1-24 25-49 50-99 100 + 


A $219.95 $204.55 $189.16 $175.96 
B 
c 


PASTERNACK 
PE2210-6 


369.95 344.05 318.16 295.96 
849.95 790.45 730.96 679.96 


ALL CONNECTORS ARE SMA FEMALE 
OPERATING TEMPERATURE: - 55°C TO +105°C 


COUPLING 
(dB) 
INCLUDES FREQUENCY | EXCLUDING 
FREQUENCY SENSITIVITY] COUPLED DIRECTIVITY 
SENSITIVITY (48) POWER (dB MINIMUM) 


PE2210-6 
PE2210-10 
PE2210-20 


PE2214-10 
PE2214-16 
PE2214-20 


PE2215-6 

PE2215-10 
PE2215-16 
PE2215-20 


PE2216-6 
PE2216-10 
PE2216-20 
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183 DUAL DIRECTIONAL COUPLERS 


PASTERNACK 
PE2224-20 


ALL CONNECTORS ARE SMA FEMALE 


COUPLING 
(dB) TRUE 
FREQUENCY INCLUDES FREQUENCY INSERTION AVERAGE 
RANGE FREQUENCY SENSITIVITY LOSS DIRECTIVITY PRIMARY [SECONDARY | INCIDENT 
(GHz) SENSITIVITY (dB) (dB MAX) (dB MINIMUM) LINE LINE WATTS 


PE2217-10 
PE2217-20 
PE2217-30 


PE2218-10 
PE2218-20 
PE2218-30 


. : | . Ei 
PE2219-10 a . ° A 
PE2219-20 . . ‘ > . 
PE2219-30 ° ° 2 . P 


PE2220-10 
PE2220-20 
PE2220-30 


PE2221-10 
PE2221-20 
PE2221-30 


PE2222-10 
PE2222-20 
PE2222-30 


PE2223-10 ; ; : : 1.40 
PE2223-20 a : + 0. 1. 1.40 
PE2223-30 “ g : 1. 1.40 


PE2224-20 
PE2224-30 
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; 


184 


“a HYBRIDS 
>, = 


FREQUENCY 
RANGE 
(GHz) 


COUPLING FREQUENCY 
on rims was (48) 1 SENSITIVITY 


FREQ. SENSITIVITY (dB) 


ISOLATION 
(dB Min.) 


4.0 - 8.0 


6.0 - 12.4 3.2 + 0.7 


PE2057 


F 


CONNECTORS ARE SMA FEMALE 


100 + 


Teo [om 
$143.96 


$179.95 
179.95 
179.95 
179.95 
179.95 143.96 
179.95 


179.95 


179.95 


278.95 _§ 257.96 
278.95 257.96 


HIGH POWER DIRECTIONAL COUPLERS 


600 WATTS CW 
10K PEAK 


7.0 - 18.0 


PASTERNACK 
PE2232-30 


van ou rater +d 
DIRECTIVITY PRIMARY 
ie i 


(dB Min.) LINE 
649.95 | 604.45 


649.95 604.45 
849.95 790.45 


COUPLING FREQUENCY INSERTION 
(a) SENSITIVITY LOSS 


INCLUDES 
FREQ. SENSITIVITY (dB) (dB MAX) 


558.96 


649.95 604.45 
849.95 


790.45 
790.45 


649.95 


849.95 790.45 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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604.45 


472.96 439.96 


730.96 679.96 


959.96 


PASTERNACK ENTERPRISES 
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185 PRESET TORQUE WRENCHES 


PE5011-1 SMA/2.. 9mm/3 . 5mm $111.60 $103.20 
PE5011-2 smc . 130.20 120.40 
PE5011-3 7m : . 130.20 120.40 
PE5011-4 TNC (HEX NUT) . 3 120.90 111.80 
PE5011-5 SSMA : < 120.90 111.80 
PE5011-6 N/SC (HEX NUT) 3 ° 120.90 111.80 


COAXIAL CABLE CUTTING TOOL 


Model No. 1-24 8=25-49 50-99 100 + 
Mat es PE5200 $24.95 $23.20 $21.46 $19.96 


HEAVY DUTY TOOL SPECIFICALLY DESIGNED FOR CUTTING COAXIAL CABLE 


PRODUCTION GRADE CRIMPING TOOLS 


SCISSOR PRICE STRAIGHT 
Model No. DESCRIPTION = 25-49 = 100 + 
PESOO8 SCISSOR $200.00 $186.00 $172.00 $160.00 
PESOS STRAIGHT 300.00 279.00 258.00 240.00 


THESE RATCHET CONTROLLED TOOLS ARE DESIGNED TO PROVIDE CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY SPECIFICATIONS. THESE TOOLS 
ARE MADE OF FORGED STEEL TO HANDLE YEARS OF PRODUCTION. DIES MUST BE PURCHASED SEPARATELY *(SEE BELOW)* 


“INTERCHANGEABLE DIES* 


THESE DIES ARE HEAT-TREATED, WICKEL-PLATED STEEL. WO ADJUSTMENT IS REQUIRED WHEN CHANGING DIES. SETUP IS QUICK. 


PE5010-1 
PESO10-2 
PES010-3 
PE5010-4 
PE5010-5 
PE5010-6 


88 


-00 
-00 
120.00 
128.00 

00 
-00 


#8 
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COAXIAL CRIMPING TOOLS 186 


THESE RATCHET CONTROLLED CRIMP TOOLS ARE DESIGNED TO PROVIDE 
CONSISTENT, RELIABLE HEX CRIMP TERMINATIONS TO INDUSTRY 
SPECIFICATIONS ON A WIDE RANGE OF COAX CONNECTORS. A 

UNIQUE RATCHET RELEASE MECHANISM IS PROVIDED TO ALLOW REMOVAL 
OF AN INCORRECTLY PLACED CONNECTOR OR CRIMP RING PRIOR TO 
COMPLETING THE CRIMP CYCLE. 


ERECE 
2-24 = 25-49 50-99 100 + 
$79.95 $74.35 $68.76 $63.96 


RG174, RG178, RG179, RG180, RG187, RG188, RG195, RG196 & RG316 -068 -100 -128 -178 


Model Ho. 3 

| pesoo1 | RGSS, RG5S8, RGS9, RG6Z, RG142, RG2Z3 & RG4OO 
| Pes006 | 

| Pes007 | 


RGB, RGS, RG11, RGB7A, RG149, RG165, RG178, RG196, RG213, RG214, RG216, RG225 & RG393 


THIS CRIMPING TOOL KIT CONSISTS 
OF A FULL CYCLE, RATCHET CONTROLLED 
CRIMP TOOL FRAME, 4 INTERCHANGEABLE 
SETS OF DIES AND A STORAGE CASE. 


CRIMPS COAXIAL CONNECTORS ON THE FOLLOWING 
SERIES OF COAXIAL CABLE: RG5, RG6, RGB, 
RG9, RG11, RG21, RGSS, RG5SB, RGS9, RG62, 
RGB7A, RG140, RG141, RG142, RG143, RG165, 
RG174, RG178, RG179, RG180, RG187, RG188, 
RG195, RG196, RG210, RG212, RG213, RG214, 


RG216, RG222, RG223, RG225, RG303, RG304, 
PE5004—-KIT RG316, RG393 & RG400 


KIT 
FULL CYCLE INTERCHANGEABLE DIE 
CRIMPING TOOL. COMPLETE KIT 
IN STORAGE CASE. 


PRICE 
1-24 = 25-49 50-99 100 + 
$219.95 $204.55 $189.16 $175.96 


THIS KIT CONTAINS DIES HAVING THE FOLLOWING 
HEX SIZES: .042, .068, .080, .100, .128, 
-151, .178, .213, .255, .324 & .429 


Model No. PE5002 PRICE 
UNIVERSAL FULL CYCLE CRIMP TOOL 1-24 25-49 50-99 = 100 + 
“RATCHET CONTROLLED" $199.95 $185.95. $171.96 $159.96 


A, 
OVERALL LENGTH: 18” 
WEIGHT: 5 LBS. 


MIL SPEC 
M-22250/5 
CENTER CONDUCTOR 
CENTER CONDUCTOR 


THESE UNIVERSAL COAX CRIMP TOOLS ARE DESIGNED TO CRIMP MOST 
oN spout nl anand COMMERCIALLY AVAILABLE COAX CONNECTORS UTILIZING THE CRIMP METHOD 
RG180 & RG195 OF TERMINATION ON THE CENTER CONDUCTOR AND OUTER FERRULE. THE 

AVAILABILITY OF NINE CAVITIES IN ONE JAW ELIMINATES THE NECESSITY 

55, RG58, RG141, RG14Z, RG223, FOR JAW INSERT VARIATIONS OR MULTIPLE TOOLS. 
303 & RG400 

Model No. P' 3 

RG5S9, RG62, RG140 & RG210 UNIVERSAL BENCH MOUNTED CRIMP TOOL 


"NOT RATCHET CONTROLLED” 
RGS, RG6, RG21, RG143, RG212, 
RG222 & RG304 


RG8, RG9, RG11, RG149 & RG213 


RG8, RG9, RG11, RG87A, RG149, RG165, 

RG213, RG214, RG216, RG225 & RG393 PRICE 
1-24 25-49 

$209.95 $195.25 $180.56 


$167.96 
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187 COAXIAL CABLE | 
MEETS OR EXCEEDS MIL-C-17 SPECIFICATIONS WHERE APPLICABLE 


NOMINAL NOMINAL OPERATING MAXIMUM NOMINAL ATTENUATION 
IMPEDANCE DIAMETER TEMPERATURE OPERATING AT 1 Giz ATS GHz PRICE PER FOOT 

OHMS INCHES RANGE, °C VOLTAGE, VOLTS RMS PER 100 FT dB PER 100 FT dB 50-99 FT 100-249 FT 250-499 FT 500-999 FT 1,000 FT 
RG6A/U ‘ 75.0 -332 -40 TO +80 2700 11.0 30.0 75 -70 -70 -65 60 
RG8A/U 52.0 -405 -40 TO +80 5000 9.0 28.0 ----- -55 -55 «51 47 
RG8X 50.0 -242 -40 TO +80 2500 13.5 35.0  <----- -35 -33 -30 28 
RG11A/U 75.0 -405 -40 TO +80 5000 9.0 28.0 -55 -51 -51 47 -44 
RG55B/U 53.5 -206 -55 TO +80 1900 16.5 51.0 ----- -60 -56 «52 -48 
RGS8C/U 50.0 -195 -40 TO +80 1900 20.0 60.0 ----- saH-- -22 -20 +19 
RG58-P (1) 50.0 -163 -40 TO +80 1900 14.0 39.0 -95 -88 -88 -82 76 
RG59B/U 75.0 -242 -40 TO +80 2300 11.5 41.0 = s22-- 0 wHn-- -23 -21 -20 
RG59-P (1) 75.0 -190 -40 TO +80 2300 11.0 32.0 95 88 -88 -82 76 
RG62A/U 93.0 ~242 -40 TO +80 750 8.5 29.5 weer ween 26 24 22 
RG71B/U 93.0 -250 -55 TO +80 750 8.5 29.5 -60 -56 -56 52 48 
RG108A/U 78.0 -235 -40 TO +80 1000 26.2 80.0 ----- 40 -37 34 32 
RG122/U 50.0 -160 -40 TO +80 1900 29.2 89.0 ----- 40 -40 37 4 
RG140/U 75.0 -233 -55 TO +250 2300 13.0 36.0 00 3.72 3.72 3.44 3.20 
RG141A/U 50.0 -190 -55 TO +250 1900 13.0 36.0 2.50 2.33 2.33 2.15 2.00 
RG142B/U 50.0 -195 -55 TO +200 1900 13.0 36.0 1.90 1.77 1.77 1.63 1.52 
RG174A/U 50.0 -100 -40 TO +80 1500 31.0 97.0 ----- 9 ===<- 17 -16 +15 
RG178B/U 50.0 -075 -55 TO +200 1000 45.0 115.0 ----- -40 .37 -34 +32 
RG179B/U 75.0 -100 -55 TO +200 1200 25.0 62.5 -63 59 -59 -54 -50 
RG180B/U 95.0 145 -55 TO +200 1500 16.5 49.5 1.10 1.02 1.02 95 -88 
RG187A/U 75.0 -110 -55 TO +250 1200 25.0 4 62.5 1.00 -93 -93 -86 -B0 
RG188A/U 50.0 -110 -55 TO +250 1200 30.0 79.0 -70 -65 -65 -60 -56 
RG188-DS (2) 50.0 -122 -55 TO +250 1200 30.0 79.0 1.50 1.40 1.40 1.29 1.20 
RG196A/U 50.0 -080 -55 TO +250 1000 45.0 115.0 ----- -50 -50 -47 -43 
RG210/U 93.0 +242 -55 TO +250 750 3.1 9.0 7.50 6.98 6.98 6.45 6.00 
RG213/U 50.0 -405 -40 TO +80 5000 9.0 28.0 ----- -45 -45 42 39 
RG214/U 50.0 -425 -40 TO +80 5000 9.0 28.0 2.20 2.05 2.05 1.89 1.76 
RG216/U 75.0 -425 -40 TO +80 5000 9.0 28.0 <-<--- -50 -47 -43 -40 
RG217/U 50.0 -545 -40 TO +80 7000 5.8 19.0 1.50 1.40 1.40 1.29 1.20 
RG218/U 50.0 -870 -40 TO +80 11000 3.8 13.5 5.50 5.12 5.12 4.73 4.40 
RG219/U 50.0 -945 -40 TO +80 11000 3.8 13.5 17.00 15.81 15.81 14.62 13.60 
RG223/U 50.0 -216 -40 TO +80 1900 16.5 51.0 -90 -84 -84 +77 72 
RG225/U 50.0 -430 -55 TO +250 5000 7.5 21.0 16.00 14.88 14.88 13.76 12.80 
RG302/U 75.0 -206 -55 TO +200 2300 13.0 36.0 2.00 1.86 1.86 1.72 1.60 
RG303/U 50.0 -170 -55 TO +200 1900 13.0 36.0 1.50 1.40 1.40 1.29 1.20 
RG316/U 50.0 -102 -55 TO +200 1200 30.0 79.0 -65 -60 -60 -56 52 
RG316-DS (2) 50.0 -114 -55 TO +200 1200 30.0 79.0 1.30 1.21 1.21 1.12 1.04 
RG393/U 50.0 -390 -55 TO +200 5000 7.5 21.0 6.50 6.05 6.05 5.59 5.20 
RG400/U 50.0 -195 -55 TO +200 1900 13.0 36.0 1.85 1.72 1.72 1.59 1.48 
RG401/U (3,13) 50.0 .250 -55 TO +125 3000 9.7 26.1 7.00 6.51 6.51 6.02 5.60 
RG402/U (4,13) 50.0 -141 -55 TO +125 2500 13.0 36.0 2.75 2.56 2.56 2.37 2.20 
RG405/U (4,13) 50.0 -085 -55 TO +125 2000 22.0 50.0 2.75 2.56 2.56 2.37 2.20 

CONTINUED ON THE NEXT PAGE 
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TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


(CONTINUED) 
NOMINAL NOMINAL OPERATING MAXIMUM NOMINAL ATTENUATION 
IMPEDANCE DIAMETER TEMPERATURE OPERATING AT_1 GHz ATS GHz PRICE PER FOOT 

OHMS INCH RANGE, °C VOLTAGE, VOLTS RMS PER 100 FT dB PER 100 FT dB 50-99 FT 100-249 FT 250-499 FT 500-999 FT 1,000 FT 
PE-020SR (3,13) 50.0 -020 -55 TO +85 750 85.0 k 175.0 7.00 6.51 6.51 6.02 5.60 
PE-034SR (3,13) 50.0 -034 -55 TO +100 2000 60.0 120.0 3.00 2.79 2.79 2.58 2.40 
PE-047SR (4,13) 50.0 -047 -55 TO +100 1000 40.0 105.0 3.00 2.79 2.79 2.58 2.40 
PE-142LL 50.0 -195 -55 TO +200 1400 12.5 31.0 4.00 3.72 3.72 3.44 3.20 
PE-B1828 (5) 75.0 -305 -40 TO +80 2900 9.2 23.0 -65 -60 -60 -56 -52 
PE-B3199 (6) 50.0 ..405 -40 TO +80 600 4.5 12.0 -65 -60 -60 -56 52 
PE-B4199 (7) 50.0 -403 -40 TO +80 600 6.0 15.0 -75 -70 -70 -65 -60 
PE-B8128 (8) 75.0 -150 -40 TO +80 600 20.0 50.0 ----- 34 -32 .29 -27 
PE-SRO47AL(4,11) 50.0 .047 -55 TO +100 1000 41.0 93.0 3.50 3.26 3.26 3.01 2.80 
PE-SRO47FL (17) 50.0 -047 -40 TO +100 1000 40.0 98.0 3.50 3.26 3.26 3.01 2.80 
PE-SR401AL(3,12) 50.0 +250 -55 TO +125 3000 8.0 21.0 7.00 6.51 6.51 6.02 5.60 
PE-SR401FL (16) 50.0 -250 -55 TO +200 5000 7.0 18.0 7.00 6.51 6.51 6.02 5.60 
PE-SR402-75(4, 13) 75.0 -141 -55 TO +125 2500 12.5 30.5 3.50 3.26 3.26 3.01 2.80 
PE-SR402AL(4,15) 50.0 -141 -55 TO +125 2500 13.0 31.0 3.50 3.26 3.26 3.01 2.80 
PE-SR402FL (9) 50.0 -141 -40 TO +125 1900 12.0 29.0 3.50 3.26 3.26 3.01 2.80 
PE-SR405AL(4,14) 50.0 -085 -55 TO +125 2000 23.0 51.0 3.50 3.26 3.26. 3.01 2.80 
PE-SR405FL (10) 50.0 085 -40 TO +125 1500 22.0 50.0 3.50 3.26 3.26 3.01 2.80 
PE-TOOZRML (18) 50.0 -195 -40 TO +85 1000 11.0 25.0 -80 -74 .74 -69 -64 
PE-TOO3RML (19) 50.0 -300 -40 TO +85 2000 6.5 15.5 1.10 1.02 1.02 _ -95 88 
PE-TOO4RML (20) 50.0 -405 -40 TO +85 2500 4.5 10.0 1.25 1.16 1.16 1.08 1.00 
PE-TOOSRML (21) 50.0 +500 -40 TO +85 3000 3.5 8.5 2.10 1.95 1.95 1.81 1.68 
PE-TOO6RML (22) 50.0 -590 -40 TO +85 4000 3.0 7.0 2.60 2.42 2.42 2.24 2.08 
PE-TO42RML (23). 50.0 +240 -40 TO +85 1500 8.0 19.0 1.00 -93 +93 -86 -80 
PE-T591RML (24) 50.0 +195 -40 TO +85 1000 11.5 26.5 -60 -56 -56 -52 48 
NOTES: 
(1) P = PLENUM CABLE, NEC 725-2(b) CLASS 2 - REQUIRES SPECIAL CONNECTORS 
(2) DS = DOUBLE SHIELDED VERSION OF MIL TYPE CABLE 
(3) SEMI-RIGID CABLE, SOLD IN 5 FEET STRAIGHT PIECES ONLY 
(4) SEMI-RIGID CABLE, SOLD IN EITHER 5 FEET STRAIGHT PIECES OR COILS OF 50 FEET 
(5) SIMILAR TO BELDEN 8281 
(6) SIMILAR TO BELDEN 9913 
(7) SIMILAR TO BELDEN 9914 
(8) SIMILAR TO BELDEN 8218 
(9) RE-SHAPABLE VERSION OF RG402/U ; 
(10) RE-SHAPABLE VERSION OF RG405/U 
(11) TINNED ALUMINUM VERSION OF PE-047SR 
(12) TINNED ALUMINUM VERSION OF RG401/U 
(13) BARE COPPER JACKET 
(14) TINNED ALUMINUM VERSION OF RG405/U 
(15) TINNED ALUMINUM VERSION OF RG402/U 
(16) RE-SHAPABLE VERSION OF RG401/U 
(17) RE-SHAPABLE VERSION OF PE-047SR 
(18) SIMILAR TO LMR200* 
(19) SIMILAR TO LMR300* 
(20) SIMILAR TO LMR400* 
(21) SIMILAR TO LMR500* 
(22) SIMILAR TO LMR600* 
(23) SIMILAR TO LMR240* 
(24) SIMILAR TO LMR195* *LMR IS A REGISTERED TRADEMARK OF TIMES MICROWAVE SYSTEMS 
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ST TO ST SIMPLEX ST TO ST DUPLEX 


Model No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-4 50-99 100 + 
PE300000-1 1m $23.95 $22.27 $20.60 $19.16 PE300006-1 lm $45.95 $42.73 $39.52 $36.76 
PE300000-2 2m 24.95 23.20 21.46 19.96 PE300006-2 2m 47.95 44.59 41.24 38.36 
PE300000-3 3m 25.95 24.13 22.32 20.76 PE300006-3 3m 49.95 46.45 42.96 39.96 
PE300000-5 5m 27.95 25.99 24.04 22.36 PE300006-5 5m 53.95 50.17 46.40 43.16 
MULTI MODE j MULTI MODE 
Model No. Length 1-24 25-49 50-9 100 + Model_ No. Length 1-24 25-49 50-99 100 + 
PE300001-1 1m $12.95 $12.04 $11.14 $10.36 PE300007-1 1m $23.95 $22.27 $20.60 $19.16 
PE300001-2 2m 13.95 12.97 12.00 11.16 PE300007-2 2m 25.95 24.13 22.32 20.76 
PE300001-3 3m 14.95 13.90 12.86 11.96 PE300007-3 3m 27.95 25.99 24.04 22.36 
PE300001-5 5m 16.95 15.76 14.58 13.56 PE300007-5 5m 31.95 29.71 27.48 25.56 


i 

SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-4) 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300002-1 lm $27.95 $25.99 $24.04 $22.36 PE300008-1 1m $51.95 $48.31 $44.68 $41.56 
PE300002-2 2m 28.95 26.92 24.90 23.16 PE300008-2 2m 53.95 50.17 46.40 43.16 
PE300002-3 3m 29.95 27.85 25.76 23.96 PE300008-3 3m 55.95 52.03 48.12 44.76 
PE300002-5 5m 31.95 29.71 27.48 25.56 PE300008-5 5m 59.95 55.75 51.56 47.96 

MULTI MODE MULTI MODE 
Model_ No. Length 1-24 25-4 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300003-1 lm $15.95 $14.83 $13.72 $12.76 PE300009-1 lm $37.95 $35.29 $32.64 $30.36 
PE300003-2 © 2m 16.95 15.76 14.58 13.56 PE300009-2 2m 39.95 37.15 34.36 31.96 
PE300003-3 3m 17.95 16.69 15.44 14.36 PE300009-3 3m 41.95 39.01 36.08 33.56 
PE300003-5 5m 19.95 18.55 17.16 15.96 PE300009-5 5m 45.95 42.73 39.52 36.76 


Model _ No. Lengt' 1-24 25-49 50-99 100 + Model _ No. Length 1-24 25-49 50-99 100 + 
PE300004-1 lm $25.95 $24.13 $22.32 $20.76 PE300010-1 lm $49.95 $46.45 $42.96 $39.96 
PE300004-2 2m 26.95 25.06 23.18 21.56 PE300010-2 2m 51.95 48.31 44.68 41.56 
PE300004-3 3m 27.95 25.99 24.04 22.36 PE300010-3 3m 53.95 50.17 46.40 43.16 
PE300004- 5m 28.95 26.92 24.90 23.16 PE300010-5 5m 57.95 53.89 49.84 46.36 
MULTI MODE MULTI MODE 
Model No. engt 1-24 25-49 50-99 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300005-1 lm $16.95 $15.76 $14.58 $13.56 PE300011-1 lm $31.95 $29.71 $27.48 $25.56 
PE300005-2 2m 17.95 16.69 15.44 14.36 PE300011-2 2m 33.95 31.57 29.20 27.16 
PE300005-3 3m 18.95 17.62 16.30 15.16 PE300011-3 3m 35.95 33.43 30.92 28.76 
PE300005-5 Sm 20.95 19.48 18.02 16.76 PE300011-5 Sm 39.95 37.15 34.36 31.96 
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FC TO FC SIMPLEX 


Model No. 
PE300012-1 
PE300012-2 
PE300012-3 
PE300012-5 


Model _No. 
PE300013-1 
PE300013-2 
PE300013-3 
PE300013-5 


Model _No. 
PE300014-1 
PE300014-2 
PE300014-3 
PE300014-5 


Model _No. 
PE300015-1 
PE300015-2 
PE300015-3 
PE300015-5 


- SINGLE MODE 
Length 1-24 25-49 
lm $31.95 $29.71 
2m 33.95 31.57 
3m 35.95 33.43 
5m 39.95 37.15 

MULTI MODE 
Length 1-24 25-49 
lm $32.95 $30.64 
2m 34.95 32.50 
3m 36.95 34.36 
Sm 40.95 38.08 


SINGLE MODE 
Length 1-24 = 25-49 
lm $33.95 $31.57 
2m 35.95 33.43 
3m 37.95 35.29 
5m 41.95 39.01 

MULTI MODE 
Length 1-24 25-49 
ln $34.95 $32.50 
2m 36.95 34.36 
3m 38.95 36.22 
5m 42.95 39.94 


50-99 100 + Model __No. 
$27.48 $25.56 PE300018-1 
29.20 27.16 PE300018-2 
30.92 28.76 PE300018-3 
34.36 31.96 PE300018-5 
50-99 100 + ‘Model __No. 
$28.34 $26.36 PE300019-1 
30.06 27.96 PE300019-2 
31.78 29.56 PE300019-3 
35.22 32.76 PE300019-5 


LC TO LC SIMPLEX 
ee ee (es 


50-99 100 + Model No. 
$29.20 $27.16 PE300020-1 
30.92 28.76 PE300020-2 
32.64 30.36 PE300020-3 
36.08 33.56 PE300020-5 
50-99 100 _+ Model No. 
$30.06 $27.96 PE300021-1 
31.78 29.56 PE300021-2 
33.50 31.16 PE300021-3 
36.94 34.36 PE300021-5 


ST TO FC SIMPLEX 


SINGLE MODE 
Length 1-24 25-49 
Im $63.95 $59.47 
2m 65.95 61.33 
3m 67.95 63.19 
Sm 71.95 66.91 
MULTI MODE 
Length 1-24 25-49 
1m $64.95 $60.40 
2m 66.95 62.26 
3m 68.95 64.12 
5m 72.95 67.84 


FC TO FC DUPLEX 


LC TO LC DUPLEX 


SINGLE MODE 
Length 1-24 25-49 
1m $64.95 $60.40 
2m 66.95 62.26 
3m 68.95 64.12 
5m 72.95 67.84 
MULTI MODE 
Length 1-24 25-49 
Im = $65.95 $61.33 
2m 67.95 63.19 
3m 69.95 65.05 
5m 73.95 68.77 


ST TO FC DUPLEX 
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SINGLE MODE SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + Model No. = Length 1-24 25-49 50-99 100 + 
PE300016-1 1m $27.95 $25.99 $24.04 $22.36 PE300022-1 1m $55.95 $52.03 $48.12 $44.76 
PE300016-2 2m 29.95 27.85 25.76 23.96 PE300022-2 2m 57.95 53.89 49.84 46.36 
PE300016-3 3m 31.95 29.71 27.48 25.56 PE300022-3 3m 59.95 55.75 51.56 47.96 
PE300016-5 5m 33.95. 31.57. 29.20 27.16 PE300022-5 5m 63.95 59.47 55.00 51.16 
MULTI MODE MULTI MODE 
Model No. Length 1-24 ~ 25-4 50-9 100 + Model No. Length 1-24 25-49 50-99 100 + 
PE300017-1 1m $28.95 $26.92 $24.90 $23.16 PE300023-1 1m $56.95 $52.96 $48.98 $45.56 
PE300017-2 2m 30.95 28.78 26.62 24.76 PE300023-2 2m 58.95 54.82 50.70 47.16 
PE300017-3 3m 32.95 30.64 28.34 26.36 PE300023-3 3m 60.95 56.68 52.42 48.76 
PE300017-5 Sm 38.95 36.22 33.50 31.16 PE300023-5 5m 64.95 60.40 55.86 51.96 
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SINGLE MODE 
Model _No. = Length 1-24 25-49 50-99 = 100 + 
PE300024-1 Im $27.95 $25.99 $24.04 $22.36 
PE300024-2 2m 29.95): 27.85., 225,765) 23.96 
PE300024-3 3m 31.95 29.71 27.48 25,56 
PE300024-5 5m 35.95 33.43 30.92 28.76 
MULTI MODE 
Model _No Len 1-24 25-49 50-99 100 + 
PE300025-1 Im ——- $30.95 $28.78 $26.62 $24.76 
PE300025-2 2m 32.95 30.64 28.34 26.36 
PE300025-3 3m 34.95 32.50 30.06 27.96 
PE300025-5 5m 38.95 36.22 33.50 31.16 


SC TO LC SIMPLEX 
el | 


SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300026-1 lm $28.95 $26.92 $24.90 $23.16 
PE300026-2 2m 30.95 28.78 26.62 24.76 
PE300026-3 3m 32.95 30.64 28.34 26.36 
PE300026-5 5m 36.95 34.36 31.78 29.56 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300027-1 lm $29.95 $27.85 $25.76 _ $23.96 
PE300027-2 2m 31.95- 29.71 27.48 25.56 
PE300027-3 In 33.95 31.57 29.20 27.16 
PE300027-5 5m 37.95 35.29 32.64 30.36 


MULTI MODE 
Model No. Length 1-24 25-4 50-99 100 + 
PE300028-1 lm $29.95 $27.85 $25.76 $23.96 
PE300028-2 2m 34.95 32.50 30.06 27.96 
PE300028-3 3m 36.95 34.36 31.78 29.56 
PE300028-5 5m 40.95 38.08 35.22 32.76 


VF45 TO VF45 DUPLEX 
ef 
MULTI MODE 


FIBER OPTIC CABLE ASSEMBLIES 
ST TO LC SIMPLEX 


ST TO LC DUPLEX 


SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300030-1 lm $54.95 $51.10 $47.26 $43.96 
PE300030-2 2m 56.95 52.96 48.98 45.56 
PE300030-3 3m 58.95 54.82 50.70 47.16 
PE300030-5 5m 62.95 58.54 54.14 50.36 
MULTI MODE 
Model No. Length 1-24 25-4 50-99 100 + 
PE300031-1 lm $55.95 $52.03 $48.12 $44.76 
PE300031-2 2m 57.95 53.89 49.84 46.36 
PE300031-3 3m 59.95 55.75 51.56 47.96 
PE300031-5 5m 63.95 59.47 55.00 51.16 


SC TO LC DUPLEX 


es 


SINGLE MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300032-1 Im $54.95 $51.10 $47.26 © $43.96 
PE300032-2 2m 56.95 52.96 48.98 45.56 
PE300032-3 3m 58.95 54.82 50.70 47.16 
PE300032-5 Sm 62.95 58.54 54.14 50.36 
MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300033-1 Im =» $55.95 $52.03 $48.12 $44.76 
PE300033-2 2m 57.95 53.89 49.84 46.36 
PE300033-3 3m 59.95 55.75 51.56 47.96 
PE300033-5 5m 63.95 59.47 55.00 51.16 


ST TO MTRJ DUPLEX 


MULTI MODE 
Model No. Length 1-24 25-49 50-99 100 + 
PE300034-1 lm $26.95 $25.06 $23.18 $21.56 
PE300034-2 2m 28.95 26.92 24.90 23.16 
PE300034-3 3m 30.95 28.78 26.62 24.76 


PE300034-5 5m 34.95 32.50 30.06 27.96 


ST TO VF45 DUPLEX 


MULTI MODE 
Model No. Length 1-24 5-4 50-99 100 + Model No. = Length 1-24 25-49 50-99 100+ 
PE300029-1 1m $32.95 $30.64 $28.34 $26.36 PE300035-1 lm $37.95 $35.29 $32.64 $30.36 
PE300029-2 2m 34.95 32.50: 30.06 27.96 PE300035-2 2m 39.95 37:15 34.36 31,96 
PE300029-3 3m 36.95 34.36 «©31.78 =. 29.56 PE300035-3 3m 41.95 39.01 36.08 33.56 
PE300029-5 =~ Sm 40.95 38.08 35.22 32.76 PE300035-5 5m 45.95 42.73 39.52 36.76 
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PRICE 
ST BULKHEAD Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PE900000 SINGLE PHOSPHOR BRONZE $4.95 $4.60 $4.26 $3.96 
PE900001 SINGLE ZIRCONIA 5.95 5.53 5.12 4.76 
PE900002 MULTI PHOSPHOR BRONZE 4.95 4.60 4.26 3.96 
ST PANEL Model No. MODE SLEEVE MATERIAL 1-2 25-49 50-99 00 + 
MOUNT PE900003 SINGLE PHOSPHOR BRONZE $5.9 $5.53 $5.12 $4.76 
PE900004 SINGLE ZIRCONIA 6.9 6.46 5.98 5.56 
PE900005 MULTI PHOSPHOR BRONZE 5.9 5.53 5.12 4.76 
ST DUPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900006 SINGLE PHOSPHOR BRONZE $7.95 $7.39 $6.84 $6.36 
PE900007 SINGLE ZIRCONIA 8.9 8.32 7.70 7.16 
PE900008 MULTI PHOSPHOR BRONZE 7.9 7.39 6.84 6.36 
FC SQUARE Model No. MODE SLEEVE MATERIAL 1- 25-49 50-99 100+ 
PANEL MOUNT PE900009 SINGLE PHOSPHOR BRONZE $7.95 $7.39 $6.84 $6.36 
PE900010 SINGLE ZIRCONIA 8.95 8.32 7.70 7.16 
PE900011 MULTI PHOSPHOR BRONZE 7.95 7.39 6.84 6.36 
Model No. MODE SLEEVE MATERIAL 1-2 25-49 50-99 100+ 
PE SINGLE PHOSPHOR BRONZE $7.9 $7.39 $6.84 $6.36 
PE900013 SINGLE ZIRCONIA - 8.9 8.32 7.70 7.16 
PE900014 MULTI PHOSPHOR BRONZE 7.9 7.39 6.84 6.36 
1_No. MODE SLEEVE MATERIAL 1-24 25-49 0-99 100+ 
PE900015 SINGLE PHOSPHOR BRONZE $7.95 $7.39 $6.84 $6.36 
PE900016 SINGLE ZIRCONIA 8.9 8.32 7.70 7.16 
PE900017 MULTI PHOSPHOR BRONZE 7.9 7.39 6.84 6.36 
SC SIMPLEX Model No MODE SLEEVE MATERIAL 1-24 25-49 50-99 100+ 
PANEL MOUNT PE900018 SINGLE PHOSPHOR BRONZE $6.95 $6.46 $5.98 $5.56 
PE900019 SINGLE ZIRCONIA 7.95 7.39 6.84 6.36 
PE900020 MULTI PHOSPHOR BRONZE 6.95 6.46 5.98 5.56 
SC DUPLEX Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 100 + 
PANEL MOUNT PE900021 SINGLE PHOSPHOR BRONZE $9. $9.25 $8.56 $7.96 
PE900022 SINGLE ZIRCONIA 10. 10.18 9.42 8.76 
a= MULTI PHOSPHOR BRONZE 9. 9.25 8.56 7.96 
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PRICE 

ST TO FC Model No. MODE SLEEVE MATERIAL 1-24 : 50-99 + 
PANEL MOUNT PE900024 SINGLE PHOSPHOR BRONZE $7.95 $7.39 $6.86 $636 
PE900025 SINGLE ZIRCONIA 8.95" <5 8.320), 2, den eee 
PE900026 MULTI PHOSPHOR BRONZE 7.95 7.39 6.84 6.36 

ST TO SC 
Model_No. MODE EEVE MATERIA! 1-24 25-49 I + 
PANEL HORNE PE900027 SINGLE PHOSPHOR BRONZE ge #2 #5 
PE900028 SINGLE ZIRCONIA 9.95 9.25 8.56 7.96 
PE900029 MULTI PHOSPHOR BRONZE 8.95 8.32 7.70. 7.16 
cl bh FC Model No. MODE SLEEVE MATERIAL 1-24 3-48 = a 
Lr PE900030 SINGLE PHOSPHOR BRONZE $8.95 $8.32 $7.70 $7.16 
PE900031 SINGLE ZIRCONIA 9.95 9.25 8.56 7.96 
PE900032 MULTI PHOSPHOR BRONZE 8.95 8.32 7.70 7.16 
tay taka 4 Model No. MODE SLEEVE MATERIAL 1-24 25-49 50-99 + 
PE900033 SINGLE PHOSPHOR BRONZE $10.95 $10.18 $9.42 $8.76 
PE900034 SINGLE ZIRCONIA 11.95 11.11 10.28 9.56 
PE900035 MULTI PHOSPHOR BRONZE 10.95 10.18 9.42 8.76 
Model__No. TTENUATI 1-24 25-49 50-99 100+ Model No. ATTENUATION “ - : 100 + 
PE700000-5 5 dB $119.95 $111.55 $103.16 $95.96 PE700001-5 5 dB $129.95 $120.85 $111.76 $103.96 
PE700000-10 10 dB 119.95 111.55 103.16 95.96 PE700001-10 10 dB 129.95 120.85 111.76 103.96 
PE700000-15 15 4B 119.95 111.55 103.16 95.96 PE700001-15 15 4B 129.95 120.85 111.76 103.96 
PE700000-20 20 dB 119.95 111.55 103.16 95.96 PE700001-20 20 dB 129.95 120.85 111.76 103.96 
PE700000-25 25 dB 119.95 111.55 103.16 95.96 PE700001-25 25. dB 129.95 120.85 111.76 103.96 


SC ATTENUATOR ST BULKHEAD ATTENUATOR 


Model __No. ATTENUATION 1-24 25-49 - 100 _+ Model ___No. ATTENUATION 1-24 25-49 = 50-99 100 + 
PE700002-5 5 dB $119.95 $111.55 $103.16 $95.96 PE700003-5 5 dB $99.95 $92.95 $85.96 $79.96 
PE700002-10 10 dB 119.95 111.55 103.16 95.96 PE700003-10 10 dB 99.95 92.95 85.96 79.96 
PE700002-15 15 dB 119.95 111.55 103.16 = 95.96 PE700003-15 15 dB 99.95 92.95 85.96 79.96 
PE700002-20 20 dB 119.95 111.55 103.16 = 95.96 PE700003-20 20 dB 99.95 92.95 85.96 79.96 

25 dB 119.95 111.55 103.16 PE700003-25 25 dB : -96 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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TO ADD, CORRECT OR DELETE YOUR NAME FROM OUR MAILING LIST, PLEASE REMOVE OR PHOTOCOPY THIS PAGE AND 


MAIL IT TO: PASTERNACK ENTERPRISES 
POST OFFICE BOX 16759 
IRVINE, CA 92623-6759 U.S.A. 
TO ADD p| ” PLEASE ADO ME TO YOUR MAILING LIST: 
YOUR NAME TO OUR MAILING Ly NAME TITLE 
LIST, PLEASE COMPLETE THE § 
FORM AT THE RIGHT AND. g COMPANY MAIL STOP 
MAIL IT TO US. ————————— 
s ADDRESS 
E 
| CITY & STATE ZIP CODE 


| E-MAIL ADDRESS 


| * PLEASE ADD THE FOLLOWING ADDITIONAL NAMES TO YOUR MAILING LIST: 


iT NAME TITLE MAIL STOP 
if 
| 
| 
| 
| 
ol 
Tocorrect " 


| * PLEASE CORRECT MY NAME OR ADDRESS: 


YOUR NAME AND ADDRESS AS 
IT APPEARS ON OUR MAILING ta RECT B 
LIST, PLEASE ATTACH THE 

LABEL ON THE BACK COVER OF | 
THIS CATALOG TO THE AREA 
INDICATED ON THIS FORM, T 
MAKE THE NECESSARY | 
CORRECTIONS IN THE SPACE E! 
PROVIDED TO THE RIGHT AND | 
MAIL| THE FORM TO US. 


ATTACH INCORRECT 
B| LABEL(S) HERE 
1 
i 


SOMEONE FROM OUR MAILING 

LIST, OR IF YOU ARE 

RECEIVING MULTIPLE l 

CATALOGS AT THE SAME TIME, 

PLEASE ATTACH THE LABELS | 

FROM THOSE CATALOGS THAT 

YOU WO LvGER WISH TO. ATTACH LABEL(S) HERE 
RECEIVE ON THE AREA 

INDICATED TO THE RIGHT oF ! | 

THIS FORM, AND MAIL IT TO sed | 


US. E 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


195 ORDER FORM - FOR CREDIT CARD ORDERS ONLY 


ORDER FORM MUST BE FILLED OUT COMPLETELY 


s ATTN: TELEPHONE: (949) 261-1920 
H COMPANY: or FAX: (949) 261-7451 
I ALL SALES ARE FINAL, EXCEPT AS COVER! 

P STREET: PASTERNACK ENTERPRISES LIMITED WARRANTY. 
1 CITY: STATE zIP COMPANY P.0.# 

0 LINE ITEM MINIMUM - U.S. $10.00 MINIMUM ORDER -U.S.$100.00 DATE: 


QUANTITY 


PE PART NUMBER FOR PASTERNACK ENTERPRISES USE ONLY EXTENDED PRICE 


**SHIPPING CHARGES SUB-TOTAL FOR GOODS 
1. FOR CREDIT CARD ORDERS, ACTUAL SHIPPING CHARGES WILL BE ADDED. ee a 00.00) 
a ec 
( ) UPS RES (_) FEDEX P1* (_) FEDEX ECONOMY* SHIPPING CHARGES** 0 BE DETERMINED 
*YOUR FEDEX ACCOUNT NUMBER IS REQUIRED IN ORDER TO SHIP YOUR PACKAGE 
ACCOUNT NUMBER 2 TOTAL PRIOR TO SHIPPING Ba 


*FOR RESALE, PLEASE ATTACH RESALE CERTIFICATE OR ENTER YOUR 
RESELLER’S PERMIT NUMBER IN THE SPACE BELOW AND SIGN THE 
ORDER 


ee ts) (-*) 
CREDIT CARD ACCOUNT NUMBER 


tJ 
EXPIRATION DATE 


CARDHOLDER’S NAME (PLEASE PRINT OR TYPE) 
CARDHOLDER’S SIGNATURE (REQUIRED FOR ALL ORDERS) 


YOUR TELEPHONE NUMBER: 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


SELLER’S PERMIT # 


CARDHOLDER’S REGISTERED MAILIING ADDRESS IF DIFFERENT 
FROM ABOVE. 


NAME 
COMPANY 
ADDRESS 
CITY. 


MOUNTING HOLES 196 


ce 


-125 
-125 
-140 
«125 
-125 


-136 
-147 
-257 
+141 
-144 
-104 
-136 
-067 
-094 


#3-56 TAP 


#4-40 TAP 


#6-32 TAP 
#2-56 TAP 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 
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Model No. Page No. | Model No. Page No. | Model No. Page No. | Model No. Page No. 
PE1001 THRU PE1003 113 PE3174 THRU PE3178 87 PE3368 19 PE3501 79 
PE1510 THRU PE1512 163 PE3181 66 PE3369 27 PE3502 21 
PE1601 THRU PE1605 161 PE3182 69 PE3370 18 PE3504 77 
PE2000 THRU PE2049 162 PE3183 71 PE3371 19 PE3505 21 
PE2050 THRU PE2060 184 PE3184 35 PE3373 18 PE3508 7 
PE2061 & PE2062 162 PE3185 a 71 PE3375 19 PE3510 29 
PE2063 THRU PE2066 161 PE3187 66 PE3376 67 PE3511 31 
PE2200 THRU PE2207 181 PE3188 34 PE3377 27 PE3512 & PE3513 29 
PE2208 THRU PE2216 182 PE3189 71 PE3378 18 PE3514 & PE3515 31 
PE2217 THRU PE2224 183 PE3190 69 PE3380 31 PE3516 & PE3517 57 
PE2225 THRU PE2236 184 PE3192 71 PE3381 18 PE3518 90 
PE3000 22 PE3193 43 PE3382 36 PE3519 45 
PE3003 29 PE3199 71 PE3384 18 PE3520 40 
PE3005 22 PE3200 69 PE3385 27 PE3521 39 
PE3010 21 PE3205 & PE3207 71 PE3387 28 PE3522 90 
PE3013 43 PE3210 86 PE3388 67 PE3524 39 
PE3015 25. | PE3211 69 PE3389 18 PE3525 rst 
PE3020 17 PE3214 86 PE3393 30 PE3528 73 
PE3023 89 PE3216 71 PE3394 77 PE3530 24 
PE3025 18 | PE3217 53 PE3395 95 PE3531 

PE3034 53 PE3218 & PE3221 71 PE3396 THRU PE3400 73 PE3534 39 
PE3038 60 PE3223 4 PE3402 77 PE3535 ; 87 
PE3041 67 PE3224 x 71 PE3404 73 PE3538 15 
PE3042 23 PE3226 86 PE3405 33 PE3539 26 
PE3044 18 PE3227 53 PE3407 55 PE3542 57 
PE3047 19 PE3230 30 PE3408 77 PE3543 4 
PE3050 37 PE3231 94 PE3409 95 PE3544 77 
PE3051 35 PE3232 51 PE3411 29 PE3545 90 
PE3052 21 PE3233 71 PE3412 50 PE3548 66 
PE3054 17 PE3234 45 PE3413 20 PE3551 89 
PE3056 33 PE3236 THRU PE3244 24 PE3414 77 PE3553 ’ 35 
PE3057 94 PE3246 THRU PE3252 23 PE3416 95 PE3557 20 
PE3061 23 PE3253 34 PE3417 32 PE3561 86 
PE3062 47 PE3254 23 PE3418 77 PE3562 26 
PE3067 15 PE3255 49 PE3420 29 PE3568 45 
PE3071 49 PE3256 23 PE3421 77 PE3570 4? 
PE3074 78 | PE3258 72 PE3422 45 PE3571 79 
PE3075 15 PE3259 32 PE3423 _ 20 PE3572 THRU PE3574 27 
PE3078 33 PE3261 23 PE3425 77 PE3577 57 
PE3079 19 PE3263 & PE3265 72 PE3427 20 PE3580 25 
PE3081 15 PE3268 50 PE3428 31 PE3581 73 
PE3082 17 PE3269 & PE3271 72 PE3429 29 PE3582 THRU PE3584 15 
PE3083 60 | PE3272 50 PE3430 77 PE3587 & PE3588 61 
PE3085 58 | PE3273 THRU PE3278 72 PE3431 20 PE3589 & PE3590 63 
PE3087 15 PE3279 47 PE3434 & PE3435 77 PE3591 64 
PE3088 21 PE3280 THRU PE3288 72 PE3436 20 PE3592 & PE3593 62 
PE3089 88 | PE3290 70 PE3437 24 PE3594 65 
PE3093 33 PE3291 45 PE3440 20 PE3595 & PE3596 al 
PE3094 21 PE3293 THRU PE3299 70 PE3441 a7 PE3597 & PE3598 83 
PE3095 60 PE3301 70 PE3442 20 PE3600 & PE3601 82 
PE3097 23 PE3302 45 PE3443 34 PE3602 84 
PE3098 57 PE3304 & PE3306 70 PE3444 31 PE3604 21 
PE3100 67 PE3307 73 PE3445 16 PE3605 90 
PE3102 33 PE3309 THRU PE3316 70 PE3446 20 PE3606 19 
PE3103 20 | PE3318 45 PE3447 47 PE3607 47 
PE3104 95 PE3319 29 PE3448 46 PE3608 7 
PE3108 58 | PE3320 53 PE3450 20 PE3611 33 
PE3109 39 PE3321 & PE3323 45 PE3451 58 PE3612 73 
PE3112 67 PE3325 THRU PE3332 17 PE3454 20 PE3613 26 
PE3113 & PE3116 17 PE3333 33 PE3455 47 PE3614 45 
PE3117 59 PE3334 95 PE3457 90 PE3615 26 
PE3120 90 | PE3338 59 PE3458 18 PE3616. 73 
PE3121 27 PE3340 60 PE3459 29 PE3617 51 
PE3122 69 PE3341 73 PE3460 17 PE3618 73 
PE3130 64 PE3343 90 PE3462 16 PE3623 25 
PE3133 & PE3134 69 | PE3344 29 PE3466 78 PE3626 26 
PE3137 25 PE3345 43 PE3468 6 PE3627 19 
PE3138 27 PE3346 79 PE3470 5 PE3634 40 
PE3139 69 PE3347 31 PE3472 48 PE3635 25 
PE3141 31 PE3348 95 PE3476 & PE3477 23 PE3641 24 
PE3143 49 PE3349 24 PE3479 26 PE3642 25 
PE3145 69 PE3351 18 PE3480 102 PE3644 56 
PE3147 32 PE3352 29 PE3481 28 PE3646 32 
PE3149 & PE3152 37 PE3353 27 PE3483 30 PE3649 20 
PE3154 87 PE3354 19 PE3485 52 PE3650 51 
PE3156 37 PE3355 17 PE3487 47 PE3651 34 
PE3157 & PE3158 69 PE3357 60 PE3488 54 PE3652 56 
PE3159 25 PE3358 17 PE3490 81 PE3653 47 
PE3160 33 PE3360 19 PE3492 28 PE3654 45 
PE3164 21 PE3361 27 PE3494 35 PE3655 31 
PE3166 61 PE3362 67 PE3495 15 PE3656 28 
PE3168 49 PE3364 21 PE3496 47 PE3657 46 
PE3170 69 PE3365 58 PE3497 & PE3498 89 PE3658 26 
PE3171 33 PE3366 18 PE3499 47 PE3660 24 
PE3172 66 PE3367 44 PE3500 27 PE3661 56 


PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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Model No. Page No. | Model No. Page No. | Model No. Page No. | Model No. Page No. 
PE3662 45 PE3854 20 PE33176 40 PE33654 THRU PE33656 63 
PE3664 87 PE3857 59 PE33178 55 PE33657 66 
PE3665 & PE3666 56 PE3858 31 PE33179 75 PE33658 & PE33660 82 
PE3667 51 PE3864 33 PE33188 74 PE33662 90 
PE3671 & PE3672 24 PE3865 29 PE33191 41 PE33664 82 
PE3674 19 PE3867 28 PE33196 & PE33197 74 PE33666 THRU PE33672 62 
PE3675 21 PE3871 35 PE33231 11 PE33673 87 
PE3678 16 PE3874 23 PE33232 12 PE33674 64 
PE3679 38 PE3876 31 PE33233 11 PE33675 65 
PE3684 78 PE3882 50 PE33236 47 PE33676 & PE33680 64 
PE3686 53 PE3883 81 PE33247 67 PE33682 65 
PE3689 17 PE3885 26 PE33258 26 PE33686 THRU PE33690 85 
PE3693 50 PE3886 25 PE33261 65 PE33692 84 
PE3694 57 PE3887 46 PE33267 25 PE33701 89 
PE3696 26 PE3895 59 PE33270 67 PE33704 61 
PE3697 33 PE3898 94 PE33304 60 PE33706 59 
PE3698 50 PE3899 27 PE33316 90 PE33728 51 
PE3699 49 PE3901 19 PE33321 49 PE33749 37 
PE3705 15 PE3902 81 PE33330 67 PE33778 60 
PE3706 33 PE3903 40 PE33349 65 PE33789 40 
PE3713 31 PE3904 89 PE33350 63 PE33844 44 
PE3714 51 PE3906 15 PE33352 85 PE33864 40 
PE3715 33 PE3908 66 PE33356 62 PE33896 34 
PE3721 61 PE3911 45 PE33361 87 PE33928 88 
PE3722 66 PE3914 57 PE33363 82 PE33929 43 
PE3726 49 PE3915 61 PE33370 60 PE33938 60 
PE3733 25 PE3916 & PE3917 63 PE33383 89 PE33948 87 
PE3735 57 PE3918 & PE3919 83 PE33391 78 PE33964 39 
PE3736 86 PE3920 48 PE33399 THRU PE33416 74 PE33969 89 
PE3739 27 PE3921 52 PE33417 & PE33419 75 PE33974 50 
PE3745 26 PE3922 54 PE33420 88 PE33984 58 
PE3746 24 PE3924 35 PE33421 THRU PE33436 75 PE33996 44 
PE3747 77 PE3925 38 PE33437 76 PE34023 79 
PE3749 15 PE3929 40 PE33438 94 PE34061 37 
PE3750 23 PE3930 102 PE33439 76 PE34069 96 
PE3755 66 PE3931 39 PE33440 22 PE34070 & PE34071 40 
PE3756 25 PE3932 40 PE33441 76 PE34078 84 
PE3758 39 PE3935 18 PE33442 22 PE34116 100 
PE3759 37 PE3940 35 PE33443 76 PE34122 96 
PE3764 40 PE3944 86 PE33444 22 PE34135 37 
PE3765 83 PE3949 19 PE33445 76 PE34138 & PE34140 48 
PE3769 44 PE3950 58 PE33446 22 PE34141 37 
PE3775 31 PE3953 21 PE33447 & PE33448 76 PE34142 48 
PE3776 16 PE3954 79 PE33449 22 PE34143 44 
PE3777 19 PE3956 35 PE33450 THRU PE33452 76 PE34144 & PE34146 48 
PE3779 29 PE3957 45 PE33454 22 PE34148 44 
PE3780 25 PE3958 30 PE33455 56 PE34149 48 
PE3781 50 PE3959 35 PE33456 76 PE34150 54 
PE3782 48 PE3960 79 PE33457 56 PE34151 44 
PE3790 7 PE3961 36 PE33458 76 PE34152 54 
PE3792 19 PE3962 49 PE33476 63 PE34153 “4 
PE3794 40 PE3963 48 PE33481 43 PE34154 54 
PE3796 25 PE3965 52 PE33491 79 PE34155 44 
PE3797 49 PE3966 53 PE33502 41 PE34156 54 
PE3799 35 PE3967 35 PE33516 58 PE34157 rr 
PE3800 37 PE3971 54 PE33518 40 PE34158 54 
PE3803 94 PE3973 35 PE33519 THRU PE33523 26 PE34159 44 
PE3806 35 PE3977 51 PE33525 & PE33527 47 PE34160 37 
PE3807 15 PE3979 52 PE33528 55 PE34161 54 
_ PE3808 81 PE3982 56 PE33530 53 PE34162 16 
PE3809—* 86 PE3983 54 PE33532 55 PE34163 44 
PE3810 66 PE3986 51 PE33534 53 PE34164 THRU PE34168 16 
PE3811 25 PE3987 31 PE33535 89 PE34169 43 
PE3814 27 PE3988 52 PE33536 55 PE34170 16 
PE3815 59 PE3989 & PE3991 56 PE33537 & PE33539 79 PE34171 43 
PE3816 18 PE3992 59 PE33541 79 PE34173 16 
PE3818 , 28 PE3993 54 PE33543 53 PE34174 43 
PE3819 & PE3820 32 PE3995 48 PE33545 55 PE34175 16 
PE3821 & PE3822 30 PE3996 51 PE33546 THRU PE33554 80 PE34176 43 
PE3823 & PE3824 34 PE3997 47 PE33555 43 PE34177 16 
PE3825 & PE3826 36 PE33001 46 PE33556 82 PE34178 43 
PE3827 48 PE33003 28 PE33557 THRU PE33567 80 PE34179 37 
PE3828 46 PE33009 80 PE33580 85 PE34180 28 
PE3829 52 PE33011 51 PE33583 60 PE34181 53 
PE3830 54 PE33021 55 PE33586 67 PE34182 28 
PE3832 33 PE33068 59 PE33605 73 PE34183 43 
PE3835 35 PE33098 90 PE33615 56 PE34184 28 
PE3836 37 PE33117 43 PE33641 81 PE34185 43 
PE3842 18 PE33121 63 PE33643 * a. 83 PE34186 THRU PE34191 28 
PE3843 59 PE33122 56 PE33644 67 PE34192 37 
PE3845 25 PE33143 62 PE33645 83 PE34193 2 
PE3849 24 PE33154 81 PE33646 67 PE34194 53 
PE3850 25 PE33165 61 PE33647 81 PE34195 30 
PE3852 60 PE33168 50 PE33649 83 PE34196 53 
PE3853 61 PE33175 62 PE33650 & PE33652 61 PE34197 30 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 
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Model No. Page No. | Model No. Page No. | Model No. Page No. | Model No. Page No. 
PE34198 53 PE34411 58 PE34506 89 PE35245 99 
PE34199 & PE34200 30 PE34412 88 PE34507 85 PE35246 98 
PE34201 53 PE34413 58 PE34508 89 PE35247 & PE35249 99 
PE34202 30 PE34414 88 PE34509 85 PE35348 42 
PE34203 49 PE34415 58 PE34510 89 PE35349 101 
PE34204 30 PE34416 88 PE34511 85 PE35350 42 
PE34205 49 PE34417 58 PE34512 89 PE35351 101 
PE34206 30 PE34418 88 PE34518 82 PE35352 42 
PE34207 49 PE34419 58 PE34520 99 PE35353 101 
PE34208 & PE34209 32 PE34420 88 PE34532 THRU PE34538 79 PE35354 42 
PE34210 49 PE34421 59 PE34554 99 PE35355 101 
PE34211 32 PE34422 88 PE34570 & PE34572 91 PE35356 42 
PE34212 49 PE34423 57 PE34573 99 PE35357 101 
PE34213 32 PE34424 59 PE34574 & PE34576 91 PE35358 ; 42 - 
PE34214 55 PE34425 & PE34427 57 PE34577 94 PE35359 101 
PE34215 32 PE34428 59 PE34578 91 PE35360 42 
PE34216 55 PE34429 57 PE34579 94 PE35361 101 
PE34217 32 PE34430 59 PE34580 91 PE35362 42 
PE34218 55 PE34431 57 PE34581 94 PE35363 101 
PE34219 32 PE34432 59 PE34582 91 PE35364 42 
PE34220 30 PE34433 57 PE34583 94 PE35365 i 101 
PE34221 55 PE34434 60 PE34584 91 PE35366 42 
PE34222 50 PE34435 90 PE34585 94 PE35367 101 
PE34223 32 PE34436 60 PE34586 91 PE35368 42 
PE34224 34 PE34437 90 PE34587 94 PE35369 101 
PE34225 55 PE34438 60 PE34588 91 PE35370 42 
PE34226 34 PE34439 95 PE34589 94 PE35371 THRU PE35375 101 
PE34227 55 PE34440 90 PE34590 91 PE35418 8 
PE34228 34 PE34441 95 PE34591 94 PE35419 13 
PE34229 55 PE34442 90 PE34592 91 PE35420 8 
PE34230 34 PE34443 THRU PE34447 95 PE34593 THRU PE34597 22 PE35421 10 
PE34231 50 PE34448 66 PE34598 96 PE35422 9 
PE34233 34 PE34449 95 PE34600 THRU PE3604 22 PE35423 13 
PE34234 50 PE34450 86 PE34614 100 PE35424 9 
PE34235 34 PE34451 95 ‘PE34681 THRU PE34705 68 PE35475 10 
PE34236 50 PE34452 66 PE34709 40 PE35591 THRU PE35611 14 
PE34237 34 PE34453 95 PE34721 81 PE35639 THRU PE35672 93 
PE34238 50 PE34454 86 PE34727 97 PE300000 THRU PE300011 189 
PE34240 96 PE34455 66 PE34729 THRU PE34751 92 PE300012 THRU PE300023 190 
PE34241 & PE34243 36 PE34456 & PE34458 86 PE34770 97 PE300024 THRU PE300035 191 
PE34244 21 PE34459 83 PE34833 THRU PE34836 39 PE4000 & PE4O01 111 
PE34245 36 PE34460 86 PE34853 & PE34854 98 PE4002 & PE4003 109 
PE34246 87 PE34461 63 PE34856 THRU PE34866 103 PE4004 111 
PE34247 36 PE34462 83 PE34879 THRU PE34895 96 PE4005 109 
PE34248 87 PE34463 63 PE34917 39 PE4006 117 
PE34249 36 PE34464 83 PE35028 12 PE4007 THRU PE4009 109 
PE34250 87 PE34465 63 PE35064 THRU PE35154 41 PE4010 & PE4011 116 
PE34252 36 PE34466 83 PE35207 97 PE4012 105 
PE34253 87 PE34467 & PE34469 65 PE35208 100 PE4013 118 
PE34254 36 PE34470 84 PE35209 97 PE4014 & PE4015 116 
PE34255 87 PE34471 65 PE35210 100 PE4016 115 
PE34256 36 PE34472 84 PE35211 97 PE4017 122 
PE34257 THRU PE34265 46 PE34473 65 PE35212 100 PE4018 115 
PE34266 56 PE34474 84 PE35213 97 PE4019 122 
PE34268 46 PE34475 65 PE35214 100 PE4020 THRU PE4022 105 
PE34269 61 PE34476 84 PE35215 97 PE4023 & PE4024 115 
PE34270 46 PE34477 65 PE35216 100 PE4025 THRU PE4031 109 
PE34271 78 PE34478 84 PE35217 97 PE4032 THRU PE4035 110 
PE34272 56 PE34479 65 PE35218 100 PE4036 THRU PE4041 109 
PE34273 78 PE34480 84 PE35219 97 PE4042 117 
PE34274 51 PE34481 62 PE35220 100 PE4043 & PE4044 115 
PE34275 78 PE34482 84 PE35221 97 PE4045 & PE4046 123 
PE34276 51 PE34483 64 PE35222 100 PE4047 119 
PE34277 THRU PE34280 78 PE34484 84 PE35223 97 PE4048 117 
PE34281 51 PE34485 62 PE35224 100 PE4049 116 
PE34282 78 PE34486 84 PE35225 97 PE4050 121 
PE34283 51 PE34487 64 PE35226 100 PE4051 & PE4052 123 
PE34284 78 PE34488 61 PE35227 97 PE4053 115 
PE34285 52 PE34489 64 PE35228 98 PE4054 119 
PE34286 7 PE34490 62 PE35229 99 PE4055 & PE4056 116 
PE34287 THRU PE34291 52 PE34491 64 PE35230 98 PE4057 & PE4058 115 
PE34292 39 PE34492 82 PE35231 99 PE4059 117 
PE34293 & PE34296 52 PE34493 64 PE35232 98 PE4060 118 
PE34297 THRU PE34321 38 PE34494 81 PE35233 99 PE4061 & PE4062 117 
PE34331 100 PE34495 64 PE35234 98 PE4063 THRU PE4068 119 
PE34361 97 PE34496 82 PE35235 99 PE4069 105 
PE34374 96 PE34497 64 PE35236 98 PE4070 115 
PE34396 & PE34397 98 PE34498 85 PE35237 99 PE4071 119 
PE34398 100 PE34499 82 PE35238 98 PE4072 117 
PE34405 39 PE34500 85 PE35239 99 PE4073 105 
PE34406 88 PE34501 81 PE35240 98 PE4074 123 
PE34407 58 PE34502 82 PE35241 99 PE4075 & PE4076 127 
PE34408 88 PE34503 85 PE35242 98 PE4077 116 
PE34409 58 PE34504 89 PE35243 99 PE4078 & PE4079 115 
PE34410 88 PE34505 85 PE35244 98 PE4080 123 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA*92623-6759 USA. 
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Model _ No. Page No. | Model No. Page No. | Model No. Page No. | Model No. Page No. 
PE4081 117 PE4307 THRU PE4310 115 PE4837 THRU PE4849 126 PE7006 & PE7007 167 
PE4082 116 PE4311 THRU PE4314 127 PE4850 THRU PE4875 130 PE7008 175 
PE4083 109 PE4315 & PE4316 120 PE4876 THRU PE4895 106 PE7009 167 
PE4084 115 PE4317 & PE4318 116 PE4896 THRU PE4905 122 PE7010 165 
PE4085 109 PE4319 THRU PE4321 115 PE4906 124 PE7011 162 
PE4088 119 PE4322 121 PE4907 109 PE7013 164 
PE4089 121 PE4323 122 PE4908 115 PE7014 & PE7015 165 
PE4091 116 PE4324 102 PE4909 119 PE7016 164 
PE4092 115 PE4325 THRU. PE4327 109 PE4910 & PE4911 112 PE7017 165 
PE4093 127 PE4328 118 PE4912 THRU PE4914 110 PE7018 164 
PE4094 123 PE4329 THRU PE4331 117 PE4915 & PE4916 115 PE7019 165 
PE4095 124 PE4332 109 PE4917 THRU PE4922 109 PE7020 164 
PE4096 123 PE4333 120 PE4923 & PE4924 110 PE7021 165 
PE4097 124 PE4334 THRU PE4341 122 PE4925 124 PE7022 164 
PE4098 127 PE4342 105 PE4926 & PE4927 123 PE7023 166 
PE4099 111 PE4343 120 PE4928 & PE4929 124 PE7024 164 
PE4100 120 PE4344 117 PE4930 109 PE7025 THRU PE7028 167 
PE4101 111 PE4345 115 PE4931 110 PE7029 166 
PE4102 115 PE4346 & PE4347 102 PE4932 109 PE7030 168 
PE4104 & PE4105 102 PE4348 121 PE4933 127 PE7031 & PE7032 166 
PE4106 115 PE4349 120 PE4934 THRU PE4946 117 PE7033 172 
PE4107 124 PE4350 127 PE4949 THRU PE4973 108 PE7034 & PE7035 171 
PE4108 109 PE4351 115 PE4974 115 PE7036 THRU PE7038 174 
PE4109 115 PE4352 121 PE4975 119 PE7039 THRU PE7044 166 
PE4110 124 PE4353 110 PE4976 THRU PE4986 121 PE7045 & PE7046 164 
PE4112 109 PE4354 111 PE4987 THRU PE4992 131 PE7047 & PE7048 165 
PE4113 & PE4114 117 PE4355 118 PE4993 THRU PE4996 123 PE7049 & PE7050 167 
PE4115 & PE4116 109 PE4356 THRU PE4359 123 PE4997 & PE4998 124 PE7051 THRU PE7057 168 
PE4117 & PE4118 111 PE4360 THRU PE4365 124 PE44000 THRU PE44032 113 PE7058 172 
PE4119 THRU PE4122 110 PE4366 THRU PE4369 125 PE44033 THRU PE44039 126 PE7059 & PE7060 173 
PE4123 THRU PE4128 111 PE4370 111 PE44040 THRU PE44042 115 PE7061 THRU PE7064 163 
PE4129 & PE4130 117 PE4371 & PE4372 117 PE44043 THRU PE44046 117 PE7065 170 
PE4131 118 PE4373 127 PE44047 & PE44048 124 PE7100 THRU PE7103 177 
PE4132 THRU PE4136_ 117 PE4374 & PE4375 108 PE44049 120 PE7104 THRU PE7131 178 
PE4137 118 | PE4376 117 PE44050 THRU PE44060 105 PE7132 THRU PE7138 177 
PE4138 117 PE4377 THRU PE4393 115 PE44061 THRU PE44064 119 PE7139 & PE7140 176 
PE4139 118 PE4394 & PE4395 116 PE44065 THRU PE44079 118 PE7300 168 
PE4140 117 PE4396 & PE4397 115 PE44080 120 PE7301 176 
PE4141 118 PE4398 THRU PE4418 109 PE44081 THRU PE44092 105 PE700000 THRU PE700003 193 
PE4142 THRU PE4156 119 PE4419 THRU PE4428 110 PE44093 120 PE8000 175 
PE4157 THRU PE4164 123 PE4429 THRU PE4443 117 PE44094 & PE44095 124 PE8001 THRU PE8016 180 
“PE4165 THRU PE4180 124 PE4444 118 PE44096 THRU PE44098 108 PE8017 THRU PE8038 179 
PE4181 127 PE4445 108 PE44100 THRU PE44113 127 PE8200 THRU PE8406 169 
PE4182 & PE4183 116 PE4446 THRU PE4471 119 PE44114 THRU PE44116 102 PE9000 THRU PE9080 135 
- PE4184 121 PE4472 123 PE44117 108 PE9081 THRU PE9111 136 
PE4186 111 PE4473 THRU PE4481 116 PE44119 THRU PE44136 125 PE9112 THRU PE9143 137 
PE4187 & PE4188 110 PE4482 THRU PE4485 117 PE44137 THRU PE44143 126 PE9144 THRU PE9180 138 
PE4189 & PE4190 111 PE4486 THRU PE4492 118 PE44145 121 PE9181 THRU PE9214 139 
PE4191 117 PE4493 THRU PE4495 127 PE44146 THRU PE44149 103 PE9215 THRU PE9244 140 
PE4192 122 PE4496 THRU PE4516 120 PE44161 THRU PE44202 104 PE9245 THRU PE9274 141 
PE4193 127 PE4517 & PE4518 108 PE44203 109 PE9275 THRU PE9304 142 
PE4194 120 PE4519 & PE4520 121 PE44204 THRU PE44214 110 PE9305 THRU PE9335 143 
PE4195 115 PE4521 105 PE44215 THRU PE44234 131 PE9336 THRU PE9365 144 
PE4196 & PE4197 110 PE4522 & PE4523 123 PE44235 THRU PE44241 112 PE9366 THRU PE9395 145 
PE4198 116 PE4524 THRU PE4529 111 PE44262 THRU PE44271 114 PE9396 THRU PE9425 146 
PE4199 121 PE4530 THRU PE4541 112 PE44272 THRU PE44275 121 PE9426 THRU PE9455 147 
PE4200 THRU PE4203 123 PE4542 & PE4543 110 PE44276 THRU PE44292 114 PE9456 THRU PE9485 148 
PE4204 THRU PE4210 115 PE4544 THRU PE4546 112 PE5001 THRU PE5007 186 PE9486 THRU PE9515 149 
PE4211 116 PE4547 & PE4548 110 PE5008 THRU PE5200 185 PE9516 THRU PE9545 150 
PE4212 : 115 PE4549 112 PE6000 THRU PE6003 159 PE9546 THRU PE9575 151 
PE4213 THRU PE4215 109 PE4550 117 PE6006 & PE6007 160 PE9576 THRU PE9605 152 
PE4216 THRU PE4220 111 PE4551 THRU PE4556 106 PE6008 161 PE9606 THRU PE9635 153 
PE4221 THRU PE4224 117 PE4557 & PE4558 123 PE6009 & PE6011 159 PE9636 THRU PE9665 154 
PE4225 THRU PE4228 127 PE4559 THRU PE4562 106 PE6012 THRU PE6024 160 PE9666 THRU PE9693 155 
PE4229 & PE4230 116‘ |~ PE4563 THRU PE4565 122 PE6026 161 PE9696 THRU PE9706 103 
PE4231 THRU PE4233 121 PE4566 THRU PE4575 114 PE6027 THRU PE6029 159 PE9800 THRU PE9843 156 
PE4234 THRU PE4238 102 PE4576 THRU PE4592 109 PE6030 & PE6031 160 PE9900 THRU PE9917 157 
PE4239 120 PE4593 THRU PE4596 123 PE6032 159 PE9930 THRU PE9936 158 
PE4240 THRU PE4244 108 PE4597 THRU PE4631 107 PE6033 161 PE9950 THRU PE9967 157 
PE4245 & PE4246 125 PE4632 115 PE6034 THRU PE6043 160 PE900000 THRU PE900023 192 
PE4247 115 PE4633 THRU PE4642 107 PE6044 & PE6045 159 PE900024 THRU PE900035 193 
PE4248 THRU PE4254 123 PE4643 115 PE6046 160 
PE4255 & PE4256 124 PE4644 105 PE6047 THRU PE6056 159 
PE4257 THRU PE4267 123 PE4645 THRU PE4647 117 PE6057 THRU PE6059 160 
PE4268 THRU PE4291 124 PE4648 & PE4649 119 PE6061 THRU PE6094 159 
PE4292 & PE4293 125 PE4650 & PE4651 115 PE6095 THRU PE6141 160 
PE4294 109 PE4652 THRU PE4655 117 PE6142 161 
PE4295 105 PE4656 120 PE6143 & PE6144 160 
PE4296 109 PE4657 127 PE6145 THRU PE6147 159 
PE4297 117 PE4658 123 PE7000 167 
PE4298 115 PE4659 THRU PE4708 128 PE7001 164 
PE4299 127 PE4709 & PE4710 127 PE7002 165 
PE4300 111 PE4711 THRU PE4765 129 PE7003 168 
PE4301 121 PE4766 THRU PE4799 130 PE7004 165 
PE4302 THRU PE4306 119 PE4800 THRU PE4835 126 PE7005 164 
PASTERNACK ENTERPRISES POST OFFICE BOX 16759 IRVINE, CA 92623-6759 U.S.A. 


WEB ADDRESS: PASTERNACK.COM 
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BRAEMAC PTY LTD. 

1/59-61 BURROWS ROAD 
ALEXANDRIA, SYDNEY 

NSW 2015 

TEL: (61) 2 9550 6600 

FAX: (61) 2 9550 6377 
E-MAIL: info@braemac.com.au 
WEB: www.braemac.com.au 


ELECTRONIKA ENTERPRISES 
BHADRAKALL POLE, 
RAOPURA ROAD 

BARODA 390 001 

TEL: (91) 265-313761 

FAX: (91) 265-421260 
E-MAIL: risabh@vsnl.com 


BRAEMAC PTY LTD. 

48 ENTERPRISE STREET 
BIRKENHEAD, AUCKLAND 
NEW ZEALAND 

TEL: (64) 9 486 5200 
FAX: (64) 9 486 4460 
WEB: www.braemac.com.au 


H TEST A:S. 

NA BASTE SV. JIRI 11/260 
16000 PRAHA 6 

CZECH REPUBLIC 

TEL: (42) 0 2 33321707 
FAX: (42) 0 2 33320672 
E-MAIL: info@htest.cz 
WEB: www.htest.cz 


H TEST A:S. 

NA BASTE SV. JIRI 11/260 
16000 PRAHA 6 

CZECH REPUBLIC 

TEL: (42) 0 2 33321707 
FAX: (42) 0 2 33320672 
E-MAIL: info@ htest.cz 
WEB: www.htest.cz 


M-RF CO., LTD. 

1-7-9, IZUMI-CHOU 

KANDA CHIYODA-KU 

TOKYO 

TEL: (81) 3 5821-3623 

FAX: (81) 3 5821-3625 
E-MAIL: mrfsaeki@a2.mbn.or.jp 


TELPLUS, INC. 


SUITE 617 FUTURE POINT PLAZA 1 


112 PANAY AVENUE, 

SOUTH TRIANGLE 

DILIMAN, QUEZON CITY 1103 
TEL: (63) 2 4135059 

FAX: (63) 2 4122081 

E-MAIL; sales@telplus.com.ph 


SPECTECH LIMITED 

98 MEDSTEAD ROAD 

BEECH 

HAMPSHIRE 

GU34 4AE 

TEL: 01420 544789 

FAX: 01420 544788 

E-MAIL: spectech@ dial. pipex.com 


WEB: www.spectech.dial.pipex.com 


INTERNATIONAL DISTRIBUTORS 


EQUIPEMENTS SCIENTIFIQUES 
MICROWAVE DIVISION 

127 RUE DE BUZENVAL 
GARCHES 92380 

TEL: (33) 0 1 47 95 99 60 

FAX: (33) 0 147 OL 16 22 
E-MAIL: hyper@es-france.com 
WEB: www.es-france.com 


YC INTERNATIONAL 
891-46 DAECHI-DONG 
KANGNAM-KU, 

SEOUL 135-284 

TEL: (82) 2 538-2707/8 
FAX: (82) 2 538-2709 
E-MAIL: ycintlh@nuri.net 


PRECISION TECHNOLOGIES PTE LTD. 
211 HENDERSON ROAD, #13-02 
HENDERSON INDUSTRIAL PARK 
SINGAPORE 159552 

TEL: (65) 273-4573 

FAX: (65) 273-8898 

E-MAIL: pretech@singnet.com.sg 


PASTERNACK ENTERPRISES 
TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


POST OFFICE BOX 16759 


IRVINE, CA 92623-6759 U.S.A. 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


DUTIES & TAXES: 
TERMS OF PAYMENT: 


EFFECTIVE 08-01-01 


TELEPHONE: (949) 261-1920 FAX: (949) 261-7451 


WAREHOUSE CLEARANCE 202 


PASTERNACK 
PE4118-SP98 
50 OHM SMA FEMALE RIGHT ANGLE 
PRINTED CIRCUIT MOUNT 


200 
TYP. 


wag o 
0670 
on (4 HOLES) 
375 ® 
t Oo 0620 
250-36 ws-20 © @® 
MOUNTING HOLES 
125 


tr oo sa 
es MATERIALS 


BODY: BRASS GOLD PLATED 
CONTACT: GOLD PLATED 
INSULATOR: PTFE 


PASTERNACK 
PE4014-SP1 
50 OHM BNC FEMALE BULKHEAD 
WITH SOLDER CUP CONTACT 


1.055 
430 | a 047 


4c3ie 


4 Lo 


oo 
MATERIALS 
BODY: BRASS NICKEL PLATED 
CONTACT: GOLD PLATED 
INSULATOR: PTFE 


375-32 UNEF-2A 350 


MOUNTING HOLE 


PRICE PRICE 
1-999 1000 + 1-999 1000 + 
$3.50 $2.95 -50 45 


STANDARD TERMS AND CONDITIONS FOR SALES 


OUR FACILITY AT IRVINE, CALIFORNIA U.S.A. 


MINIMUM ORDER: $100.00 AND 
PRICES: 


MINIMUM LINE ITEM: $10.00 


The prices shown are in UNITED STATES DOLLARS and are valid, at the time of printing, for BOTH DOMESTIC AND EXPORT SALES. 


NSIBL T JRCHAS 


OPEN ACCOUNT ON APPROVED CREDIT OWLY. 


Payment on open account must be made against PASTERNACK ENTERPRISES’ STANDARD COMMERCIAL INVOICE ONLY NO VOUCHERS OR OTHER CUSTOMER 
FORMS OF ANY KIND WILL BE USED. Net 30 days; PAST DUE accounts are subject to interest at the rate of 10 percent per annum. 


METHODS OF SHIPMENT: 
1) UPS SURFACE, UPS 3 DAY AIR (ORANGE), UPS 2 DAY AIR (BLUE), NEXT DAY AIR (RED) 
2) UPS INTERNATIONAL SERVICES: UPS WORLDWIDE EXPEDITED (BLUE), UPS EXPRESS (RED) 
3) AIRBORNE WITH ACCOUNT NUMBER 
4) FEDERAL EXPRESS ECONOMY, STANDARD OR PRIORITY ONE WITH ACCOUNT NUMBER 
5) FEDERAL EXPRESS INTERNATIONAL SERVICE WITH ACCOUNT NUMBER 
EXCHANGES AND CREDITS: ALL SALES ARE FIMAL and thus, once order has been processed by PASTERMACK ENTERPRISES, they MAY MOT BE returned for credit 


or exchange except as covered by the Limited Warranty. All cable assemblies are made for each specific order and are not returnable. 


UMITED WARRANTY: 


All products are covered by a LIMITED WARRANTY for a period of ninety (90) days from the date of shipment when purchased from 
ENTERPRISES. This WARRANTY is limited to the ORIGINAL PURCHASER, for the repair, replacement or credit, at PASTERMACK 
ENTERPRISES’ option, for any items found to be defective after inspection by PASTERMACK ENTERPRISES at its main headquarters. 


The warranties here stated are exclusive and in lieu of all other warranties express or implied, including any warranty of fitness for purpose. In no 
event shall PASTERMACK ENTERPRISES assume liability for installation costs, or for special, incidental or consequential damages. 


APPROVAL MUST FIRSY BE OBTAINED FROM PASTERNACK ENTERPRISES PRIOR TO THE RETURN OF ANY MERCHANDISE TO PASTERNACK 
ENTERPRISES FOR INSPECTION UNDER WARRANTY. Shipping charges for all materials returned under this LIMITED WARRANTY are to be PREPAID 


BY THE CUSTOMER ALL MATERIAL RETURNED WITHOUT A PASTERMACK ENTERPRISES’ RETURN MATERIALS AUTHORIZATION NUMBER WILL BE 
EAE RE UNRED WITHOUT A PASTERHACK ENTERPRISES’ RETURN MATERIALS AUTHORIZATION NUMBER WILL BE 
AUTOMATICALLY REFUSED. 


PICTURES AND ART WORK SHOWN ARE ONLY REPRESENTATIVE 

AND MAY VARY FROM THE ACTUAL PRODUCT 
SPECIFICATION AND PRICES ARE 

SUBJECT TO CHANGE WITHOUT NOTICE 


ALL PRICES SHOWN ARE IN 
UNITED STATES DOLLARS 
CAGE CODE 
NUMBER 53919 


STANDARD CABLE LENGTH TOLERANCE FOR ALL COAXIAL CABLE ASSEMBLIES 
IN THIS CATALOG IS + 1.5% OR + 3/8”, WHICHEVER IS GREATER 


PASTERNACK ENTERPRISES 


SN 
POST OFFICE BOX 16759 
E-MAIL ADDRESS: SALES@PASTERNACK.COM WEB ADDRESS: PASTERNACK.COM 


IRVINE, CA 92623-6759 U.S.A. 
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